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Glossary 


1 .  Where  this  document  uses  a  word  or  expression  that  is  defined  in  the  Clean  Water 
Act,  2006,  a  regulation  made  under  that  act,  or  the  Technical  Rules  it  has  the  same 
meaning  as  in  the  Act,  regulation  or  the  Rules. 

2.  In  this  document,  the  following  words  and  expressions  have  the  same  meaning  as  in 
Regulation  347  (General  -  Waste  Management),  R.R.O.  1990,  made  under  the 
Environmental  Protection  Act: 

a.  "hauled  sewage",  where  the  phrase  is  used  in  relation  to  the  application  of 
hauled  sewage  to  land; 

b.  "hazardous  waste"; 

c .  '  'liquid  industrial  w  aste' ' ; 

d.  "municipal  waste";  and 

e.  "petroleum  refining  waste". 

3.  In  this  document,  the  following  words  and  expressions  have  the  same  meaning  as  in 
section  1  of  O.  Reg.  525/98  (Approval  Exemptions)  made  under  the  Ontario  Water 
Resources  Act: 

a.  "combined  sewer"; 

b.  "sanitary  sewer";  and 

c.  "storm  water  management  facility". 

4.  In  this  document,  the  following  words  and  expressions  have  the  same  meaning  as  in 
section  1  of  O.  Reg.  129/04  (Licensing  of  Sewage  Works  Operators)  made  under  the 
Ontario  Water  Resources  Act: 

a.  "wastewater  collection  facility";  and 

b.  "wastewater  treatment  facility". 

5.  In  this  document,  the  following  words  and  expressions  have  the  same  meaning  as  in 
O.  Reg.  350/06  (Building  Code)  made  under  the  Building  Code  Act,  1992: 

a.  "earth  pit  privy"; 

b.  "greywater"; 
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c.  "hauled  sewage",  where  the  phrase  is  used  in  relation  to  a  system  requiring  or 
using  a  holding  tank; 

d.  "hauled  sewage  system"; 

e.  "holding  tank"; 

f.  "leaching  bed"; 

g.  "privy  vault";  and 

h.  "treatment  unit". 

6.  In  this  document,  the  following  words  and  expressions  have  the  same  meaning  as  in 
section  2  of  the  Nutrient  Management  Act,  2002: 

a.  "agricultural  operation"; 

b.  "farm  animal"; 

7.  In  this  document,  the  following  words  and  expressions  have  the  same  meaning  as  in 
section  1  of  O.  Reg.  267/03  (General)  made  under  the  Nutrient  Management  Act, 
2002: 

a.  "permanent  nutrient  storage  facility"; 

b.  "runoff,  where  used  in  relation  to  agricultural  source  material,  fertilizer  or 
non-agricultural  source  material;  and 

c.  "temporary  field  nutrient  storage  site". 

8.  The  following  words  and  expressions  are  defined  as  follows  for  the  purpose  of  this 
document: 

a.  "aquaculture  facility'  means  a  facility  that  primarily  engages  in  farm-raising 
cultured  fish; 

b.  "BTEX"  means  benzene,  toluene,  ethylbenzene  and  xylene; 

c.  "DNAPL"  means  a  dense  non-aqueous  phase  liquid; 

d.  "discharge",  when  used  as  a  verb,  includes  add,  deposit,  leak  or  emit  and, 
when  used  as  a  noun,  includes  addition,  deposit,  emission  or  leak; 
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e.  "grade"  means  the  average  level  of  the  soil  surface  in  the  area  surrounding  the 
facility  or  structure; 

f.  "livestock  density  map"  means  a  map  contained  in  the  most  recent  assessment 
report  for  the  applicable  source  protection  area  and  prepared  in  accordance 
with  sub-rule  16  (10)  ; 

g.  "managed  land  map"  means  a  map  contained  in  the  most  recent  assessment 
report  for  the  applicable  source  protection  area  and  prepared  in  accordance 
with  sub-rule  16  (9)  of  the  Technical  Rules; 

h.  "managed  land  percentage"  means  the  percentage  of  managed  land  for  the 
area  as  set  out  on  the  managed  land  map; 

i.  "meat  plant"  has  the  same  meaning  as  in  section  1  of  O.  Reg.  31/05  (Meat) 
made  under  the  Food  Safety  Quality  Act,  2001; 

j.    "National  airport"  means  an  airport  that  serves  the  national  capital  region  or 
the  Greater  Toronto  Area,  or  an  airport  with  annual  passenger  traffic  of 
200,000  persons  or  more; 

k.  "non-agricultural  managed  land"  means  managed  land  that  is  not  agricultural 
managed  lands  including  lawns,  sport  fields  and  golf  courses; 

1.     "NPRI  Notice"  means  the  notice  published  in  Volume  142,  No.  7  of  the 
Canada  Gazette  dated  February  16,  2008  pursuant  to  subsection  46(1)  of  the 
Canadian  Environmental  Protection  Act,  1999  (Canada); 

m.  "pathogen"  means  a  microscopic  organism  capable  of  producing  infection  or 
infectious  disease  in  humans; 

n.  "PCB  waste"  has  the  same  meaning  as  in  Regulation  362  (Waste  Management 
-  PCB's),  R.R.O.  1990,  made  under  the  Environmental  Protection  Act; 

o.  "regional  airport"  means  an  airport  with  an  annual  passenger  traffic  that  is  less 
than  200,000  persons  and  that  is  not  a  remote  airport  or  a  small  airport; 

p.  "remote  airport"  means  an  airport  that  serves  a  community  where  air 

transportation  is  the  only  reliable  method  of  year  round  transportation  between 
the  community  and  other  population  centres; 

q.  "sanitary  sewage"  means  sewage  within  or  from  a  sanitary  sewer; 

r.    "small  airport"  means  an  airport  that  does  not  have  regular  scheduled  service 
to  other  airports  and  is  not  a  remote  airport; 
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s.    "spill"  has  the  same  meaning  as  in  subsection  91(1)  of  the  Environmental 
Protection  Act; 

t.    "system"  includes  part  of  a  system; 

u.  "Technical  Rules"  means  the  Ministry  of  the  Environment  document  titled 
"Technical  Rules:  Assessment  Report"  as  amended  from  time  to  time,  and 
made  under  section  107  of  the  Clean  Water  Act,  2006;  and 

V.  "total  impervious  surface  area  map"  means  a  map  contained  in  the  most  recent 
assessment  report  for  the  applicable  source  protection  area  and  prepared  in 
accordance  with  sub-rule  16  (11). 
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Table  1  -Chemical 


Prescribed  Drinking  Water  Threat 

Starting 

Reference 

number 

Page 

Short  Form  Name 

The  application  of  agricultural  source  material  to  land. 

1 

1 

Application  Of  Agricultural  Source  Material  (ASM)  To  Land 

The  application  of  commercial  fertilizer  to  land. 

19 

5 

Application  Of  Commercial  Fertilizer  To  Land 

The  application  of  non-agricultural  source  material  to  land. 

37 

10 

Application  Of  Non-Agricultural  Source  Material  (NASM)  To  Land 
(Including  Treated  Septage) 

The  application  of  pesticide  to  land. 

55 

14 

Application  Of  Pesticide  To  Land 

The  application  of  road  salt. 

88 

23 

Application  Of  Road  Salt 

The  establishment,  operation  or  maintenance  of  a  waste  disposal  site 
within  the  meaning  of  Part  V  of  the  Environmental  Protection  Act. 

96 

25 

Application  Of  Untreated  Septage  To  Land 

The  handling  and  storage  of  a  dense  non-aqueous  phase  liquid. 

102 

27 

Handling  Of  A  Dense  Non  Aqueous  Phase  Liquid  (DNAPL) 

The  handling  and  storage  of  fuel. 

1  1  c. 

The  management  of  runoff  that  contains  chemicals  used  in  the  de-icing 

of  aircraft. 

192 

49 

Management  Of  Runoff  Containing  Chemicals  Used  In  The  De-icing 

Of  Aircrafts 

The  use  of  land  as  livestock  grazing  or  pasturing  land,  an  outdoor 
confinement  area  or  a  farm-animal  yard.  0.  Reg.  385/08,  s.  3. 

200 

50 

Management  Or  Handling  Of  Agricultural  Source  Material  - 
Agricultural  Source  Material  (ASM)  Generation  -  Livestock  \Ggrazing 

206 

51 

Management  Or  Handling  Of  Agricultural  Source  Material  - 
Agricultural  Source  Material  (ASM)  Generation  -  Outdoor  Confinement 

The  establishment,  operation  or  maintenance  of  a  system  that  collects, 
stores,  transmits,  treats  or  disposes  of  sewage. 

212 

53 

Sewage  System  Or  Sewage  Works  -  Combined  Sewer  discharge  from 
a  stormwater  outlet  to  surface  water 

277 

69 

Sewage  System  Or  Sewage  Works  -  Discharge  Of  Untreated 
Stormwater  From  A  Stormwater  Retention  Pond 

505 

115 

Sewage  System  Or  Sewage  Works  -  Industrial  Effluent  Discharges 

631 

140 

Sewage  System  Or  Sewage  Works  -  Sanitary  Sewers  and  related 
pipes 

695 

153 

Sewage  System  Or  Sewage  Works  -  Septic  System 

707 

156 

Sewage  System  Or  Sewage  Works  -  Septic  System  Holding  Tank 

719 

158 

Sewage  System  Or  Sewage  Works  -  Sewage  treatment  plant  bypass 

discharge  to  surface  water 

784 

171 

Sewage  System  Or  Sewage  Works  -  Sewage  Treatment  Plant 
Effluent  Discharges  (Includes  Lagoons) 

904 

196 

Sewage  System  Or  Sewage  Works  -  Storage  Of  Sewage  (E.G. 
Treatment  Plant  Tanks) 

The  handling  and  storage  of  a  dense  non-aqueous  phase  liquid. 

1098 

245 

Storage  Of  A  Dense  Non  Aqueous  Phase  Liquid  (DNAPL) 

The  handling  and  storage  of  pesticide. 

1113 

247 

Storage  Of  A  Pesticide 
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Prescribed  Drinking  Water  Threat 

The  storage  of  agricultural  source  material. 

Starting 

Reference 

number 

1201 

Page 

264 

Short  Form  Name 

Storage  Of  Agricultural  Source  Material  (ASM) 

The  handling  and  storage  of  an  organic  solvent. 

1225 

269 

Storage  Of  An  Organic  Solvent 

The  handling  and  storage  of  commercial  fertilizer. 

1273 

279 

Storage  Of  Commercial  Fertilizer 

The  handling  and  storage  of  fuel. 

1289 

282 

Storage  Of  Fuel 

The  handling  and  storage  of  non-agricultural  source  material. 

1409 

310 

Storage  of  Non-Agricultural  Source  Material  (NASM) 

The  handling  and  storage  of  road  salt. 

1433 

315 

Storage  Of  Road  Salt 

The  storage  of  snow. 

1445 

317 

Storage  Of  Snow 

The  establishment,  operation  or  maintenance  of  a  waste  disposal  site 
within  the  meaning  of  Part  V  of  the  Environmental  Protection  Act. 

1533 

335 

Storage,  Treatment  And  Discharge  Of  Tailings  From  Mines 

1585 

345 

Waste  Disposal  Site  -  Landfarming  Of  Petroleum  Refining  Waste 

1603 

350 

Waste  Disposal  Site  -  Landfilling  (Hazardous  Waste) 

1639 

359 

Waste  Disposal  Site  -  Landfilling  (Municipal  Waste) 

1675 

368 

Waste  Disposal  Site  -  Landfilling  (Solid  Non  Hazardous  Industrial  or 
Commercial) 

1711 

376 

Waste  Disposal  Site  -  Liquid  Industrial  Waste  Injection  into  a  well 

1879 

419 

Waste  Disposal  Site  -  PCB  Waste  Storage 

1884 

420 

Waste  Disposal  Site  -  Storage  Of  Hazardous  Waste  At  Disposal  Sites 

1914 

426 

Waste  Disposal  Site  -  Storage  of  wastes  described  in  clauses  (p),  (q), 
(r),  (s),  (t)  or  (u)  of  the  definition  of  hazardous  waste 

Table  2  -  Pathogens 

Prescribed  Drinking  Water  Threat 

Starting 

Reference 

number 

Page 

Short  Form  Name 

The  application  of  agricultural  source  material  to  land. 

1944 

434 

Application  Of  Agricultural  Source  Material  (ASM)  To  Land 

The  use  of  land  as  livestock  grazing  or  pasturing  land,  an  outdoor 
confinement  area  or  a  farm-animal  yard.  0.  Reg.  385/08,  s.  3. 

1945 

434 

Management  Or  Handling  Of  Agricultural  Source  Material  - 
Agricultural  Source  Material  (ASM)  Generation 

The  establishment,  operation  or  maintenance  of  a  system  that  collects, 
stores,  transmits,  treats  or  disposes  of  sewage. 

1947 

434 

Sewage  System  Or  Sewage  Works  -  Combined  Sewer  discharge  from 
a  stormwater  outlet  to  surface  water 

1948 

434 

Sewage  System  Or  Sewage  Works  -  Sewage  treatment  plant  bypass 
discharge  to  surface  water 

Clean  Water  Act,  2006 


G-6 


Tables  of  Drinking  Water  Threats 
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Prescribed  Drinking  Water  Threat 

Starting 

Reference 

number 

Page 

Short  Form  Name 

The  establishment,  operation  or  maintenance  of  a  system  that  collects, 
stores,  transmits,  treats  or  disposes  of  sewage. 

1949 

434 

Sewage  System  Or  Sewage  Works  -  Discharge  Of  Untreated 

Stormwater  From  A  Stormwater  Retention  Pond 

1950 

435 

Sewage  System  Or  Sewage  Works  -  Industrial  Effluent  Discharges 

The  management  of  agricultural  source  material. 

1955 

435 

Management  Of  Agricultural  Source  Material  -  Aquaculture 

The  establishment,  operation  or  maintenance  of  a  system  that  collects, 
stores,  transmits,  treats  or  disposes  of  sewage. 

1956 

436 

Sewage  System  Or  Sewage  Works  -  Septic  System 

1957 

436 

Sewage  System  Or  Sewage  Works  -  Septic  System  Holding  Tank 

1958 

436 

Sewage  System  Or  Sewage  Works  -  Sanitary  Sewers  and  related 

pipes 

1959 

436 

Sewage  System  Or  Sewage  Works  -  Sewage  Treatment  Plant 
Effluent  Discharges  (Includes  Lagoons) 

1960 

436 

Sewage  System  Or  Sewage  Works  -  Storage  Of  Sewage  (E.G. 
Treatment  Plant  Tanks) 

The  storage  of  agricultural  source  material. 

1962 

437 

Storage  Of  Agricultural  Source  Material  (ASM) 

The  handling  and  storage  of  non-agricuiturai  source  material. 

1965 

437 

Storage  of  Non-Agricultural  Source  Material  (NASM) 

The  establishment,  operation  or  maintenance  of  a  waste  disposal  site 
within  the  meaning  of  Part  V  of  the  Environmental  Protection  Act. 

1969 

438 

Application  Of  Untreated  Septage  To  Land 

The  application  of  non-agricultural  source  material  to  land. 

1970 

438 

Application  Of  Non-Agricultural  Source  Material  (NASM)  To  Land 
(Including  Treated  Septage) 
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TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  application 
of  agricultural 
source  material 
to  land. 

1 

1 .  The  agricultural  source  material  is  applied  to  land  located  in  a  vulnerable  area, 
where  the  managed  land  map  shows  a  managed  land  percentage  for  the 
applicable  area  that  is  less  than  40%  and  the  livestock  density  map  shows  a 
livestock  density  for  the  applicable  area  that  is  sufficient  to  annually  apply 
agricultural  source  material  at  a  rate  that  is  less  than  0.5  nutrient  units  per  acre. 

2.  The  application  may  result  in  the  presence  of  Nitrogen  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

HVA 

SGRA 

2 

1 .  The  agricultural  source  material  is  applied  to  land  located  in  a  vulnerable  area, 
where  the  managed  land  map  shows  a  managed  land  percentage  for  the 
applicable  area  that  is  less  than  40%  and  the  livestock  density  map  shows  a 
livestock  density  for  the  applicable  area  that  is  sufficient  to  annually  apply 
agricultural  source  material  at  a  rate  that  is  less  than  0.5  nutrient  units  per  acre. 

2.  The  application  may  result  in  the  presence  of  Phosphorus  (total)  in  groundwater 
or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

HVA 

SGRA 

3 

1 .  The  agricultural  source  material  is  applied  to  land  located  in  a  vulnerable  area, 
where  the  managed  land  map  shows  a  managed  land  percentage  for  the 
applicable  area  that  is  less  than  40%  and  the  livestock  density  map  shows  a 
livestock  density  for  the  applicable  area  that  is  sufficient  to  annually  apply 
agricultural  source  material  at  a  rate  that  is  at  least  0.5  nutrient  units  per  acre  but 
not  more  than  1 .0  nutrient  unit  per  acre. 

2.  The  application  may  result  in  the  presence  of  Nitrogen  in  groundwater  or 
sunace  waier. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WnPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

4 

1 .  The  agricultural  source  material  is  applied  to  land  located  in  a  vulnerable  area, 
where  the  managed  land  map  shows  a  managed  land  percentage  for  the 
applicable  area  that  is  less  than  40%  and  the  livestock  density  map  shows  a 
livestock  density  for  the  applicable  area  that  is  sufficient  to  annually  apply 
agricultural  source  material  at  a  rate  that  is  at  least  0.5  nutrient  units  per  acre  but 
not  more  than  1 .0  nutrient  unit  per  acre. 

2.  The  application  may  result  in  the  presence  of  Phosphorus  (total)  in  groundwater 
or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WHPA-D 

HVA 

SGRA 

1 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  application 
of  agricultural 
source  material 
to  land. 

5 

1 .  The  agricultural  source  material  is  applied  to  land  located  in  a  vulnerable  area, 
where  the  managed  land  map  shows  a  managed  land  percentage  for  the 
applicable  area  that  is  less  than  40%  and  the  livestock  density  map  shows  a 
livestock  density  for  the  applicable  area  that  is  sufficient  to  annually  apply 
agricultural  source  material  at  a  rate  that  is  more  than  1 .0  nutrient  units  per  acre. 

2.  The  application  may  result  in  the  presence  of  Nitrogen  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

4.8  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

6 

1 .  The  agricultural  source  material  is  applied  to  land  located  in  a  vulnerable  area, 
where  the  managed  land  map  shows  a  managed  land  percentage  for  the 
applicable  area  that  is  less  than  40%  and  the  livestock  density  map  shows  a 
livestock  density  for  the  applicable  area  that  is  sufficient  to  annually  apply 
agricultural  source  material  at  a  rate  that  is  more  than  1 .0  nutrient  units  per  acre. 

2.  The  application  may  result  in  the  presence  of  Phosphorus  (total)  in  groundwater 
or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

4.8  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

HVA 

SGRA 

7 

1 .  The  agricultural  source  material  is  applied  to  land  located  in  a  vulnerable  area, 
where  the  managed  land  map  shows  a  managed  land  percentage  for  the 
applicable  area  that  is  at  least  40%,  but  not  more  than  80%  and  the  livestock 
density  map  shows  a  livestock  density  for  the  applicable  area  that  is  sufficient  to 
annually  apply  agricultural  source  material  at  a  rate  that  is  less  than  0.5  nutrient 
units  per  acre. 

2.  The  application  may  result  in  the  presence  of  Nitrogen  in  groundwater  or 

bUridCc  Wdlci. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WnPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

8 

1 .  The  agricultural  source  material  is  applied  to  land  located  in  a  vulnerable  area, 
where  the  managed  land  map  shows  a  managed  land  percentage  for  the 
applicable  area  that  is  at  least  40%,  but  not  more  than  80%  and  the  livestock 
density  map  shows  a  livestock  density  for  the  applicable  area  that  is  sufficient  to 
annually  apply  agricultural  source  material  at  a  rate  that  is  less  than  0.5  nutrient 
units  per  acre. 

2.  The  application  may  result  in  the  presence  of  Phosphorus  (total)  in  groundwater 
or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WHPA-D 

HVA 

SGRA 

2 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  application 
of  agricultural 
source  material 
to  land. 

9 

1 .  The  agricultural  source  material  is  applied  to  land  located  in  a  vulnerable  area, 
where  the  managed  land  map  shows  a  managed  land  percentage  for  the 
applicable  area  that  is  at  least  40%,  but  not  more  than  80%  and  the  livestock 
density  map  shows  a  livestock  density  for  the  applicable  area  that  is  sufficient  to 
annually  apply  agricultural  source  material  at  a  rate  that  is  at  least  0.5  nutrient 
units  per  acre  but  not  more  than  1 .0  nutrient  unit  per  acre. 

2.  The  application  may  result  in  the  presence  of  Nitrogen  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7.2  -  9 

4.8  -  7 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

1A/LJDA  n 

WnrA-U 

8  -  10 

6 

HVA 

6 

SGRA 

6 

10 

1 .  The  agricultural  source  material  is  applied  to  land  located  in  a  vulnerable  area, 
where  the  managed  land  map  shows  a  managed  land  percentage  for  the 
applicable  area  that  is  at  least  40%,  but  not  more  than  80%  and  the  livestock 
density  map  shows  a  livestock  density  for  the  applicable  area  that  is  sufficient  to 
annually  apply  agricultural  source  material  at  a  rate  that  is  at  least  0.5  nutrient 
units  per  acre  but  not  more  than  1.0  nutrient  unit  per  acre. 

2.  The  application  may  result  in  the  presence  of  Phosphorus  (total)  in  groundwater 
or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

4.9  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

HVA 

SGRA 

11 

1 .  The  agricultural  source  material  is  applied  to  land  located  in  a  vulnerable  area, 
where  the  managed  land  map  shows  a  managed  land  percentage  for  the 
applicable  area  that  is  at  least  40%,  but  not  more  than  80%  and  the  livestock 
density  map  shows  a  livestock  density  for  the  applicable  area  that  is  sufficient  to 
annually  apply  agricultural  source  material  at  a  rate  that  is  more  than  1 .0  nutrient 
units  per  acre. 

2.  The  application  may  result  in  the  presence  of  Nitrogen  in  groundwater  or 

bUridCc  Wdlci. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WnPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

12 

1 .  The  agricultural  source  material  is  applied  to  land  located  in  a  vulnerable  area, 
where  the  managed  land  map  shows  a  managed  land  percentage  for  the 
applicable  area  that  is  at  least  40%,  but  not  more  than  80%  and  the  livestock 
density  map  shows  a  livestock  density  for  the  applicable  area  that  is  sufficient  to 
annually  apply  agricultural  source  material  at  a  rate  that  is  more  than  1 .0  nutrient 
units  per  acre. 

2.  The  application  may  result  in  the  presence  of  Phosphorus  (total)  in  groundwater 
or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WHPA-D 

HVA 

SGRA 

3 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  application 
of  agricultural 
source  material 
to  land. 

13 

1 .  The  agricultural  source  material  is  applied  to  land  located  in  a  vulnerable  area, 
where  the  managed  land  map  shows  a  managed  land  percentage  for  the 
applicable  area  that  is  more  than  80%  and  the  livestock  density  map  shows  a 
livestock  density  for  the  applicable  area  that  is  sufficient  to  annually  apply 
agricultural  source  material  at  a  rate  that  is  than  0.5  nutrient  units  per  acre. 

2.  The  application  may  result  in  the  presence  of  Nitrogen  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

4.8  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

1A/LJDA  n 

WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

14 

1 .  The  agricultural  source  material  is  applied  to  land  located  in  a  vulnerable  area, 
where  the  managed  land  map  shows  a  managed  land  percentage  for  the 
applicable  area  that  is  more  than  80%  and  the  livestock  density  map  shows  a 
livestock  density  for  the  applicable  area  that  is  sufficient  to  annually  apply 
agricultural  source  material  at  a  rate  that  is  than  0.5  nutrient  units  per  acre. 

2.  The  application  may  result  in  the  presence  of  Phosphorus  (total)  in  groundwater 
or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

4.8  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

HVA 

SGRA 

15 

1 .  The  agricultural  source  material  is  applied  to  land  located  in  a  vulnerable  area, 
where  the  managed  land  map  shows  a  managed  land  percentage  for  the 
applicable  area  that  is  more  than  80%  and  the  livestock  density  map  shows  a 
livestock  density  for  the  applicable  area  that  is  sufficient  to  annually  apply 
agricultural  source  material  at  a  rate  that  is  at  least  0.5  nutrient  units  per  acre  but 
not  more  than  1 .0  nutrient  unit  per  acre. 

2.  The  application  may  result  in  the  presence  of  Nitrogen  in  groundwater  or 

bUridCc  Wdlci. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

16 

1 .  The  agricultural  source  material  is  applied  to  land  located  in  a  vulnerable  area, 
where  the  managed  land  map  shows  a  managed  land  percentage  for  the 
applicable  area  that  is  more  than  80%  and  the  livestock  density  map  shows  a 
livestock  density  for  the  applicable  area  that  is  sufficient  to  annually  apply 
agricultural  source  material  at  a  rate  that  is  at  least  0.5  nutrient  units  per  acre  but 
not  more  than  1 .0  nutrient  unit  per  acre. 

2.  The  application  may  result  in  the  presence  of  Phosphorus  (total)  in  groundwater 
or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WHPA-D 

HVA 

SGRA 

4 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  application 
of  agricultural 
source  material 
to  land. 

17 

1 .  The  agricultural  source  material  is  applied  to  land  located  in  a  vulnerable  area, 
where  the  managed  land  map  shows  a  managed  land  percentage  for  the 
applicable  area  that  is  more  than  80%  and  the  livestock  density  map  shows  a 
livestock  density  for  the  applicable  area  that  is  sufficient  to  annually  apply 
agricultural  source  material  at  a  rate  that  is  more  than  1 .0  nutrient  units  per  acre. 

2.  The  application  may  result  in  the  presence  of  Nitrogen  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

18 

1 .  The  agricultural  source  material  is  applied  to  land  located  in  a  vulnerable  area, 
where  the  managed  land  map  shows  a  managed  land  percentage  for  the 
applicable  area  that  is  more  than  80%  and  the  livestock  density  map  shows  a 
livestock  density  for  the  applicable  area  that  is  sufficient  to  annually  apply 
agricultural  source  material  at  a  rate  that  is  more  than  1 .0  nutrient  units  per  acre. 

2.  The  application  may  result  in  the  presence  of  Phosphorus  (total)  in  groundwater 
or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

VV  rirM-LI 

HVA 

SGRA 

The  application 
of  commercial 
fertilizer  to  land. 

19 

1 .  The  commercial  fertilizer  is  applied  to  land  located  in  a  vulnerable  area,  where 
the  managed  land  map  shows  a  managed  land  percentage  for  the  applicable  area 
that  is  less  than  40%  and  the  livestock  density  map  shows  a  livestock  density  for 
the  applicable  area  that  is  sufficient  to  annually  apply  agricultural  source  material 
at  a  rate  that  is  than  0.5  nutrient  units  per  acre. 

2.  The  application  may  result  in  the  presence  of  Nitrogen  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WnrA-U 

10 

8 

HVA 

SGRA 

20 

1 .  The  commercial  fertilizer  is  applied  to  land  located  in  a  vulnerable  area,  where 
the  managed  land  map  shows  a  managed  land  percentage  for  the  applicable  area 
that  is  less  than  40%  and  the  livestock  density  map  shows  a  livestock  density  for 
the  applicable  area  that  is  sufficient  to  annually  apply  agricultural  source  material 
at  a  rate  that  is  than  0.5  nutrient  units  per  acre. 

2.  The  application  may  result  in  the  presence  of  Phosphorus  (total)  in  groundwater 
or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WHPA-D 

HVA 

SGRA 

5 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  application 
of  commercial 
fertilizer  to  land. 

21 

1 .  The  commercial  fertilizer  is  applied  to  land  located  in  a  vulnerable  area,  where 
the  managed  land  map  shows  a  managed  land  percentage  for  the  applicable  area 
that  is  less  than  40%  and  the  livestock  density  map  shows  a  livestock  density  for 
the  applicable  area  that  is  sufficient  to  annually  apply  agricultural  source  material 
at  a  rate  that  is  at  least  0.5  nutrient  units  per  acre  but  not  more  than  1 .0  nutrient 
unit  per  acre. 

2.  The  application  may  result  in  the  presence  of  Nitrogen  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

1A/LJDA  n 

WnrA-U 

10 

6-8 

HVA 

6 

SGRA 

6 

22 

1 .  The  commercial  fertilizer  is  applied  to  land  located  in  a  vulnerable  area,  where 
the  managed  land  map  shows  a  managed  land  percentage  for  the  applicable  area 
that  is  less  than  40%  and  the  livestock  density  map  shows  a  livestock  density  for 
the  applicable  area  that  is  sufficient  to  annually  apply  agricultural  source  material 
at  a  rate  that  is  at  least  0.5  nutrient  units  per  acre  but  not  more  than  1 .0  nutrient 
unit  per  acre. 

2.  The  application  may  result  in  the  presence  of  Phosphorus  (total)  in  groundwater 
or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

HVA 

SGRA 

23 

1 .  The  commercial  fertilizer  is  applied  to  land  located  in  a  vulnerable  area,  where 
the  managed  land  map  shows  a  managed  land  percentage  for  the  applicable  area 
that  is  less  than  40%  and  the  livestock  density  map  shows  a  livestock  density  for 
the  applicable  area  that  is  sufficient  to  annually  apply  agricultural  source  material 
at  a  rate  that  is  more  than  1 .0  nutrient  units  per  acre. 

2.  The  application  may  result  in  the  presence  of  Nitrogen  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

4.8  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

24 

1 .  The  commercial  fertilizer  is  applied  to  land  located  in  a  vulnerable  area,  where 
the  managed  land  map  shows  a  managed  land  percentage  for  the  applicable  area 
that  is  less  than  40%  and  the  livestock  density  map  shows  a  livestock  density  for 
the  applicable  area  that  is  sufficient  to  annually  apply  agricultural  source  material 
at  a  rate  that  is  more  than  1 .0  nutrient  units  per  acre. 

2.  The  application  may  result  in  the  presence  of  Phosphorus  (total)  in  groundwater 
or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

4.8  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WHPA-D 

HVA 

SGRA 

6 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  application 
of  commercial 
fertilizer  to  land. 

25 

1 .  The  commercial  fertilizer  is  applied  to  land  located  in  a  vulnerable  area,  where 
the  managed  land  map  shows  a  managed  land  percentage  for  the  applicable  area 
that  is  at  least  40%,  but  not  more  than  80%  and  the  livestock  density  map  shows  a 
livestock  density  for  the  applicable  area  that  is  sufficient  to  annually  apply 
agricultural  source  material  at  a  rate  that  is  less  than  0.5  nutrient  units  per  acre. 

2.  The  application  may  result  in  the  presence  of  Nitrogen  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

6-8 

HVA 

6 

SGRA 

6 

26 

1 .  The  commercial  fertilizer  is  applied  to  land  located  in  a  vulnerable  area,  where 
the  managed  land  map  shows  a  managed  land  percentage  for  the  applicable  area 
that  is  at  least  40%,  but  not  more  than  80%  and  the  livestock  density  map  shows  a 
livestock  density  for  the  applicable  area  that  is  sufficient  to  annually  apply 
agricultural  source  material  at  a  rate  that  is  less  than  0.5  nutrient  units  per  acre. 

2.  The  application  may  result  in  the  presence  of  Phosphorus  (total)  in  groundwater 
or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

HVA 

SGRA 

27 

1 .  The  commercial  fertilizer  is  applied  to  land  located  in  a  vulnerable  area,  where 
the  managed  land  map  shows  a  managed  land  percentage  for  the  applicable  area 
that  is  at  least  40%,  but  not  more  than  80%  and  the  livestock  density  map  shows  a 
livestock  density  for  the  applicable  area  that  is  sufficient  to  annually  apply 
agricultural  source  material  at  a  rate  that  is  at  least  0.5  nutrient  units  per  acre  but 
not  more  than  1 .0  nutrient  unit  per  acre. 

2.  The  application  may  result  in  the  presence  of  Nitrogen  in  groundwater  or 
sunace  waier. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7.2  -  9 

4.8  -  7 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

28 

1 .  The  commercial  fertilizer  is  applied  to  land  located  in  a  vulnerable  area,  where 
the  managed  land  map  shows  a  managed  land  percentage  for  the  applicable  area 
that  is  at  least  40%,  but  not  more  than  80%  and  the  livestock  density  map  shows  a 
livestock  density  for  the  applicable  area  that  is  sufficient  to  annually  apply 
agricultural  source  material  at  a  rate  that  is  at  least  0.5  nutrient  units  per  acre  but 
not  more  than  1 .0  nutrient  unit  per  acre. 

2.  The  application  may  result  in  the  presence  of  Phosphorus  (total)  in  groundwater 
or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

4.9  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

HVA 

SGRA 

7 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  application 
of  commercial 
fertilizer  to  land. 
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1 .  The  commercial  fertilizer  is  applied  to  land  located  in  a  vulnerable  area,  where 
the  managed  land  map  shows  a  managed  land  percentage  for  the  applicable  area 
that  is  at  least  40%,  but  not  more  than  80%  and  the  livestock  density  map  shows  a 
livestock  density  for  the  applicable  area  that  is  sufficient  to  annually  apply 
agricultural  source  material  at  a  rate  that  is  more  than  1 .0  nutrient  units  per  acre. 

2.  The  application  may  result  in  the  presence  of  Nitrogen  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

30 

1 .  The  commercial  fertilizer  is  applied  to  land  located  in  a  vulnerable  area,  where 
the  managed  land  map  shows  a  managed  land  percentage  for  the  applicable  area 
that  is  at  least  40%,  but  not  more  than  80%  and  the  livestock  density  map  shows  a 
livestock  density  for  the  applicable  area  that  is  sufficient  to  annually  apply 
agricultural  source  material  at  a  rate  that  is  more  than  1 .0  nutrient  units  per  acre. 

2.  The  application  may  result  in  the  presence  of  Phosphorus  (total)  in  groundwater 
or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

HVA 

SGRA 
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1 .  The  commercial  fertilizer  is  applied  to  land  located  in  a  vulnerable  area,  where 
the  managed  land  map  shows  a  managed  land  percentage  for  the  applicable  area 
that  is  more  than  80%  and  the  livestock  density  map  shows  a  livestock  density  for 
the  applicable  area  that  is  sufficient  to  annually  apply  agricultural  source  material 
at  a  rate  that  is  less  than  0.5  nutrient  units  per  acre. 

2.  The  application  may  result  in  the  presence  of  Nitrogen  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

4.8  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

32 

1 .  The  commercial  fertilizer  is  applied  to  land  located  in  a  vulnerable  area,  where 
the  managed  land  map  shows  a  managed  land  percentage  for  the  applicable  area 
that  is  more  than  80%  and  the  livestock  density  map  shows  a  livestock  density  for 
the  applicable  area  that  is  sufficient  to  annually  apply  agricultural  source  material 
at  a  rate  that  is  less  than  0.5  nutrient  units  per  acre. 

2.  The  application  may  result  in  the  presence  of  Phosphorus  (total)  in  groundwater 
or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

4.8  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

HVA 

SGRA 

8 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  application 
of  commercial 
fertilizer  to  land. 

33 

1 .  The  commercial  fertilizer  is  applied  to  land  located  in  a  vulnerable  area,  where 
the  managed  land  map  shows  a  managed  land  percentage  for  the  applicable  area 
that  is  more  than  80%  and  the  livestock  density  map  shows  a  livestock  density  for 
the  applicable  area  that  is  sufficient  to  annually  apply  agricultural  source  material 
at  a  rate  that  is  at  least  0.5  nutrient  units  per  acre  but  not  more  than  1 .0  nutrient 
unit  per  acre. 

2.  The  application  may  result  in  the  presence  of  Nitrogen  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 
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1 .  The  commercial  fertilizer  is  applied  to  land  located  in  a  vulnerable  area,  where 
the  managed  land  map  shows  a  managed  land  percentage  for  the  applicable  area 
that  is  more  than  80%  and  the  livestock  density  map  shows  a  livestock  density  for 
the  applicable  area  that  is  sufficient  to  annually  apply  agricultural  source  material 
at  a  rate  that  is  at  least  0.5  nutrient  units  per  acre  but  not  more  than  1 .0  nutrient 
unit  per  acre. 

2.  The  application  may  result  in  the  presence  of  Phosphorus  (total)  in  groundwater 
or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

HVA 

SGRA 
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1 .  The  commercial  fertilizer  is  applied  to  land  located  in  a  vulnerable  area,  where 
the  managed  land  map  shows  a  managed  land  percentage  for  the  applicable  area 
that  is  more  than  80%  and  the  livestock  density  map  shows  a  livestock  density  for 
the  applicable  area  that  is  sufficient  to  annually  apply  agricultural  source  material 
at  a  rate  that  is  more  than  1 .0  nutrient  units  per  acre. 

2.  The  application  may  result  in  the  presence  of  Nitrogen  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 
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1 .  The  commercial  fertilizer  is  applied  to  land  located  in  a  vulnerable  area,  where 
the  managed  land  map  shows  a  managed  land  percentage  for  the  applicable  area 
that  is  more  than  80%  and  the  livestock  density  map  shows  a  livestock  density  for 
the  applicable  area  that  is  sufficient  to  annually  apply  agricultural  source  material 
at  a  rate  that  is  more  than  1 .0  nutrient  units  per  acre. 

2.  The  application  may  result  in  the  presence  of  Phosphorus  (total)  in  groundwater 
or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

HVA 

SGRA 

9 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  application 
of  non- 
agricultural 
source  material 
to  land. 

37 

1 .  The  non-agricultural  source  material  is  applied  to  land  located  in  a  vulnerable 
area,  where  the  managed  land  map  shows  a  managed  land  percentage  for  the 
applicable  area  that  is  less  than  40%  and  the  livestock  density  map  shows  a 
livestock  density  for  the  applicable  area  that  is  sufficient  to  annually  apply 
agricultural  source  material  at  a  rate  that  is  less  than  0.5  nutrient  units  per  acre. 

2.  The  application  may  result  in  the  presence  of  Nitrogen  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

HVA 

SGRA 
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1 .  The  non-agricultural  source  material  is  applied  to  land  located  in  a  vulnerable 
area,  where  the  managed  land  map  shows  a  managed  land  percentage  for  the 
applicable  area  that  is  less  than  40%  and  the  livestock  density  map  shows  a 
livestock  density  for  the  applicable  area  that  is  sufficient  to  annually  apply 
agricultural  source  material  at  a  rate  that  is  less  than  0.5  nutrient  units  per  acre. 

2.  The  application  may  result  in  the  presence  of  Phosphorus  (total)  in  groundwater 
or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WnrA-U 

HVA 

SGRA 
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1 .  The  non-agricultural  source  material  is  applied  to  land  located  in  a  vulnerable 
area,  where  the  managed  land  map  shows  a  managed  land  percentage  for  the 
applicable  area  that  is  less  than  40%  and  the  livestock  density  map  shows  a 
livestock  density  for  the  applicable  area  that  is  sufficient  to  annually  apply 
agricultural  source  material  at  a  rate  that  is  at  least  0.5  nutrient  units  per  acre  but 
not  more  than  1 .0  nutrient  unit  per  acre. 

2.  The  application  may  result  in  the  presence  of  Nitrogen  in  groundwater  or 

bUridCc  Wdlci. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 
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1 .  The  non-agricultural  source  material  is  applied  to  land  located  in  a  vulnerable 
area,  where  the  managed  land  map  shows  a  managed  land  percentage  for  the 
applicable  area  that  is  less  than  40%  and  the  livestock  density  map  shows  a 
livestock  density  for  the  applicable  area  that  is  sufficient  to  annually  apply 
agricultural  source  material  at  a  rate  that  is  at  least  0.5  nutrient  units  per  acre  but 
not  more  than  1 .0  nutrient  unit  per  acre. 

2.  The  application  may  result  in  the  presence  of  Phosphorus  (total)  in  groundwater 
or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WHPA-D 

HVA 

SGRA 

10 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Ol#UIC  Ul  > 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

OUUIC  Ul  > 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  application 
of  non- 
agricultural 
source  material 
to  land. 

41 

1 .  The  non-agricultural  source  material  is  applied  to  land  located  in  a  vulnerable 
area,  where  the  managed  land  map  shows  a  managed  land  percentage  for  the 
applicable  area  that  is  less  than  40%  and  the  livestock  density  map  shows  a 
livestock  density  for  the  applicable  area  that  is  sufficient  to  annually  apply 
agricultural  source  material  at  a  rate  that  is  more  than  1 .0  nutrient  units  per  acre. 

2.  The  application  may  result  in  the  presence  of  Nitrogen  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

4.8  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

42 

1 .  The  non-agricultural  source  material  is  applied  to  land  located  in  a  vulnerable 
area,  where  the  managed  land  map  shows  a  managed  land  percentage  for  the 
applicable  area  that  is  less  than  40%  and  the  livestock  density  map  shows  a 
livestock  density  for  the  applicable  area  that  is  sufficient  to  annually  apply 
agricultural  source  material  at  a  rate  that  is  more  than  1 .0  nutrient  units  per  acre. 

2.  The  application  may  result  in  the  presence  of  Phosphorus  (total)  in  groundwater 
or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

4.8  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WnrA-U 

HVA 

SGRA 

43 

1 .  The  non-agricultural  source  material  is  applied  to  land  located  in  a  vulnerable 
area,  where  the  managed  land  map  shows  a  managed  land  percentage  for  the 
applicable  area  that  is  at  least  40%,  but  not  more  than  80%  and  the  livestock 
density  map  shows  a  livestock  density  for  the  applicable  area  that  is  sufficient  to 
annually  apply  agricultural  source  material  at  a  rate  that  is  less  than  0.5  nutrient 
units  per  acre. 

2.  The  application  may  result  in  the  presence  of  Nitrogen  in  groundwater  or 

bUridCc  Wdlci. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WnrA-U 

10 

6-8 

HVA 

6 

SGRA 

6 

44 

1 .  The  non-agricultural  source  material  is  applied  to  land  located  in  a  vulnerable 
area,  where  the  managed  land  map  shows  a  managed  land  percentage  for  the 
applicable  area  that  is  at  least  40%,  but  not  more  than  80%  and  the  livestock 
density  map  shows  a  livestock  density  for  the  applicable  area  that  is  sufficient  to 
annually  apply  agricultural  source  material  at  a  rate  that  is  less  than  0.5  nutrient 
units  per  acre. 

2.  The  application  may  result  in  the  presence  of  Phosphorus  (total)  in  groundwater 
or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WHPA-D 

HVA 

SGRA 

11 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  application 
of  non- 
agricultural 
source  material 
to  land. 

45 

1 .  The  non-agricultural  source  material  is  applied  to  land  located  in  a  vulnerable 
area,  where  the  managed  land  map  shows  a  managed  land  percentage  for  the 
applicable  area  that  is  at  least  40%,  but  not  more  than  80%  and  the  livestock 
density  map  shows  a  livestock  density  for  the  applicable  area  that  is  sufficient  to 
annually  apply  agricultural  source  material  at  a  rate  that  is  at  least  0.5  nutrient 
units  per  acre  but  not  more  than  1 .0  nutrient  unit  per  acre. 

2.  The  application  may  result  in  the  presence  of  Nitrogen  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7.2  -  9 

4.8  -  7 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

1A/LJDA  n 

WnrA-U 

8  -  10 

6 

HVA 

6 

SGRA 

6 
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1 .  The  non-agricultural  source  material  is  applied  to  land  located  in  a  vulnerable 
area,  where  the  managed  land  map  shows  a  managed  land  percentage  for  the 
applicable  area  that  is  at  least  40%,  but  not  more  than  80%  and  the  livestock 
density  map  shows  a  livestock  density  for  the  applicable  area  that  is  sufficient  to 
annually  apply  agricultural  source  material  at  a  rate  that  is  at  least  0.5  nutrient 
units  per  acre  but  not  more  than  1.0  nutrient  unit  per  acre. 

2.  The  application  may  result  in  the  presence  of  Phosphorus  (total)  in  groundwater 
or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

4.9  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WnrA-U 

HVA 

SGRA 
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1 .  The  non-agricultural  source  material  is  applied  to  land  located  in  a  vulnerable 
area,  where  the  managed  land  map  shows  a  managed  land  percentage  for  the 
applicable  area  that  is  at  least  40%,  but  not  more  than  80%  and  the  livestock 
density  map  shows  a  livestock  density  for  the  applicable  area  that  is  sufficient  to 
annually  apply  agricultural  source  material  at  a  rate  that  is  more  than  1 .0  nutrient 
units  per  acre. 

2.  The  application  may  result  in  the  presence  of  Nitrogen  in  groundwater  or 

bUridCc  Wdlci. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WnPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 
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1 .  The  non-agricultural  source  material  is  applied  to  land  located  in  a  vulnerable 
area,  where  the  managed  land  map  shows  a  managed  land  percentage  for  the 
applicable  area  that  is  at  least  40%,  but  not  more  than  80%  and  the  livestock 
density  map  shows  a  livestock  density  for  the  applicable  area  that  is  sufficient  to 
annually  apply  agricultural  source  material  at  a  rate  that  is  more  than  1 .0  nutrient 
units  per  acre. 

2.  The  application  may  result  in  the  presence  of  Phosphorus  (total)  in  groundwater 
or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WHPA-D 

HVA 

SGRA 

12 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  application 
of  non- 
agricultural 
source  material 
to  land. 
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1 .  The  non-agricultural  source  material  is  applied  to  land  located  in  a  vulnerable 
area,  where  the  managed  land  map  shows  a  managed  land  percentage  for  the 
applicable  area  that  is  more  than  80%  and  the  livestock  density  map  shows  a 
livestock  density  for  the  applicable  area  that  is  sufficient  to  annually  apply 
agricultural  source  material  at  a  rate  that  is  less  than  0.5  nutrient  units  per  acre. 

2.  The  application  may  result  in  the  presence  of  Nitrogen  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

4.8  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 
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1 .  The  non-agricultural  source  material  is  applied  to  land  located  in  a  vulnerable 
area,  where  the  managed  land  map  shows  a  managed  land  percentage  for  the 
applicable  area  that  is  more  than  80%  and  the  livestock  density  map  shows  a 
livestock  density  for  the  applicable  area  that  is  sufficient  to  annually  apply 
agricultural  source  material  at  a  rate  that  is  less  than  0.5  nutrient  units  per  acre. 

2.  The  application  may  result  in  the  presence  of  Phosphorus  (total)  in  groundwater 
or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

4.8  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WnrA-U 

HVA 

SGRA 

51 

1 .  The  non-agricultural  source  material  is  applied  to  land  located  in  a  vulnerable 
area,  where  the  managed  land  map  shows  a  managed  land  percentage  for  the 
applicable  area  that  is  more  than  80%  and  the  livestock  density  map  shows  a 
livestock  density  for  the  applicable  area  that  is  sufficient  to  annually  apply 
agricultural  source  material  at  a  rate  that  is  at  least  0.5  nutrient  units  per  acre  but 
not  more  than  1 .0  nutrient  unit  per  acre. 

2.  The  application  may  result  in  the  presence  of  Nitrogen  in  groundwater  or 

bUridCc  Wdlci. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

52 

1 .  The  non-agricultural  source  material  is  applied  to  land  located  in  a  vulnerable 
area,  where  the  managed  land  map  shows  a  managed  land  percentage  for  the 
applicable  area  that  is  more  than  80%  and  the  livestock  density  map  shows  a 
livestock  density  for  the  applicable  area  that  is  sufficient  to  annually  apply 
agricultural  source  material  at  a  rate  that  is  at  least  0.5  nutrient  units  per  acre  but 
not  more  than  1 .0  nutrient  unit  per  acre. 

2.  The  application  may  result  in  the  presence  of  Phosphorus  (total)  in  groundwater 
or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WHPA-D 

HVA 

SGRA 

13 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  application 
of  non- 
agricultural 
source  material 
to  land. 

53 

1 .  The  non-agricultural  source  material  is  applied  to  land  located  in  a  vulnerable 
area,  where  the  managed  land  map  shows  a  managed  land  percentage  for  the 
applicable  area  that  is  more  than  80%  and  the  livestock  density  map  shows  a 
livestock  density  for  the  applicable  area  that  is  sufficient  to  annually  apply 
agricultural  source  material  at  a  rate  that  is  more  than  1 .0  nutrient  units  per  acre. 

2.  The  application  may  result  in  the  presence  of  Nitrogen  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

54 

1 .  The  non-agricultural  source  material  is  applied  to  land  located  in  a  vulnerable 
area,  where  the  managed  land  map  shows  a  managed  land  percentage  for  the 
applicable  area  that  is  more  than  80%  and  the  livestock  density  map  shows  a 
livestock  density  for  the  applicable  area  that  is  sufficient  to  annually  apply 
agricultural  source  material  at  a  rate  that  is  more  than  1 .0  nutrient  units  per  acre. 

2.  The  application  may  result  in  the  presence  of  Phosphorus  (total)  in  groundwater 
or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 

VV  rirM-LI 

HVA 

SGRA 

The  application 
of  pesticide  to 
land. 

55 

1 .  The  area  of  land  to  which  the  pesticide  is  applied  is  less  than  1  hectare. 

2.  The  application  may  result  in  the  presence  of  Atrazine  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WnrA-U 

10 

6-8 

HVA 

6 

SGRA 

6 

56 

1 .  The  area  of  land  to  which  the  pesticide  is  applied  is  less  than  1  hectare. 

2.  The  application  may  result  in  the  presence  of  Dicamba  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

14 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  application 
of  pesticide  to 
land. 

57 

1 .  The  area  of  land  to  which  the  pesticide  is  applied  is  less  than  1  hectare. 

2.  The  application  may  result  in  the  presence  of  Dichlorophenoxy  Acetic  Acid  (D- 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

2,4)  in  groundwater  or  surface  water. 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHrA-U 

10 

6-8 

HVA 

6 

SGRA 

6 

58 

1 .  The  area  of  land  to  which  the  pesticide  is  applied  is  less  than  1  hectare. 

2.  The  application  may  result  in  the  presence  of  Dichloropropene-1 ,3  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WnrA-U 

10 

6-8 

HVA 

c 
D 

SGRA 

6 

59 

1 .  The  area  of  land  to  which  the  pesticide  is  applied  is  less  than  1  hectare. 

2.  The  application  may  result  in  the  presence  of  Glyphosate  in  groundwater  or 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

surface  water. 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WHPA-D 

8-10 

HVA 

SGRA 

60 

1 .  The  area  of  land  to  which  the  pesticide  is  applied  is  less  than  1  hectare. 

2.  The  application  may  result  in  the  presence  of  MCPA  (2-methyl-4- 
chlorophenoxyacetic  acid  )  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

4.9  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

15 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  application 
of  pesticide  to 

ICII  lU  ■ 

61 

1 .  The  area  of  land  to  which  the  pesticide  is  applied  is  less  than  1  hectare. 

2.  The  application  may  result  in  the  presence  of  MCPB  (4-(4-chloro-2- 
methylphenoxy)butanoic  acid  )  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

1A/LJDA  n 

WnrA-U 

10 

8 

HVA 

SGRA 

62 

1 .  The  area  of  land  to  which  the  pesticide  is  applied  is  less  than  1  hectare. 

2.  The  application  may  result  in  the  presence  of  Mecoprop  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

4.9  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WMHA-U 

10 

6-8 

HVA 

6 

SGRA 

6 

63 

1 .  The  area  of  land  to  which  the  pesticide  is  applied  is  less  than  1  hectare. 

2.  The  application  may  result  in  the  presence  of  Metalaxyl  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

WHPA-D 

10 

8 

HVA 

SGRA 

64 

1 .  The  area  of  land  to  which  the  pesticide  is  applied  is  less  than  1  hectare. 

2.  The  application  may  result  in  the  presence  of  Metolachlor  or  s-Metolachlor  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

8 

HVA 

SGRA 

16 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  application 
of  pesticide  to 
land. 

65 

1 .  The  area  of  land  to  which  the  pesticide  is  applied  is  less  than  1  hectare. 

2.  The  application  may  result  in  the  presence  of  Pendimethalin  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

HVA 

SGRA 

66 

1 .  The  area  of  land  to  which  the  pesticide  is  applied  is  at  least  1  hectare,  but  not 
more  than  10  hectares. 

2.  The  application  may  result  in  the  presence  of  Atrazine  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7.2  -  9 

4.8  -  7 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WMHA-U 

8  -  10 

6 

HVA 

6 

SGRA 

6 

67 

1 .  The  area  of  land  to  which  the  pesticide  is  applied  is  at  least  1  hectare,  but  not 
more  than  10  hectares. 

2.  The  application  may  result  in  the  presence  of  Dicamba  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

4.8  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

68 

1 .  The  area  of  land  to  which  the  pesticide  is  applied  is  at  least  1  hectare,  but  not 
more  than  10  hectares. 

2.  The  application  may  result  in  the  presence  of  Dichlorophenoxy  Acetic  Acid  (D- 
2,4)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7.2  -  9 

4.8-7 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

17 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  application 
of  pesticide  to 
land. 

69 

1 .  The  area  of  land  to  which  the  pesticide  is  applied  is  at  least  1  hectare,  but  not 
more  than  10  hectares. 

2.  The  application  may  result  in  the  presence  of  Dichloropropene-1 ,3  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

4.9  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

1A/LJDA  n 

WnrA-U 

8  -  10 

6 

HVA 

6 

SGRA 

6 

70 

1 .  The  area  of  land  to  which  the  pesticide  is  applied  is  at  least  1  hectare,  but  not 
more  than  10  hectares. 

2.  The  application  may  result  in  the  presence  of  Glyphosate  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WMHA-U 

10 

6-8 

HVA 

6 

SGRA 

6 

71 

1 .  The  area  of  land  to  which  the  pesticide  is  applied  is  at  least  1  hectare,  but  not 
more  than  10  hectares. 

2.  The  application  may  result  in  the  presence  of  MCPA  (2-methyl-4- 
chlorophenoxyacetic  acid  )  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 

WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

72 

1 .  The  area  of  land  to  which  the  pesticide  is  applied  is  at  least  1  hectare,  but  not 
more  than  10  hectares. 

2.  The  application  may  result  in  the  presence  of  MCPB  (4-(4-chloro-2- 
methylphenoxy)butanoic  acid  )  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

4.9  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

18 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  application 
of  pesticide  to 
land. 

73 

1 .  The  area  of  land  to  which  the  pesticide  is  applied  is  at  least  1  hectare,  but  not 
more  than  10  hectares. 

2.  The  application  may  result  in  the  presence  of  Mecoprop  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

1A/LJDA  n 

WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

74 

1 .  The  area  of  land  to  which  the  pesticide  is  applied  is  at  least  1  hectare,  but  not 
more  than  10  hectares. 

2.  The  application  may  result  in  the  presence  of  Metalaxyl  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

5-7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WMHA-U 

10 

6-8 

HVA 

6 

SGRA 

6 

75 

1 .  The  area  of  land  to  which  the  pesticide  is  applied  is  at  least  1  hectare,  but  not 
more  than  10  hectares. 

2.  The  application  may  result  in  the  presence  of  Metolachlor  or  s-Metolachlor  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

76 

1 .  The  area  of  land  to  which  the  pesticide  is  applied  is  at  least  1  hectare,  but  not 
more  than  10  hectares. 

2.  The  application  may  result  in  the  presence  of  Pendimethalin  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

19 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  application 
of  pesticide  to 
land. 

77 

1 .  The  area  of  land  to  which  the  pesticide  is  applied  is  more  than  1 0  hectares. 

2.  The  application  may  result  in  the  presence  of  Atrazine  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

1A/LJDA  n 

WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

78 

1 .  The  area  of  land  to  which  the  pesticide  is  applied  is  more  than  10  hectares. 

2.  The  application  may  result  in  the  presence  of  Dicamba  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

6.4-8.1 

4.5-6.3 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WMHA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

79 

1 .  The  area  of  land  to  which  the  pesticide  is  applied  is  more  than  10  hectares. 

2.  The  application  may  result  in  the  presence  of  Dichlorophenoxy  Acetic  Acid  (D- 
2,4)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WnPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

80 

1 .  The  area  of  land  to  which  the  pesticide  is  applied  is  more  than  10  hectares. 

2.  The  application  may  result  in  the  presence  of  Dichloropropene-1 ,3  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 
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TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  application 
of  pesticide  to 
land. 

81 

1 .  The  area  of  land  to  which  the  pesticide  is  applied  is  more  than  1 0  hectares. 

2.  The  application  may  result  in  the  presence  of  Glyphosate  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7.2  -  9 

4.8  -  7 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

1A/LJDA  n 

WnrA-U 

8  -  10 

6 

HVA 

6 

SGRA 

6 

82 

1 .  The  area  of  land  to  which  the  pesticide  is  applied  is  more  than  10  hectares. 

2.  The  application  may  result  in  the  presence  of  MCPA  (2-methyl-4- 
chlorophenoxyacetic  acid  )  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8.1  -  10 

6.3-8 

4.2  -  6 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WMHA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

83 

1 .  The  area  of  land  to  which  the  pesticide  is  applied  is  more  than  10  hectares. 

2.  The  application  may  result  in  the  presence  of  MCPB  (4-(4-chloro-2- 
methylphenoxy)butanoic  acid  )  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

84 

1 .  The  area  of  land  to  which  the  pesticide  is  applied  is  more  than  10  hectares. 

2.  The  application  may  result  in  the  presence  of  Mecoprop  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

6.3-8.1 

4.2  -  6 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 
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TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  application 
of  pesticide  to 
land. 

85 

1 .  The  area  of  land  to  which  the  pesticide  is  applied  is  more  than  1 0  hectares. 

2.  The  application  may  result  in  the  presence  of  Metalaxyl  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

1A/LJDA  n 

WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

86 

1 .  The  area  of  land  to  which  the  pesticide  is  applied  is  more  than  10  hectares. 

2.  The  application  may  result  in  the  presence  of  Metolachlor  or  s-Metolachlor  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

4.8  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WMHA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

87 

1 .  The  area  of  land  to  which  the  pesticide  is  applied  is  more  than  1 0  hectares. 

2.  The  application  may  result  in  the  presence  of  Pendimethalin  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

4.8  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 
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TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  application 
of  road  salt. 

88 

1 .  The  road  salt  is  applied  in  an  area  where  the  percentage  of  total  impervious 
surface  area,  as  set  out  on  a  total  impervious  surface  area  map,  is  not  more  than 
1  percent. 

2.  The  application  may  result  in  the  presence  of  Chloride  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

1A/LJDA  n 

WnrA-U 

8-10 

HVA 

SGRA 

89 

1 .  The  road  salt  is  applied  in  an  area  where  the  percentage  of  total  impervious 
surface  area,  as  set  out  on  a  total  impervious  surface  area  map,  is  not  more  than 
1  percent. 

2.  The  application  may  result  in  the  presence  of  Sodium  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WMHA-U 

8-10 

HVA 

SGRA 

90 

1 .  The  road  salt  is  applied  in  an  area  where  the  percentage  of  total  impervious 
surface  area,  as  set  out  on  a  total  impervious  surface  area  map,  is  more  than  1 , 
but  not  more  than  8  percent. 

2.  The  application  may  result  in  the  presence  of  Chloride  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

91 

1 .  The  road  salt  is  applied  in  an  area  where  the  percentage  of  total  impervious 
surface  area,  as  set  out  on  a  total  impervious  surface  area  map,  is  more  than  1 , 
but  not  more  than  8  percent. 

2.  The  application  may  result  in  the  presence  of  Sodium  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 
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TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  application 
of  road  salt. 

92 

1 .  The  road  salt  is  applied  in  an  area  where  the  percentage  of  total  impervious 
surface  area,  as  set  out  on  a  total  impervious  surface  area  map,  is  more  than  8, 
but  less  than  80  percent. 

2.  The  application  may  result  in  the  presence  of  Chloride  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

4.9  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

1A/LJDA  n 

WnrA-U 

8  -  10 

6 

HVA 

6 

SGRA 

6 

93 

1 .  The  road  salt  is  applied  in  an  area  where  the  percentage  of  total  impervious 
surface  area,  as  set  out  on  a  total  impervious  surface  area  map,  is  more  than  8, 
but  less  than  80  percent. 

2.  The  application  may  result  in  the  presence  of  Sodium  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

4.9  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WMHA-U 

8  -  10 

6 

HVA 

6 

SGRA 

D 

94 

1 .  The  road  salt  is  applied  in  an  area  where  the  percentage  of  total  impervious 
surface  area,  as  set  out  on  a  total  impervious  surface  area  map,  is  80  percent  or 
more. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WHPA-D 

10 

8 

6 

2.  The  application  may  result  in  the  presence  of  Chloride  in  groundwater  or  surface 
water. 

HVA 

6 

SGRA 

6 

95 

1 .  The  road  salt  is  applied  in  an  area  where  the  percentage  of  total  impervious 
surface  area,  as  set  out  on  a  total  impervious  surface  area  map,  is  80  percent  or 
more. 

2.  The  application  may  result  in  the  presence  of  Sodium  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 
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TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 

nnpffitinn  nr 
llldliHtfildilOt;  \Jl 

disposal  site 

96 

1 .  The  application  of  Inauled  sewage  to  land. 

2.  The  application  area  is  less  than  1  hectare. 

3.  The  application  may  result  in  the  presence  of  Nitrogen  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

1A/LJDA  n 

WnrA-U 

10 

6-8 

within  the 

HVA 

6 

meaning  of  Part 

SGRA 

6 

V  of  the 
Environmental 
Protection  Act. 

97 

1 .  The  application  of  hauled  sewage  to  land. 

2.  The  application  area  is  less  than  1  hectare. 

3.  The  application  may  result  in  the  presence  of  Phosphorus  (total)  in  groundwater 
or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WMHA-U 

HVA 

SGRA 

98 

1 .  The  application  of  hauled  sewage  to  land. 

2.  The  application  area  is  at  least  1 ,  but  not  more  than  10  hectares. 

3.  The  application  may  result  in  the  presence  of  Nitrogen  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7.2  -  9 

4.8  -  7 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

99 

1 .  The  application  of  hauled  sewage  to  land. 

2.  The  application  area  is  at  least  1 ,  but  not  more  than  10  hectares. 

3.  The  application  may  result  in  the  presence  of  Phosphorus  (total)  in  groundwater 
or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

4.9  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

HVA 

SGRA 

25 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  In 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 

nnpffitinn  nr 
llldliHtfildilOt;  \Jl 

disposal  site 

100 

1 .  The  application  of  Inauled  sewage  to  land. 

2.  The  application  area  is  more  than  10  hectares. 

3.  The  application  may  result  in  the  presence  of  Nitrogen  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

6 

within  the 

HVA 

6 

meaning  of  Part 

SGRA 

6 

V 

101 

1 .  The  application  of  hauled  sewage  to  land. 

2.  The  application  area  is  more  than  10  hectares. 

3.  The  application  may  result  in  the  presence  of  Phosphorus  (total)  in  groundwater 
or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

lAfLIDA  n 
vVrlr  A-U 

HVA 

SGRA 

26 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  handling 
and  storage  of  a 
dense  non- 
aqueous phase 
liquid. 

102 

1 .  The  below  grade  handling  of  a  DNAPL  in  relation  to  its  storage. 

2.  A  spill  of  the  DNAPL  may  result  in  the  presence  of  Dioxane-1 ,4  in  groundwater 
or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/C1 

2  -  10 

WHPA-D 

6 

HVA 

6 

SGRA 

6 

103 

1 .  The  below  grade  handling  of  a  DNAPL  in  relation  to  its  storage. 

2.  A  spill  of  the  DNAPL  may  result  in  the  presence  of  one  or  more  Polycyclic 
Aromatic  Hydrocarbons  (PAHs)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/C1 

2  -  10 

WHPA-D 

6 

HVA 

6 

SGRA 

6 

104 

1 .  The  below  grade  handling  of  a  DNAPL  in  relation  to  its  storage. 

2.  A  spill  of  the  DNAPL  may  result  in  the  presence  of  Tetrachloroethylene  (PCE)  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/C1 

2-10 

WHPA-D 

6 

HVA 

6 

SGRA 

6 

105 

1 .  The  below  grade  handling  of  a  DNAPL  in  relation  to  its  storage. 

2.  A  spill  of  the  DNAPL  may  result  in  the  presence  of  Trichloroethylene  or  another 
DNAPL  that  could  degrade  to  Trichloroethylene  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 

n    1  Jif  1  ■  n  A  ^ 

B,  WHPA-C/C1 

2-10 

WHPA-D 

6 

HVA 

6 

SGRA 

6 

106 

1 .  The  below  grade  handling  of  a  DNAPL  in  relation  to  its  storage. 

2.  A  spill  of  the  DNAPL  may  result  in  the  presence  of  Vinyl  chloride  or  another 
DNAPL  that  could  degrade  to  vinyl  chloride  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 

n    1  JI  ff  1  1  n  A  i^sj 

B,  WHPA-C/C1 

2-10 

WHPA-D 

6 

HVA 

6 

SGRA 

6 
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TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  handling 
and  storage  of  a 
dense  non- 
aqueous phase 

107 

1 .  The  above  grade  handling  of  a  DNAPL  in  relation  to  its  storage. 

2.  A  spill  of  the  DNAPL  may  result  in  the  presence  of  Dioxane-1 ,4  in  groundwater 
or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

4.9  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1 

2  -  10 

liquid. 

WHPA-D 

6 

HVA 

6 

SGRA 

6 

108 

1 .  The  above  grade  handling  of  a  DNAPL  in  relation  to  its  storage. 

2.  A  spill  of  the  DNAPL  may  result  in  the  presence  of  one  or  more  Polycyclic 
Aromatic  Hydrocarbons  (PAHs)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7.2  -  9 

4.8  -  7 

WHPA-A,  WHPA 
B,  WHPA-C/C1 

2  -  10 

WHPA-D 

6 

HVA 

6 

SGRA 

6 

109 

1 .  The  above  grade  handling  of  a  DNAPL  in  relation  to  its  storage. 

2.  A  spill  of  the  DNAPL  may  result  in  the  presence  of  Tetrachloroethylene  (PCE)  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7.2  -  9 

4.8  -  7 

WHPA-A,  WHPA 
B,  WHPA-C/CI 

2-10 

WHPA-D 

6 

HVA 

6 

SGRA 

6 

110 

1 .  The  above  grade  handling  of  a  DNAPL  in  relation  to  its  storage. 

2.  A  spill  of  the  DNAPL  may  result  in  the  presence  of  Trichloroethylene  or  another 
DNAPL  that  could  degrade  to  Trichloroethylene  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7.2  -  9 

4.8  -  7 

WHPA-A,  WHPA 

n    1  Jif  1  ■  n  A  ^ 

B,  WHPA-C/C1 

2-10 

WHPA-D 

6 

HVA 

6 

SGRA 

6 

111 

1 .  The  above  grade  handling  of  a  DNAPL  in  relation  to  its  storage. 

2.  A  spill  of  the  DNAPL  may  result  in  the  presence  of  Vinyl  chloride  or  another 
DNAPL  that  could  degrade  to  vinyl  chloride  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

4.8  -  6.4 

WHPA-A,  WHPA 

n    1  JI  ff  1  1  n  A  i^sj 

B,  WHPA-C/CI 

2-10 

WHPA-D 

6 

HVA 

6 

SGRA 

6 

28 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  handling 
and  storage  of 
fuel. 

112 

1 .  The  above  grade  handling  of  liquid  fuel  in  relation  to  its  storage  at  a  bulk  plant 
as  defined  in  section  1  of  0.  Reg.  217/01  (Liquid  Fuels)  made  under  the  Technical 
Standards  and  Safety  Act,  2000,  or  a  facility  that  manufacturers  or  refines  fuel. 

2.  The  quantity  of  liquid  fuel  stored  is  not  more  than  25  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  BTEX  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

8-10 

HVA 

SGRA 

113 

1 .  The  above  grade  handling  of  liquid  fuel  in  relation  to  its  storage  at  a  bulk  plant 
as  defined  in  section  1  of  0.  Reg.  217/01  (Liquid  Fuels)  made  under  the  Technical 
Standards  and  Safety  Act,  2000,  or  a  facility  that  manufacturers  or  refines  fuel. 

2.  The  quantity  of  liquid  fuel  stored  is  not  more  than  25  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum  Hydrocarbons  F1 

/'nOfi-nOin\  in  nrni  inrlwpfpr  nr     i rf ppp  wafpr 

1 1         '  ^ /  III  ^  1  XJU 1  lU VVCllwl    XJI   OU 1  1  ClOw  VVCllw  1  . 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WnPA-D 

10 

HVA 

SGRA 

114 

1 .  The  above  grade  handling  of  liquid  fuel  in  relation  to  its  storage  at  a  bulk  plant 
as  defined  in  section  1  of  0.  Reg.  217/01  (Liquid  Fuels)  made  under  the  Technical 
Standards  and  Safety  Act,  2000,  or  a  facility  that  manufacturers  or  refines  fuel. 

2.  The  quantity  of  liquid  fuel  stored  is  not  more  than  25  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum  Hydrocarbons 

Fd.  {'^nC^,'^A\  in  nrniinrlwatpr  nr  <5iirfapp  wpfpr 

1  "-r        1  l\_/OT^  J  III  ^IxJUIIUVvdld   KJi   OUII  Clv_>c  vv  did  . 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WnPA-D 

10 

HVA 

SGRA 

115 

1 .  The  above  grade  handling  of  liquid  fuel  in  relation  to  its  storage  at  a  bulk  plant 
as  defined  in  section  1  of  0.  Reg.  217/01  (Liquid  Fuels)  made  under  the  Technical 
Standards  and  Safety  Act,  2000,  or  a  facility  that  manufacturers  or  refines  fuel. 

2.  The  quantity  of  liquid  fuel  stored  is  not  more  than  25  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum  Hydrocarbons  F2 
(>nC10-nC16)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WnPA-D 

10 

HVA 

SGRA 

116 

1 .  The  above  grade  handling  of  liquid  fuel  in  relation  to  its  storage  at  a  bulk  plant 
as  defined  in  section  1  of  0.  Reg.  217/01  (Liquid  Fuels)  made  under  the  Technical 
Standards  and  Safety  Act,  2000,  or  a  facility  that  manufacturers  or  refines  fuel. 

2.  The  quantity  of  liquid  fuel  stored  is  not  more  than  25  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum 
Hydrocarbons  F3  (>nC16-nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

HVA 

SGRA 

29 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  handling 
and  storage  of 
fuel. 

117 

1 .  The  above  grade  handling  of  liquid  fuel  in  relation  to  its  storage  at  a  facility  as 
defined  in  section  1  of  0.  Reg.  213/01  (Fuel  Oil)  made  under  the  Technical 
Standards  and  Safety  Act,  2000  or  a  facility  as  defined  in  section  1  of  0.  Reg. 
217/01  (Liquid  Fuels)  made  under  the  Technical  Standards  and  Safety  Act,  2000, 
but  not  including  a  bulk  plant. 

2.  The  quantity  of  liquid  fuel  stored  is  not  more  than  25  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  BTEX  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

HVA 

SGRA 

118 

1 .  The  above  grade  handling  of  liquid  fuel  in  relation  to  its  storage  at  a  facility  as 
defined  in  section  1  of  0.  Reg.  213/01  (Fuel  Oil)  made  under  the  Technical 
Standards  and  Safety  Act,  2000  or  a  facility  as  defined  in  section  1  of  0.  Reg. 

21 7/01  (Liquid  Fuels)  made  under  the  Technical  Standards  and  Safety  Act,  2000, 
but  not  including  a  bulk  plant. 

2.  The  quantity  of  liquid  fuel  stored  is  not  more  than  25  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum  Hydrocarbons  F1 
(nC6-nC10)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7.2-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WMHA-U 

8-10 

HVA 

SGRA 

119 

1 .  The  above  grade  handling  of  liquid  fuel  in  relation  to  its  storage  at  a  facility  as 
defined  in  section  1  of  0.  Reg.  213/01  (Fuel  Oil)  made  under  the  Technical 
Standards  and  Safety  Act,  2000  or  a  facility  as  defined  in  section  1  of  0.  Reg. 

21 7/01  (Liquid  Fuels)  made  under  the  Technical  Standards  and  Safety  Act,  2000, 
but  not  including  a  bulk  plant. 

2.  The  quantity  of  liquid  fuel  stored  is  not  more  than  25  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum  Hydrocarbons 
r4  ^>nL/o4)  in  grounuwaier  or  suriace  waier. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnPA-D 

8-10 

HVA 

SGRA 

120 

1 .  The  above  grade  handling  of  liquid  fuel  in  relation  to  its  storage  at  a  facility  as 
defined  in  section  1  of  0.  Reg.  213/01  (Fuel  Oil)  made  under  the  Technical 
Standards  and  Safety  Act,  2000  or  a  facility  as  defined  in  section  1  of  0.  Reg. 

21 7/01  (Liquid  Fuels)  made  under  the  Technical  Standards  and  Safety  Act,  2000, 
but  not  including  a  bulk  plant. 

2.  The  quantity  of  liquid  fuel  stored  is  not  more  than  25  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum  Hydrocarbons  F2 
(>nC10-nC16)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

8-10 

HVA 

SGRA 

30 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Ol#UIC  Ul  > 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

OUUIC  Ul  > 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  handling 
and  storage  of 
fuel. 

121 

1 .  The  above  grade  handling  of  liquid  fuel  in  relation  to  its  storage  at  a  facility  as 
defined  in  section  1  of  0.  Reg.  213/01  (Fuel  Oil)  made  under  the  Technical 
Standards  and  Safety  Act,  2000  or  a  facility  as  defined  in  section  1  of  0.  Reg. 
217/01  (Liquid  Fuels)  made  under  the  Technical  Standards  and  Safety  Act,  2000, 
but  not  including  a  bulk  plant. 

2.  The  quantity  of  liquid  fuel  stored  is  not  more  than  25  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum 
Hydrocarbons  F3  (>nC16-nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

8-10 

HVA 

SGRA 

122 

1 .  The  below  grade  handling  of  liquid  fuel  in  relation  to  its  storage  at  a  bulk  plant 
as  defined  in  section  1  of  0.  Reg.  217/01  (Liquid  Fuels)  made  under  the  Technical 
Standards  and  Safety  Act,  2000,  or  a  facility  that  manufacturers  or  refines  fuel. 

2.  The  quantity  of  liquid  fuel  stored  is  not  more  than  25  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  BTEX  in  groundwater  or  surface 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 

iJifLf  n  A  n 

WHPA-D 

10 

8 

HVA 

SGRA 

123 

1 .  The  below  grade  handling  of  liquid  fuel  in  relation  to  its  storage  at  a  bulk  plant 
as  defined  in  section  1  of  0.  Reg.  217/01  (Liquid  Fuels)  made  under  the  Technical 
Standards  and  Safety  Act,  2000,  or  a  facility  that  manufacturers  or  refines  fuel. 

2.  The  quantity  of  liquid  fuel  stored  is  not  more  than  25  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum  Hydrocarbons  F1 

(nC^,f^-nC^,'\  C)\  in  nrni  inrlwptpr  nr  qi  irfp pp  watpr 

1  l\J  1  ^/  III  ^1  ^Ul  lUVVClld    \JI    OUI  ICIV^O  VvdLOl  . 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

8-10 

HVA 

SGRA 

124 

1 .  The  below  grade  handling  of  liquid  fuel  in  relation  to  its  storage  at  a  bulk  plant 
as  defined  in  section  1  of  0.  Reg.  217/01  (Liquid  Fuels)  made  under  the  Technical 
Standards  and  Safety  Act,  2000,  or  a  facility  that  manufacturers  or  refines  fuel. 

2.  The  quantity  of  liquid  fuel  stored  is  not  more  than  25  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum  Hydrocarbons 
F4  (>nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 

iJifLin  A  n 

WHPA-D 

8-10 

HVA 

SGRA 

125 

1 .  The  below  grade  handling  of  liquid  fuel  in  relation  to  its  storage  at  a  bulk  plant 
as  defined  in  section  1  of  0.  Reg.  217/01  (Liquid  Fuels)  made  under  the  Technical 
Standards  and  Safety  Act,  2000,  or  a  facility  that  manufacturers  or  refines  fuel. 

2.  The  quantity  of  liquid  fuel  stored  is  not  more  than  25  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum  Hydrocarbons  F2 
(>nC10-nC16)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-n 

V  V  III  U 

8-10 

HVA 

SGRA 

31 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  handling 
and  storage  of 
fuel. 

126 

1 .  The  below  grade  handling  of  liquid  fuel  in  relation  to  its  storage  at  a  bulk  plant 
as  defined  in  section  1  of  0.  Reg.  217/01  (Liquid  Fuels)  made  under  the  Technical 
Standards  and  Safety  Act,  2000,  or  a  facility  that  manufacturers  or  refines  fuel. 

2.  The  quantity  of  liquid  fuel  stored  is  not  more  than  25  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum 
Hydrocarbons  F3  (>nC16-nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

8-10 

HVA 

SGRA 

127 

1 .  The  below  grade  handling  of  liquid  fuel  in  relation  to  its  storage  at  a  facility  as 
defined  in  section  1  of  0.  Reg.  213/01  (Fuel  Oil)  made  under  the  Technical 
Standards  and  Safety  Act,  2000  or  a  facility  as  defined  in  section  1  of  0.  Reg. 
217/01  (Liquid  Fuels)  made  under  the  Technical  Standards  and  Safety  Act,  2000, 
but  not  including  a  bulk  plant. 

2.  The  quantity  of  liquid  fuel  stored  is  not  more  than  25  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  BTEX  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

HVA 

SGRA 

128 

1 .  The  below  grade  handling  of  liquid  fuel  in  relation  to  its  storage  at  a  facility  as 
defined  in  section  1  of  0.  Reg.  213/01  (Fuel  Oil)  made  under  the  Technical 
Standards  and  Safety  Act,  2000  or  a  facility  as  defined  in  section  1  of  0.  Reg. 
217/01  (Liquid  Fuels)  made  under  the  Technical  Standards  and  Safety  Act,  2000, 
but  not  including  a  bulk  plant. 

2.  The  quantity  of  liquid  fuel  stored  is  not  more  than  25  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum  Hydrocarbons  F1 
^ni_/D-ni_/  lu)  in  grounuwater  or  suriace  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

\AfLIDA  n 

WnrA-U 

8-10 

HVA 

SGRA 

129 

1 .  The  below  grade  handling  of  liquid  fuel  in  relation  to  its  storage  at  a  facility  as 
defined  in  section  1  of  0.  Reg.  213/01  (Fuel  Oil)  made  under  the  Technical 
Standards  and  Safety  Act,  2000  or  a  facility  as  defined  in  section  1  of  0.  Reg. 

21 7/01  (Liquid  Fuels)  made  under  the  Technical  Standards  and  Safety  Act,  2000, 
but  not  including  a  bulk  plant. 

2.  The  quantity  of  liquid  fuel  stored  is  not  more  than  25  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum  Hydrocarbons 
F4  (>nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

8-10 

HVA 

SGRA 

32 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Ol#UIC  UI  > 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

OUUIC  UI  > 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  handling 
and  storage  of 
fuel. 

130 

1 .  The  below  grade  handling  of  liquid  fuel  in  relation  to  its  storage  at  a  facility  as 
defined  in  section  1  of  0.  Reg.  213/01  (Fuel  Oil)  made  under  the  Technical 
Standards  and  Safety  Act,  2000  or  a  facility  as  defined  in  section  1  of  0.  Reg. 
217/01  (Liquid  Fuels)  made  under  the  Technical  Standards  and  Safety  Act,  2000, 
but  not  including  a  bulk  plant. 

2.  The  quantity  of  liquid  fuel  stored  is  not  more  than  25  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum  Hydrocarbons  F2 

y>iiv_/iu  iiwiuj  III  yiuuiiuwciit;!  ui  ouii auc  wdici . 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

8-10 

HVA 

SGRA 

131 

1 .  The  below  grade  handling  of  liquid  fuel  in  relation  to  its  storage  at  a  facility  as 
defined  in  section  1  of  0.  Reg.  213/01  (Fuel  Oil)  made  under  the  Technical 
Standards  and  Safety  Act,  2000  or  a  facility  as  defined  in  section  1  of  0.  Reg. 

21 7/01  (Liquid  Fuels)  made  under  the  Technical  Standards  and  Safety  Act,  2000, 
but  not  including  a  bulk  plant. 

2.  The  quantity  of  liquid  fuel  stored  is  not  more  than  25  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum 

III                        1  1 —  <~\     /                    .A   1^                 n  A  \     '                                       1              1.                                      Z  J. 

Hydrocarbons  F3  (>nC16-nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

8-10 

HVA 

SGRA 

132 

1 .  The  above  grade  handling  of  liquid  fuel  in  relation  to  its  storage  at  a  bulk  plant 
as  defined  in  section  1  of  0.  Reg.  217/01  (Liquid  Fuels)  made  under  the  Technical 
Standards  and  Safety  Act,  2000,  or  a  facility  that  manufacturers  or  refines  fuel. 

2.  The  quantity  of  liquid  fuel  stored  is  more  than  25,  but  not  more  than  250  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  BTEX  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

HVA 

SGRA 
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1 .  The  above  grade  handling  of  liquid  fuel  in  relation  to  its  storage  at  a  bulk  plant 
as  defined  in  section  1  of  0.  Reg.  217/01  (Liquid  Fuels)  made  under  the  Technical 
Standards  and  Safety  Act,  2000,  or  a  facility  that  manufacturers  or  refines  fuel. 

2.  The  quantity  of  liquid  fuel  stored  is  more  than  25,  but  not  more  than  250  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum  Hydrocarbons  F1 
(nC6-nC10)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7.2-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

8-10 

HVA 

SGRA 

33 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  handling 
and  storage  of 
fuel. 
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1 .  The  above  grade  handling  of  liquid  fuel  in  relation  to  its  storage  at  a  bulk  plant 
as  defined  in  section  1  of  0.  Reg.  217/01  (Liquid  Fuels)  made  under  the  Technical 
Standards  and  Safety  Act,  2000,  or  a  facility  that  manufacturers  or  refines  fuel. 

2.  The  quantity  of  liquid  fuel  stored  is  more  than  25,  but  not  more  than  250  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum  Hydrocarbons 
F4  (>nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

8-10 

HVA 

SGRA 
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1 .  The  above  grade  handling  of  liquid  fuel  in  relation  to  its  storage  at  a  bulk  plant 
as  defined  in  section  1  of  0.  Reg.  217/01  (Liquid  Fuels)  made  under  the  Technical 
Standards  and  Safety  Act,  2000,  or  a  facility  that  manufacturers  or  refines  fuel. 

2.  The  quantity  of  liquid  fuel  stored  is  more  than  25,  but  not  more  than  250  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum  Hydrocarbons  F2 
(>nC10-nC16)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

8-10 

HVA 

SGRA 
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1 .  The  above  grade  handling  of  liquid  fuel  in  relation  to  its  storage  at  a  bulk  plant 
as  defined  in  section  1  of  0.  Reg.  217/01  (Liquid  Fuels)  made  under  the  Technical 
Standards  and  Safety  Act,  2000,  or  a  facility  that  manufacturers  or  refines  fuel. 

2.  The  quantity  of  liquid  fuel  stored  is  more  than  25,  but  not  more  than  250  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum 
Hydrocarbons  F3  (>nC16-nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

8-10 

HVA 

SGRA 
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1 .  The  above  grade  handling  of  liquid  fuel  in  relation  to  its  storage  at  a  facility  as 
defined  in  section  1  of  0.  Reg.  213/01  (Fuel  Oil)  made  under  the  Technical 
Standards  and  Safety  Act,  2000  or  a  facility  as  defined  in  section  1  of  0.  Reg. 

21 7/01  (Liquid  Fuels)  made  under  the  Technical  Standards  and  Safety  Act,  2000, 
but  not  including  a  bulk  plant. 

2.  The  quantity  of  liquid  fuel  stored  is  more  than  25,  but  not  more  than  250  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  BTEX  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 
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TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  handling 
and  storage  of 
fuel. 
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1 .  The  above  grade  handling  of  liquid  fuel  in  relation  to  its  storage  at  a  facility  as 
defined  in  section  1  of  0.  Reg.  213/01  (Fuel  Oil)  made  under  the  Technical 
Standards  and  Safety  Act,  2000  or  a  facility  as  defined  in  section  1  of  0.  Reg. 
217/01  (Liquid  Fuels)  made  under  the  Technical  Standards  and  Safety  Act,  2000, 
but  not  including  a  bulk  plant. 

2.  The  quantity  of  liquid  fuel  stored  is  more  than  25,  but  not  more  than  250  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum  Hydrocarbons  F1 
(nC6-nC10)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

8 

HVA 

SGRA 
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1 .  The  above  grade  handling  of  liquid  fuel  in  relation  to  its  storage  at  a  facility  as 
defined  in  section  1  of  0.  Reg.  213/01  (Fuel  Oil)  made  under  the  Technical 
Standards  and  Safety  Act,  2000  or  a  facility  as  defined  in  section  1  of  0.  Reg. 

21 7/01  (Liquid  Fuels)  made  under  the  Technical  Standards  and  Safety  Act,  2000, 
but  not  including  a  bulk  plant. 

2.  The  quantity  of  liquid  fuel  stored  is  more  than  25,  but  not  more  than  250  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum  Hydrocarbons 
F4  (>nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.4-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

8 

HVA 

ounM 
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1 .  The  above  grade  handling  of  liquid  fuel  in  relation  to  its  storage  at  a  facility  as 
defined  in  section  1  of  0.  Reg.  213/01  (Fuel  Oil)  made  under  the  Technical 
Standards  and  Safety  Act,  2000  or  a  facility  as  defined  in  section  1  of  0.  Reg. 

21 7/01  (Liquid  Fuels)  made  under  the  Technical  Standards  and  Safety  Act,  2000, 
but  not  including  a  bulk  plant. 

2.  The  quantity  of  liquid  fuel  stored  is  more  than  25,  but  not  more  than  250  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum  Hydrocarbons  F2 
(>nC1 0-nC1 6)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

8 

HVA 

SGRA 

•t  A  -1 
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1 .  The  above  grade  handling  of  liquid  fuel  in  relation  to  its  storage  at  a  facility  as 
defined  in  section  1  of  0.  Reg.  213/01  (Fuel  Oil)  made  under  the  Technical 
Standards  and  Safety  Act,  2000  or  a  facility  as  defined  in  section  1  of  0.  Reg. 

21 7/01  (Liquid  Fuels)  made  under  the  Technical  Standards  and  Safety  Act,  2000, 
but  not  including  a  bulk  plant. 

2.  The  quantity  of  liquid  fuel  stored  is  more  than  25,  but  not  more  than  250  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum 
Hydrocarbons  F3  (>nC16-nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.4-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

8 

HVA 

SGRA 

35 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  handling 
and  storage  of 
fuel. 
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1 .  The  below  grade  handling  of  liquid  fuel  in  relation  to  its  storage  at  a  bulk  plant 
as  defined  in  section  1  of  0.  Reg.  217/01  (Liquid  Fuels)  made  under  the  Technical 
Standards  and  Safety  Act,  2000,  or  a  facility  that  manufacturers  or  refines  fuel. 

2.  The  quantity  of  liquid  fuel  stored  is  more  than  25,  but  not  more  than  250  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  BTEX  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
Wr!rA-U 

10 

6-8 

HVA 

6 

SGRA 

6 
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1 .  The  below  grade  handling  of  liquid  fuel  in  relation  to  its  storage  at  a  bulk  plant 
as  defined  in  section  1  of  0.  Reg.  217/01  (Liquid  Fuels)  made  under  the  Technical 
Standards  and  Safety  Act,  2000,  or  a  facility  that  manufacturers  or  refines  fuel. 

2.  The  quantity  of  liquid  fuel  stored  is  more  than  25,  but  not  more  than  250  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum  Hydrocarbons  F1 
(nC6-nC10)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

HVA 

SGRA 
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1 .  The  below  grade  handling  of  liquid  fuel  in  relation  to  its  storage  at  a  bulk  plant 
as  defined  in  section  1  of  0.  Reg.  217/01  (Liquid  Fuels)  made  under  the  Technical 
Standards  and  Safety  Act,  2000,  or  a  facility  that  manufacturers  or  refines  fuel. 

2.  The  quantity  of  liquid  fuel  stored  is  more  than  25,  but  not  more  than  250  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum  Hydrocarbons 
F4  (>nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WHPA-D 

10 

8 

HVA 

SGRA 
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1 .  The  below  grade  handling  of  liquid  fuel  in  relation  to  its  storage  at  a  bulk  plant 
as  defined  in  section  1  of  0.  Reg.  217/01  (Liquid  Fuels)  made  under  the  Technical 
Standards  and  Safety  Act,  2000,  or  a  facility  that  manufacturers  or  refines  fuel. 

2.  The  quantity  of  liquid  fuel  stored  is  more  than  25,  but  not  more  than  250  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum  Hydrocarbons  F2 
(>nC10-nC16)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WHPA-D 

10 

8 

HVA 

SGRA 

36 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  handling 
and  storage  of 
fuel. 
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1 .  The  below  grade  handling  of  liquid  fuel  in  relation  to  its  storage  at  a  bulk  plant 
as  defined  in  section  1  of  0.  Reg.  217/01  (Liquid  Fuels)  made  under  the  Technical 
Standards  and  Safety  Act,  2000,  or  a  facility  that  manufacturers  or  refines  fuel. 

2.  The  quantity  of  liquid  fuel  stored  is  more  than  25,  but  not  more  than  250  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum 
Hydrocarbons  F3  (>nC16-nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

HVA 

SGRA 
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1 .  The  below  grade  handling  of  liquid  fuel  in  relation  to  its  storage  at  a  facility  as 
defined  in  section  1  of  0.  Reg.  213/01  (Fuel  Oil)  made  under  the  Technical 
Standards  and  Safety  Act,  2000  or  a  facility  as  defined  in  section  1  of  0.  Reg. 

21 7/01  (Liquid  Fuels)  made  under  the  Technical  Standards  and  Safety  Act,  2000, 
but  not  including  a  bulk  plant. 

2.  The  quantity  of  liquid  fuel  stored  is  more  than  25,  but  not  more  than  250  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  BTEX  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2,  IPZ- 

3, 

WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 
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1 .  The  below  grade  handling  of  liquid  fuel  in  relation  to  its  storage  at  a  facility  as 
defined  in  section  1  of  0.  Reg.  213/01  (Fuel  Oil)  made  under  the  Technical 
Standards  and  Safety  Act,  2000  or  a  facility  as  defined  in  section  1  of  0.  Reg. 

21 7/01  (Liquid  Fuels)  made  under  the  Technical  Standards  and  Safety  Act,  2000, 
but  not  including  a  bulk  plant. 

2.  The  quantity  of  liquid  fuel  stored  is  more  than  25,  but  not  more  than  250  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum  Hydrocarbons  F1 
(nC6-nC10)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3, 

WHPA-E 

9-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

8 

HVA 

SGRA 
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1 .  The  below  grade  handling  of  liquid  fuel  in  relation  to  its  storage  at  a  facility  as 
defined  in  section  1  of  0.  Reg.  213/01  (Fuel  Oil)  made  under  the  Technical 
Standards  and  Safety  Act,  2000  or  a  facility  as  defined  in  section  1  of  0.  Reg. 

21 7/01  (Liquid  Fuels)  made  under  the  Technical  Standards  and  Safety  Act,  2000, 
but  not  including  a  bulk  plant. 

2.  The  quantity  of  liquid  fuel  stored  is  more  than  25,  but  not  more  than  250  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum  Hydrocarbons 
F4  (>nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3, 

WHPA-E 

9-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

8 

HVA 

SGRA 

37 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  handling 
and  storage  of 
fuel. 
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1 .  The  below  grade  handling  of  liquid  fuel  in  relation  to  its  storage  at  a  facility  as 
defined  in  section  1  of  0.  Reg.  213/01  (Fuel  Oil)  made  under  the  Technical 
Standards  and  Safety  Act,  2000  or  a  facility  as  defined  in  section  1  of  0.  Reg. 
217/01  (Liquid  Fuels)  made  under  the  Technical  Standards  and  Safety  Act,  2000, 
but  not  including  a  bulk  plant. 

2.  The  quantity  of  liquid  fuel  stored  is  more  than  25,  but  not  more  than  250  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum  Hydrocarbons  F2 
(>nC10-nC16)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3, 

WHPA-E 

9-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

8 

HVA 

SGRA 
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1 .  The  below  grade  handling  of  liquid  fuel  in  relation  to  its  storage  at  a  facility  as 
defined  in  section  1  of  0.  Reg.  213/01  (Fuel  Oil)  made  under  the  Technical 
Standards  and  Safety  Act,  2000  or  a  facility  as  defined  in  section  1  of  0.  Reg. 
217/01  (Liquid  Fuels)  made  under  the  Technical  Standards  and  Safety  Act,  2000, 
but  not  including  a  bulk  plant. 

2.  The  quantity  of  liquid  fuel  stored  is  more  than  25,  but  not  more  than  250  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum 
Hydrocarbons  F3  (>nC16-nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3, 

WHPA-E 

9-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

HVA 

SGRA 
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1 .  The  above  grade  handling  of  liquid  fuel  in  relation  to  its  storage  at  a  bulk  plant 
as  defined  in  section  1  of  0.  Reg.  217/01  (Liquid  Fuels)  made  under  the  Technical 
Standards  and  Safety  Act,  2000,  or  a  facility  that  manufacturers  or  refines  fuel. 

2.  The  quantity  of  liquid  fuel  stored  is  more  than  250,  but  not  more  than  2,500 
litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  BTEX  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 
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1 .  The  above  grade  handling  of  liquid  fuel  in  relation  to  its  storage  at  a  bulk  plant 
as  defined  in  section  1  of  0.  Reg.  217/01  (Liquid  Fuels)  made  under  the  Technical 
Standards  and  Safety  Act,  2000,  or  a  facility  that  manufacturers  or  refines  fuel. 

2.  The  quantity  of  liquid  fuel  stored  is  more  than  250,  but  not  more  than  2,500 
litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum  Hydrocarbons  F1 
(nC6-nC10)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

8 

HVA 

SGRA 
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TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  handling 
and  storage  of 
fuel. 
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1 .  The  above  grade  handling  of  liquid  fuel  in  relation  to  its  storage  at  a  bulk  plant 
as  defined  in  section  1  of  0.  Reg.  217/01  (Liquid  Fuels)  made  under  the  Technical 
Standards  and  Safety  Act,  2000,  or  a  facility  that  manufacturers  or  refines  fuel. 

2.  The  quantity  of  liquid  fuel  stored  is  more  than  250,  but  not  more  than  2,500 
litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum  Hydrocarbons 
F4  (>nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.4-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

1A/LJDA  n 

WnrA-U 

10 

8 

HVA 

SGRA 
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1 .  The  above  grade  handling  of  liquid  fuel  in  relation  to  its  storage  at  a  bulk  plant 
as  defined  in  section  1  of  0.  Reg.  217/01  (Liquid  Fuels)  made  under  the  Technical 
Standards  and  Safety  Act,  2000,  or  a  facility  that  manufacturers  or  refines  fuel. 

2.  The  quantity  of  liquid  fuel  stored  is  more  than  250,  but  not  more  than  2,500 
litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum  Hydrocarbons  F2 
(>nC1 0-nC1 6)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

\AfLJDA  n 

WnrA-U 

10 

8 

HVA 

SGRA 
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1 .  The  above  grade  handling  of  liquid  fuel  in  relation  to  its  storage  at  a  bulk  plant 
as  defined  in  section  1  of  0.  Reg.  217/01  (Liquid  Fuels)  made  under  the  Technical 
Standards  and  Safety  Act,  2000,  or  a  facility  that  manufacturers  or  refines  fuel. 

2.  The  quantity  of  liquid  fuel  stored  is  more  than  250,  but  not  more  than  2,500 
litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum 
Hydrocarbons  F3  (>nC16-nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.4-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

WHPA-D 

10 

8 

HVA 

SGRA 
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1 .  The  above  grade  handling  of  liquid  fuel  in  relation  to  its  storage  at  a  facility  as 
defined  in  section  1  of  0.  Reg.  213/01  (Fuel  Oil)  made  under  the  Technical 
Standards  and  Safety  Act,  2000  or  a  facility  as  defined  in  section  1  of  0.  Reg. 

21 7/01  (Liquid  Fuels)  made  under  the  Technical  Standards  and  Safety  Act,  2000, 
but  not  including  a  bulk  plant. 

2.  The  quantity  of  liquid  fuel  stored  is  more  than  250,  but  not  more  than  2,500 
litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  BTEX  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2,  IPZ- 

3, 

WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 
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TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  handling 
and  storage  of 
fuel. 
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1 .  The  above  grade  handling  of  liquid  fuel  in  relation  to  its  storage  at  a  facility  as 
defined  in  section  1  of  0.  Reg.  213/01  (Fuel  Oil)  made  under  the  Technical 
Standards  and  Safety  Act,  2000  or  a  facility  as  defined  in  section  1  of  0.  Reg. 
217/01  (Liquid  Fuels)  made  under  the  Technical  Standards  and  Safety  Act,  2000, 
but  not  including  a  bulk  plant. 

2.  The  quantity  of  liquid  fuel  stored  is  more  than  250,  but  not  more  than  2,500 
litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum  Hydrocarbons  F1 
(nC6-nC10)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3, 

WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

6-8 

HVA 

6 

SGRA 

6 
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1 .  The  above  grade  handling  of  liquid  fuel  in  relation  to  its  storage  at  a  facility  as 
defined  in  section  1  of  0.  Reg.  213/01  (Fuel  Oil)  made  under  the  Technical 
Standards  and  Safety  Act,  2000  or  a  facility  as  defined  in  section  1  of  0.  Reg. 

21 7/01  (Liquid  Fuels)  made  under  the  Technical  Standards  and  Safety  Act,  2000, 
but  not  including  a  bulk  plant. 

2.  The  quantity  of  liquid  fuel  stored  is  more  than  250,  but  not  more  than  2,500 
litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum  Hydrocarbons 
F4  (>nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 

3, 

WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

6-8 

HVA 

6 

SGRA 

6 
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1 .  The  above  grade  handling  of  liquid  fuel  in  relation  to  its  storage  at  a  facility  as 
defined  in  section  1  of  0.  Reg.  213/01  (Fuel  Oil)  made  under  the  Technical 
Standards  and  Safety  Act,  2000  or  a  facility  as  defined  in  section  1  of  0.  Reg. 

21 7/01  (Liquid  Fuels)  made  under  the  Technical  Standards  and  Safety  Act,  2000, 
but  not  including  a  bulk  plant. 

2.  The  quantity  of  liquid  fuel  stored  is  more  than  250,  but  not  more  than  2,500 
litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum  Hydrocarbons  F2 
(>nC10-nC16)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3, 

WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

6-8 

HVA 

6 

SGRA 

6 

161 

1 .  The  above  grade  handling  of  liquid  fuel  in  relation  to  its  storage  at  a  facility  as 
defined  in  section  1  of  0.  Reg.  213/01  (Fuel  Oil)  made  under  the  Technical 
Standards  and  Safety  Act,  2000  or  a  facility  as  defined  in  section  1  of  0.  Reg. 

21 7/01  (Liquid  Fuels)  made  under  the  Technical  Standards  and  Safety  Act,  2000, 
but  not  including  a  bulk  plant. 

2.  The  quantity  of  liquid  fuel  stored  is  more  than  250,  but  not  more  than  2,500 
litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum 
Hydrocarbons  F3  (>nC16-nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3, 

WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 
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TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  handling 
and  storage  of 
fuel. 
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1 .  The  below  grade  handling  of  liquid  fuel  in  relation  to  its  storage  at  a  bulk  plant 
as  defined  in  section  1  of  0.  Reg.  217/01  (Liquid  Fuels)  made  under  the  Technical 
Standards  and  Safety  Act,  2000,  or  a  facility  that  manufacturers  or  refines  fuel. 

2.  The  quantity  of  liquid  fuel  stored  is  more  than  250,  but  not  more  than  2,500 
litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  BTEX  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
Wr!rA-U 

8  -  10 

6 

HVA 

6 

SGRA 

6 
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1 .  The  below  grade  handling  of  liquid  fuel  in  relation  to  its  storage  at  a  bulk  plant 
as  defined  in  section  1  of  0.  Reg.  217/01  (Liquid  Fuels)  made  under  the  Technical 
Standards  and  Safety  Act,  2000,  or  a  facility  that  manufacturers  or  refines  fuel. 

2.  The  quantity  of  liquid  fuel  stored  is  more  than  250,  but  not  more  than  2,500 
litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum  Hydrocarbons  F1 
(nC6-nC10)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7.2-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WnrA-U 

10 

6-8 

HVA 

6 

SGRA 

6 

164 

1 .  The  below  grade  handling  of  liquid  fuel  in  relation  to  its  storage  at  a  bulk  plant 
as  defined  in  section  1  of  0.  Reg.  217/01  (Liquid  Fuels)  made  under  the  Technical 
Standards  and  Safety  Act,  2000,  or  a  facility  that  manufacturers  or  refines  fuel. 

2.  The  quantity  of  liquid  fuel  stored  is  more  than  250,  but  not  more  than  2,500 
litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum  Hydrocarbons 
F4  (>nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 

WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 
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1 .  The  below  grade  handling  of  liquid  fuel  in  relation  to  its  storage  at  a  bulk  plant 
as  defined  in  section  1  of  0.  Reg.  217/01  (Liquid  Fuels)  made  under  the  Technical 
Standards  and  Safety  Act,  2000,  or  a  facility  that  manufacturers  or  refines  fuel. 

2.  The  quantity  of  liquid  fuel  stored  is  more  than  250,  but  not  more  than  2,500 
litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum  Hydrocarbons  F2 
(>nC10-nC16)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 
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TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  handling 
and  storage  of 
fuel. 
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1 .  The  below  grade  handling  of  liquid  fuel  in  relation  to  its  storage  at  a  bulk  plant 
as  defined  in  section  1  of  0.  Reg.  217/01  (Liquid  Fuels)  made  under  the  Technical 
Standards  and  Safety  Act,  2000,  or  a  facility  that  manufacturers  or  refines  fuel. 

2.  The  quantity  of  liquid  fuel  stored  is  more  than  250,  but  not  more  than  2,500 
litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum 
Hydrocarbons  F3  (>nC16-nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

6-8 

HVA 

6 

c 
D 

1 67 

1 .  The  below  grade  handling  of  liquid  fuel  in  relation  to  its  storage  at  a  facility  as 
defined  in  section  1  of  0.  Reg.  213/01  (Fuel  Oil)  made  under  the  Technical 
Standards  and  Safety  Act,  2000  or  a  facility  as  defined  in  section  1  of  0.  Reg. 

21 7/01  (Liquid  Fuels)  made  under  the  Technical  Standards  and  Safety  Act,  2000, 
but  not  including  a  bulk  plant. 

2.  The  quantity  of  liquid  fuel  stored  is  more  than  250,  but  not  more  than  2,500 
litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  BTEX  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2,  IPZ- 

3, 

WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

8  -  10 

6 

HVA 

6 

SGRA 

6 
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1 .  The  below  grade  handling  of  liquid  fuel  in  relation  to  its  storage  at  a  facility  as 
defined  in  section  1  of  0.  Reg.  213/01  (Fuel  Oil)  made  under  the  Technical 
Standards  and  Safety  Act,  2000  or  a  facility  as  defined  in  section  1  of  0.  Reg. 

21 7/01  (Liquid  Fuels)  made  under  the  Technical  Standards  and  Safety  Act,  2000, 
but  not  including  a  bulk  plant. 

2.  The  quantity  of  liquid  fuel  stored  is  more  than  250,  but  not  more  than  2,500 
litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum  Hydrocarbons  F1 
(nC6-nC10)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3, 

WHPA-E 

7.2-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

6-8 

HVA 

6 

SGRA 

6 
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1 .  The  below  grade  handling  of  liquid  fuel  in  relation  to  its  storage  at  a  facility  as 
defined  in  section  1  of  0.  Reg.  213/01  (Fuel  Oil)  made  under  the  Technical 
Standards  and  Safety  Act,  2000  or  a  facility  as  defined  in  section  1  of  0.  Reg. 

21 7/01  (Liquid  Fuels)  made  under  the  Technical  Standards  and  Safety  Act,  2000, 
but  not  including  a  bulk  plant. 

2.  The  quantity  of  liquid  fuel  stored  is  more  than  250,  but  not  more  than  2,500 
litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum  Hydrocarbons 
F4  (>nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3, 

WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 
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TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  handling 
and  storage  of 
fuel. 
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1 .  The  below  grade  handling  of  liquid  fuel  in  relation  to  its  storage  at  a  facility  as 
defined  in  section  1  of  0.  Reg.  213/01  (Fuel  Oil)  made  under  the  Technical 
Standards  and  Safety  Act,  2000  or  a  facility  as  defined  in  section  1  of  0.  Reg. 
217/01  (Liquid  Fuels)  made  under  the  Technical  Standards  and  Safety  Act,  2000, 
but  not  including  a  bulk  plant. 

2.  The  quantity  of  liquid  fuel  stored  is  more  than  250,  but  not  more  than  2,500 
litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum  Hydrocarbons  F2 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

6-8 

HVA 

6 

SGRA 

6 
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1 .  The  below  grade  handling  of  liquid  fuel  in  relation  to  its  storage  at  a  facility  as 
defined  in  section  1  of  0.  Reg.  213/01  (Fuel  Oil)  made  under  the  Technical 
Standards  and  Safety  Act,  2000  or  a  facility  as  defined  in  section  1  of  0.  Reg. 

21 7/01  (Liquid  Fuels)  made  under  the  Technical  Standards  and  Safety  Act,  2000, 
but  not  including  a  bulk  plant. 

2.  The  quantity  of  liquid  fuel  stored  is  more  than  250,  but  not  more  than  2,500 
litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum 
Hydrocarbons  F3  (>nC16-nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3, 

WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 
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1 .  The  above  grade  handling  of  liquid  fuel  in  relation  to  its  storage  at  a  bulk  plant 
as  defined  in  section  1  of  0.  Reg.  217/01  (Liquid  Fuels)  made  under  the  Technical 
Standards  and  Safety  Act,  2000,  or  a  facility  that  manufacturers  or  refines  fuel. 

2.  The  quantity  of  liquid  fuel  stored  is  more  than  2,500  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  BTEX  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

8  -  10 

6 

HVA 

6 

SGRA 

6 
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1 .  The  above  grade  handling  of  liquid  fuel  in  relation  to  its  storage  at  a  bulk  plant 
as  defined  in  section  1  of  0.  Reg.  217/01  (Liquid  Fuels)  made  under  the  Technical 
Standards  and  Safety  Act,  2000,  or  a  facility  that  manufacturers  or  refines  fuel. 

2.  The  quantity  of  liquid  fuel  stored  is  more  than  2,500  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum  Hydrocarbons  F1 
(nC6-nC10)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

43 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  handling 
and  storage  of 
fuel. 

174 

1 .  The  above  grade  handling  of  liquid  fuel  in  relation  to  its  storage  at  a  bulk  plant 
as  defined  in  section  1  of  0.  Reg.  217/01  (Liquid  Fuels)  made  under  the  Technical 
Standards  and  Safety  Act,  2000,  or  a  facility  that  manufacturers  or  refines  fuel. 

2.  The  quantity  of  liquid  fuel  stored  is  more  than  2,500  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum  Hydrocarbons 
F4  (>nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

6-8 

HVA 

6 

SGRA 

6 

175 

1 .  The  above  grade  handling  of  liquid  fuel  in  relation  to  its  storage  at  a  bulk  plant 
as  defined  in  section  1  of  0.  Reg.  217/01  (Liquid  Fuels)  made  under  the  Technical 
Standards  and  Safety  Act,  2000,  or  a  facility  that  manufacturers  or  refines  fuel. 

2.  The  quantity  of  liquid  fuel  stored  is  more  than  2,500  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum  Hydrocarbons  F2 
(>nC1 0-nC1 6)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

6-8 

HVA 

6 

SGRA 

6 

176 

1 .  The  above  grade  handling  of  liquid  fuel  in  relation  to  its  storage  at  a  bulk  plant 
as  defined  in  section  1  of  0.  Reg.  217/01  (Liquid  Fuels)  made  under  the  Technical 
Standards  and  Safety  Act,  2000,  or  a  facility  that  manufacturers  or  refines  fuel. 

2.  The  quantity  of  liquid  fuel  stored  is  more  than  2,500  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum 
Hydrocarbons  F3  (>nC16-nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

177 

1 .  The  above  grade  handling  of  liquid  fuel  in  relation  to  its  storage  at  a  facility  as 
defined  in  section  1  of  0.  Reg.  213/01  (Fuel  Oil)  made  under  the  Technical 
Standards  and  Safety  Act,  2000  or  a  facility  as  defined  in  section  1  of  0.  Reg. 

21 7/01  (Liquid  Fuels)  made  under  the  Technical  Standards  and  Safety  Act,  2000, 
but  not  including  a  bulk  plant. 

2.  The  quantity  of  liquid  fuel  stored  is  more  than  2,500  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  BTEX  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

4.8  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

44 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  handling 
and  storage  of 
fuel. 

178 

1 .  The  above  grade  handling  of  liquid  fuel  in  relation  to  its  storage  at  a  facility  as 
defined  in  section  1  of  0.  Reg.  213/01  (Fuel  Oil)  made  under  the  Technical 
Standards  and  Safety  Act,  2000  or  a  facility  as  defined  in  section  1  of  0.  Reg. 
217/01  (Liquid  Fuels)  made  under  the  Technical  Standards  and  Safety  Act,  2000, 
but  not  including  a  bulk  plant. 

2.  The  quantity  of  liquid  fuel  stored  is  more  than  2,500  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum  Hydrocarbons  F1 
(nC6-nC10)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

179 

1 .  The  above  grade  handling  of  liquid  fuel  in  relation  to  its  storage  at  a  facility  as 
defined  in  section  1  of  0.  Reg.  213/01  (Fuel  Oil)  made  under  the  Technical 
Standards  and  Safety  Act,  2000  or  a  facility  as  defined  in  section  1  of  0.  Reg. 

21 7/01  (Liquid  Fuels)  made  under  the  Technical  Standards  and  Safety  Act,  2000, 
but  not  including  a  bulk  plant. 

2.  The  quantity  of  liquid  fuel  stored  is  more  than  2,500  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum  Hydrocarbons 

1 —  A    1              r\  A\    '                          1         J.                         I.  i 

F4  (>nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WMHA-U 

8  -  10 

6 

HVA 

6 

SGRA 

6 

180 

1 .  The  above  grade  handling  of  liquid  fuel  in  relation  to  its  storage  at  a  facility  as 
defined  in  section  1  of  0.  Reg.  213/01  (Fuel  Oil)  made  under  the  Technical 
Standards  and  Safety  Act,  2000  or  a  facility  as  defined  in  section  1  of  0.  Reg. 

21 7/01  (Liquid  Fuels)  made  under  the  Technical  Standards  and  Safety  Act,  2000, 
but  not  including  a  bulk  plant. 

2.  The  quantity  of  liquid  fuel  stored  is  more  than  2,500  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum  Hydrocarbons  F2 
^>nL/ 1  u-nu  1 D)  in  grounuwaier  or  suriace  waier. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

181 

1 .  The  above  grade  handling  of  liquid  fuel  in  relation  to  its  storage  at  a  facility  as 
defined  in  section  1  of  0.  Reg.  213/01  (Fuel  Oil)  made  under  the  Technical 
Standards  and  Safety  Act,  2000  or  a  facility  as  defined  in  section  1  of  0.  Reg. 

21 7/01  (Liquid  Fuels)  made  under  the  Technical  Standards  and  Safety  Act,  2000, 
but  not  including  a  bulk  plant. 

2.  The  quantity  of  liquid  fuel  stored  is  more  than  2,500  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum 
Hydrocarbons  F3  (>nC16-nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

45 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  handling 
and  storage  of 
fuel. 

182 

1 .  The  below  grade  handling  of  liquid  fuel  in  relation  to  its  storage  at  a  bulk  plant 
as  defined  in  section  1  of  0.  Reg.  217/01  (Liquid  Fuels)  made  under  the  Technical 
Standards  and  Safety  Act,  2000,  or  a  facility  that  manufacturers  or  refines  fuel. 

2.  The  quantity  of  liquid  fuel  stored  is  more  than  2,500  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  BTEX  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

183 

1 .  The  below  grade  handling  of  liquid  fuel  in  relation  to  its  storage  at  a  bulk  plant 
as  defined  in  section  1  of  0.  Reg.  217/01  (Liquid  Fuels)  made  under  the  Technical 
Standards  and  Safety  Act,  2000,  or  a  facility  that  manufacturers  or  refines  fuel. 

2.  The  quantity  of  liquid  fuel  stored  is  more  than  2,500  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum  Hydrocarbons  F1 
(nC6-nC10)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

184 

1 .  The  below  grade  handling  of  liquid  fuel  in  relation  to  its  storage  at  a  bulk  plant 
as  defined  in  section  1  of  0.  Reg.  217/01  (Liquid  Fuels)  made  under  the  Technical 
Standards  and  Safety  Act,  2000,  or  a  facility  that  manufacturers  or  refines  fuel. 

2.  The  quantity  of  liquid  fuel  stored  is  more  than  2,500  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum  Hydrocarbons 
F4  (>nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.4-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 

WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

185 

1 .  The  below  grade  handling  of  liquid  fuel  in  relation  to  its  storage  at  a  bulk  plant 
as  defined  in  section  1  of  0.  Reg.  217/01  (Liquid  Fuels)  made  under  the  Technical 
Standards  and  Safety  Act,  2000,  or  a  facility  that  manufacturers  or  refines  fuel. 

2.  The  quantity  of  liquid  fuel  stored  is  more  than  2,500  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum  Hydrocarbons  F2 
(>nC10-nC16)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

46 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  handling 
and  storage  of 
fuel. 

186 

1 .  The  below  grade  handling  of  liquid  fuel  in  relation  to  its  storage  at  a  bulk  plant 
as  defined  in  section  1  of  0.  Reg.  217/01  (Liquid  Fuels)  made  under  the  Technical 
Standards  and  Safety  Act,  2000,  or  a  facility  that  manufacturers  or  refines  fuel. 

2.  The  quantity  of  liquid  fuel  stored  is  more  than  2,500  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum 
Hydrocarbons  F3  (>nC16-nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.4-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

1A/LJDA  T\ 

WnrA-U 

8  -  10 

6 

HVA 

6 

SGRA 

6 

187 

1 .  The  below  grade  handling  of  liquid  fuel  in  relation  to  its  storage  at  a  facility  as 
defined  in  section  1  of  0.  Reg.  213/01  (Fuel  Oil)  made  under  the  Technical 
Standards  and  Safety  Act,  2000  or  a  facility  as  defined  in  section  1  of  0.  Reg. 

21 7/01  (Liquid  Fuels)  made  under  the  Technical  Standards  and  Safety  Act,  2000, 
but  not  including  a  bulk  plant. 

2.  The  quantity  of  liquid  fuel  stored  is  more  than  2,500  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  BTEX  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WMHA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

188 

1 .  The  below  grade  handling  of  liquid  fuel  in  relation  to  its  storage  at  a  facility  as 
defined  in  section  1  of  0.  Reg.  213/01  (Fuel  Oil)  made  under  the  Technical 
Standards  and  Safety  Act,  2000  or  a  facility  as  defined  in  section  1  of  0.  Reg. 

21 7/01  (Liquid  Fuels)  made  under  the  Technical  Standards  and  Safety  Act,  2000, 
but  not  including  a  bulk  plant. 

2.  The  quantity  of  liquid  fuel  stored  is  more  than  2,500  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum  Hydrocarbons  F1 
^nL/tD-n(_/  lu)  in  grounuwaier  or  suriace  waier. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WnPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

189 

1 .  The  below  grade  handling  of  liquid  fuel  in  relation  to  its  storage  at  a  facility  as 
defined  in  section  1  of  0.  Reg.  213/01  (Fuel  Oil)  made  under  the  Technical 
Standards  and  Safety  Act,  2000  or  a  facility  as  defined  in  section  1  of  0.  Reg. 

21 7/01  (Liquid  Fuels)  made  under  the  Technical  Standards  and  Safety  Act,  2000, 
but  not  including  a  bulk  plant. 

2.  The  quantity  of  liquid  fuel  stored  is  more  than  2,500  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum  Hydrocarbons 
F4  (>nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.4-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 
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TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  In 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  handling 
and  storage  of 
fuel. 

190 

1 .  The  below  grade  handling  of  liquid  fuel  in  relation  to  its  storage  at  a  facility  as 
defined  in  section  1  of  0.  Reg.  213/01  (Fuel  Oil)  made  under  the  Technical 
Standards  and  Safety  Act,  2000  or  a  facility  as  defined  in  section  1  of  0.  Reg. 
217/01  (Liquid  Fuels)  made  under  the  Technical  Standards  and  Safety  Act,  2000, 
but  not  including  a  bulk  plant. 

2.  The  quantity  of  liquid  fuel  stored  is  more  than  2,500  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum  Hydrocarbons  F2 
[>n(j  1  u-ni_/ 1 D)  in  grounuwaier  or  suriace  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHrA-U 

8  -  10 

6 

HVA 

6 

SGRA 

6 

191 

1 .  The  below  grade  handling  of  liquid  fuel  in  relation  to  its  storage  at  a  facility  as 
defined  in  section  1  of  0.  Reg.  213/01  (Fuel  Oil)  made  under  the  Technical 
Standards  and  Safety  Act,  2000  or  a  facility  as  defined  in  section  1  of  0.  Reg. 

21 7/01  (Liquid  Fuels)  made  under  the  Technical  Standards  and  Safety  Act,  2000, 
but  not  including  a  bulk  plant. 

2.  The  quantity  of  liquid  fuel  stored  is  more  than  2,500  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum 
Hydrocarbons  F3  (>nC16-nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.4-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

48 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

management  of 
runoff  that 
contains 
chemicals  used 
in  the  de-icing 
of  aircraft. 

192 

1 .  Runoff  containing  de-icing  materials  may  disclnarge  to  land  or  water. 

2.  The  runoff  originates  at  a  remote  airport. 

3.  The  discharge  may  result  in  the  presence  of  Dioxane-1 ,4  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

HVA 

SGRA 

193 

1 .  Runoff  containing  de-icing  materials  may  discharge  to  land  or  water. 

2.  The  runoff  originates  at  a  remote  airport. 

3.  The  discharge  may  result  in  the  presence  of  Ethylene  Glycol  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

8-10 

HVA 

SGRA 

194 

1 .  Runoff  containing  de-icing  materials  may  discharge  to  land  or  water. 

2.  The  runoff  originates  at  a  small  airport. 

3.  The  discharge  may  result  in  the  presence  of  Dioxane-1 ,4  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

195 

1 .  Runoff  containing  de-icing  materials  may  discharge  to  land  or  water. 

2.  The  runoff  originates  at  a  small  airport. 

3.  The  discharge  may  result  in  the  presence  of  Ethylene  Glycol  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

196 

1 .  Runoff  containing  de-icing  materials  may  discharge  to  land  or  water. 

2.  The  runoff  originates  at  a  regional  airport. 

3.  The  discharge  may  result  in  the  presence  of  Dioxane-1 ,4  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

4.9  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

V  V  111  rA  U 

8  -  10 

6 

HVA 

6 

SGRA 

6 
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TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

management  of 
runoff  that 
contains 
chemicals  used 
in  the  de-icing 
of  aircraft. 

197 

1 .  Runoff  containing  de-icing  materials  may  disclnarge  to  land  or  water. 

2.  The  runoff  originates  at  a  regional  airport. 

3.  The  discharge  may  result  in  the  presence  of  Ethylene  Glycol  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

4.9  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

198 

1 .  Runoff  containing  de-icing  materials  may  discharge  to  land  or  water. 

2.  The  runoff  originates  at  a  national  airport. 

3.  The  discharge  may  result  in  the  presence  of  Dioxane-1 ,4  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

199 

1 .  Runoff  containing  de-icing  materials  may  discharge  to  land  or  water. 

2.  The  runoff  originates  at  a  national  airport. 

3.  The  discharge  may  result  in  the  presence  of  Ethylene  Glycol  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
Wrir  A-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

The  use  of  land 
as  livestock 
grazing  or 
pasturing  land, 
an  outdoor 
confinement 
area  or  a  farm- 
animal  yard.  0. 
Reg.  385/08,  s. 
3. 

200 

1 .  The  use  of  land  as  livestock  grazing  or  pasturing  land. 

2.  The  number  of  nutrient  units  generated  in  the  farm  unit  divided  by  the  number  of 
acres  of  land  that  is  used  for  livestock  grazing  or  pasturing  land  is  sufficient  to 
generate  nutrients  at  an  annual  rate  that  is  less  than  0.5  nutrient  units  per  acre. 

3.  The  land  use  may  result  in  the  presence  of  Nitrogen  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

201 

1 .  The  use  of  land  as  livestock  grazing  or  pasturing  land. 

2.  The  number  of  nutrient  units  generated  in  the  farm  unit  divided  by  the  number  of 
acres  of  land  that  is  used  for  livestock  grazing  or  pasturing  land  is  sufficient  to 
generate  nutrients  at  an  annual  rate  that  is  less  than  0.5  nutrient  units  per  acre. 

3.  The  land  use  may  result  in  the  presence  of  Phosphorus  (total)  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

HVA 

SGRA 

50 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  Is 
Significant  In 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  is 
Moderate  in 
Areas  with  a 
Vulnerablitlty 

Score  of: 

Threat  is  Low  In 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  use  of  land 
as  livestock 
grazing  or 
pasturing  land, 
an  outdoor 
confinement 
area  or  a  farm- 
animal  yard.  0. 
Reg.  385/08,  s. 
3. 

202 

1 .  The  use  of  land  as  livestock  grazing  or  pasturing  land. 

2.  The  number  of  nutrient  units  generated  in  the  farm  unit  divided  by  the  number  of 
acres  of  land  that  is  used  for  livestock  grazing  or  pasturing  land  is  sufficient  to 
generate  nutrients  at  an  annual  rate  that  is  at  least  0.5  and  not  more  than  1 
nutrient  unit  per  acre. 

3  Thp  jpnri  ii*^p  mav  rp*^iilt  in  thp  nrp^ipnrp  of  Nitrnnpn  in  nrniinrlwatpi'  nr  *^iirfprp 

O.     1  llv>  ICllllvl  LJOV>  IllCiy    IC^OLJIl  III   lllv>  l-/IV>OV>IIV.yW  \Ji    INIIIV_/UV>II   III  UIUUIIUVV  CILV>  1    U 1    O  LJ 1  1  CX\j\> 

water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7.2  -  9 

4.8  -  7 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 

ijifi_m  A  n 

WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

203 

1 .  The  use  of  land  as  livestock  grazing  or  pasturing  land. 

2.  The  number  of  nutrient  units  generated  in  the  farm  unit  divided  by  the  number  of 
acres  of  land  that  is  used  for  livestock  grazing  or  pasturing  land  is  sufficient  to 
generate  nutrients  at  an  annual  rate  that  is  at  least  0.5  and  not  more  than  1 
nutrient  unit  per  acre. 

3  Thp  jpnri  ii^ip  mav  rp^iiiit  in  thp  nrp^ipnrp  of  Phn^inhnriic;  ^tntah  in  nrniinrlwatpr  nr 

O.     1  1  i\j  IClll\.J  LJOW  IllCiy    IWOLJIl  III   lllv>  lu'lwOWIIV.fW  \Ji    1    IIV-ZOIu/IIV-ZIUO  \  LU  ICll  /  III  ^lULJIItvlVVClL^I  Ul 

surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

4.9  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

HVA 

SGRA 

204 

1 .  The  use  of  land  as  livestock  grazing  or  pasturing  land. 

2.  The  number  of  nutrient  units  generated  in  the  farm  unit  divided  by  the  number  of 
acres  of  land  that  is  used  for  livestock  grazing  or  pasturing  land  is  sufficient  to 
generate  nutrients  at  an  annual  rate  that  is  more  than  1  nutrient  unit  per  acre. 

3.  The  land  use  may  result  in  the  presence  of  Nitrogen  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 

iJifLf  n  A  n 

WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

205 

1 .  The  use  of  land  as  livestock  grazing  or  pasturing  land. 

2.  The  number  of  nutrient  units  generated  in  the  farm  unit  divided  by  the  number  of 
acres  of  land  that  is  used  for  livestock  grazing  or  pasturing  land  is  sufficient  to 
generate  nutrients  at  an  annual  rate  that  is  more  than  1  nutrient  unit  per  acre. 

3.  The  land  use  may  result  in  the  presence  of  Phosphorus  (total)  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
vVrlr  A-U 

HVA 

SGRA 

The  use  of  land  as 
livestock  grazing  or 
pasturing  land,  an 
outdoor 

confinement  area  or 
a  farm-anlmal  yard. 

206 

1 .  The  use  of  land  as  an  outdoor  confinement  area  or  a  farm-animal  yard. 

2.  The  number  of  animals  confined  in  the  area  at  any  time  is  sufficient  to  generate 
agricultural  source  material  at  a  rate  of  less  than  120  nutrient  units  per  hectares  of 
the  area  annually. 

3.  The  land  use  may  result  in  the  presence  of  Nitrogen  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

V  ¥  111  U 

10 

6-8 

HVA 

6 

SGRA 

6 

51 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  use  of  land 
as  livestock 
grazing  or 
pasturing  land, 
an  outdoor 
confinement 
area  or  a  farm- 
animal  yard.  0. 
Reg.  385/08,  s. 
3. 

207 

1 .  The  use  of  land  as  an  outdoor  confinement  area  or  a  farm-animal  yard. 

2.  The  number  of  animals  confined  in  the  area  at  any  time  is  sufficient  to  generate 
agricultural  source  material  at  a  rate  of  less  than  120  nutrient  units  per  hectares  of 
the  area  annually. 

3.  The  land  use  may  result  in  the  presence  of  Phosphorus  (total)  in  groundwater  or 

*^iirfprp  wpfpr 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 

ijifi_m  A  n 

WHPA-D 

HVA 

SGRA 

208 

1 .  The  use  of  land  as  an  outdoor  confinement  area  or  a  farm-animal  yard. 

2.  The  number  of  animals  confined  in  the  area  at  any  time  is  sufficient  to  generate 
agricultural  source  material  at  a  rate  of  at  least  120  nutrient  units  and  not  more 
than  300  nutrient  units  per  hectares  of  the  area  annually. 

3.  The  land  use  may  result  in  the  presence  of  Nitrogen  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7.2  -  9 

4.8  -  7 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WnPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

209 

1 .  The  use  of  land  as  an  outdoor  confinement  area  or  a  farm-animal  yard. 

2.  The  number  of  animals  confined  in  the  area  at  any  time  is  sufficient  to  generate 
agricultural  source  material  at  a  rate  of  at  least  1 20  nutrient  units  and  not  more 
than  300  nutrient  units  per  hectares  of  the  area  annually. 

3.  The  land  use  may  result  in  the  presence  of  Phosphorus  (total)  in  groundwater  or 

*^iirfprp  wpfpr 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

4.9  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

HVA 

SGRA 

210 

1 .  The  use  of  land  as  an  outdoor  confinement  area  or  a  farm-animal  yard. 

2.  The  number  of  animals  confined  in  the  area  at  any  time  is  sufficient  to  generate 
agricultural  source  material  at  a  rate  of  more  than  300  nutrient  units  per  hectares 
of  the  area  annually. 

3.  The  land  use  may  result  in  the  presence  of  Nitrogen  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

211 

1 .  The  use  of  land  as  an  outdoor  confinement  area  or  a  farm-animal  yard. 

2.  The  number  of  animals  confined  in  the  area  at  any  time  is  sufficient  to  generate 
agricultural  source  material  at  a  rate  of  more  than  300  nutrient  units  per  hectares 
of  the  area  annually. 

3.  The  land  use  may  result  in  the  presence  of  Phosphorus  (total)  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

V  V  111  rA  U 

HVA 

SGRA 

52 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

212 

1 .  The  system  is  a  combined  sewer  tinat  may  disclnarge  sanitary  sewage 
containing  Inuman  waste  to  surface  water  otiner  tinan  by  way  of  a  designed  bypass. 

2.  Tine  combined  sewer  is  part  of  a  system  tinat  includes  a  wastewater  treatment 
facility  designed  to  discharge  treated  sanitary  sewage  at  an  average  daily  rate  that 
is  not  more  than  500  cubic  metres  on  an  annual  basis. 

3.  The  discharge  from  the  combined  sewer  may  result  in  the  presence  of  BTEX  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

1A/LJDA  n 

WnrA-U 

HVA 

SGRA 

213 

1 .  The  system  is  a  combined  sewer  that  may  discharge  sanitary  sewage 
containing  human  waste  to  surface  water  other  than  by  way  of  a  designed  bypass. 

2.  The  combined  sewer  is  part  of  a  system  that  includes  a  wastewater  treatment 
facility  designed  to  discharge  treated  sanitary  sewage  at  an  average  daily  rate  that 
is  not  more  than  500  cubic  metres  on  an  annual  basis. 

3.  The  discharge  from  the  combined  sewer  may  result  in  the  presence  of 
Cadmium  or  one  or  more  of  its  compounds  containing  Cadmium  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 

3, 

WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

HVA 

SGRA 

214 

1 .  The  system  is  a  combined  sewer  that  may  discharge  sanitary  sewage 
containing  human  waste  to  surface  water  other  than  by  way  of  a  designed  bypass. 

2.  The  combined  sewer  is  part  of  a  system  that  includes  a  wastewater  treatment 
facility  designed  to  discharge  treated  sanitary  sewage  at  an  average  daily  rate  that 
is  not  more  than  500  cubic  metres  on  an  annual  basis. 

3.  The  discharge  from  the  combined  sewer  may  result  in  the  presence  of  Copper 
or  one  or  more  of  its  compounds  containing  Copper  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2,  IPZ- 

3, 

WHPA-E 

7-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WnrA-U 

HVA 

SGRA 

215 

1 .  The  system  is  a  combined  sewer  that  may  discharge  sanitary  sewage 
containing  human  waste  to  surface  water  other  than  by  way  of  a  designed  bypass. 

2.  The  combined  sewer  is  part  of  a  system  that  includes  a  wastewater  treatment 
facility  designed  to  discharge  treated  sanitary  sewage  at  an  average  daily  rate  that 
is  not  more  than  500  cubic  metres  on  an  annual  basis. 

3.  The  discharge  from  the  combined  sewer  may  result  in  the  presence  of 
Hexachlorobenzene  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WHPA-D 

HVA 

SGRA 

53 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

216 

1 .  The  system  is  a  combined  sewer  tinat  may  disclnarge  sanitary  sewage 
containing  Inuman  waste  to  surface  water  otiner  tinan  by  way  of  a  designed  bypass. 

2.  Tine  combined  sewer  is  part  of  a  system  tinat  includes  a  wastewater  treatment 
facility  designed  to  discharge  treated  sanitary  sewage  at  an  average  daily  rate  that 
is  not  more  than  500  cubic  metres  on  an  annual  basis. 

3.  The  discharge  from  the  combined  sewer  may  result  in  the  presence  of  Lead  or 
one  or  more  of  its  compounds  containing  Lead  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3, 

WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

HVA 

SGRA 

217 

1 .  The  system  is  a  combined  sewer  that  may  discharge  sanitary  sewage 
containing  human  waste  to  surface  water  other  than  by  way  of  a  designed  bypass. 

2.  The  combined  sewer  is  part  of  a  system  that  includes  a  wastewater  treatment 
facility  designed  to  discharge  treated  sanitary  sewage  at  an  average  daily  rate  that 
is  not  more  than  500  cubic  metres  on  an  annual  basis. 

3.  The  discharge  from  the  combined  sewer  may  result  in  the  presence  of  Mercury 
or  one  or  more  of  its  compounds  containing  Mercury  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2,  IPZ- 

3, 

WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

HVA 

SGRA 

218 

1 .  The  system  is  a  combined  sewer  that  may  discharge  sanitary  sewage 
containing  human  waste  to  surface  water  other  than  by  way  of  a  designed  bypass. 

2.  The  combined  sewer  is  part  of  a  system  that  includes  a  wastewater  treatment 
facility  designed  to  discharge  treated  sanitary  sewage  at  an  average  daily  rate  that 
is  not  more  than  500  cubic  metres  on  an  annual  basis. 

3.  The  discharge  from  the  combined  sewer  may  result  in  the  presence  of  Nitrogen 
in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WnrA-U 

HVA 

SGRA 

219 

1 .  The  system  is  a  combined  sewer  that  may  discharge  sanitary  sewage 
containing  human  waste  to  surface  water  other  than  by  way  of  a  designed  bypass. 

2.  The  combined  sewer  is  part  of  a  system  that  includes  a  wastewater  treatment 
facility  designed  to  discharge  treated  sanitary  sewage  at  an  average  daily  rate  that 
is  not  more  than  500  cubic  metres  on  an  annual  basis. 

3.  The  discharge  from  the  combined  sewer  may  result  in  the  presence  of 
Nitrosodimethylamine-N  (NDMA)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WHPA-D 

HVA 

SGRA 

54 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

220 

1 .  The  system  is  a  combined  sewer  tinat  may  disclnarge  sanitary  sewage 
containing  Inuman  waste  to  surface  water  otiner  tinan  by  way  of  a  designed  bypass. 

2.  Tine  combined  sewer  is  part  of  a  system  tinat  includes  a  wastewater  treatment 
facility  designed  to  discharge  treated  sanitary  sewage  at  an  average  daily  rate  that 
is  not  more  than  500  cubic  metres  on  an  annual  basis. 

3.  The  discharge  from  the  combined  sewer  may  result  in  the  presence  of  one  or 
more  Polychlorinated  Biphenyls  (PCBs)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

1A/LJDA  n 

WnrA-U 

HVA 

SGRA 

221 

1 .  The  system  is  a  combined  sewer  that  may  discharge  sanitary  sewage 
containing  human  waste  to  surface  water  other  than  by  way  of  a  designed  bypass. 

2.  The  combined  sewer  is  part  of  a  system  that  includes  a  wastewater  treatment 
facility  designed  to  discharge  treated  sanitary  sewage  at  an  average  daily  rate  that 
is  not  more  than  500  cubic  metres  on  an  annual  basis. 

3.  The  discharge  from  the  combined  sewer  may  result  in  the  presence  of 
Pentachlorophenol  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WMHA-U 

HVA 

SGRA 

222 

1 .  The  system  is  a  combined  sewer  that  may  discharge  sanitary  sewage 
containing  human  waste  to  surface  water  other  than  by  way  of  a  designed  bypass. 

2.  The  combined  sewer  is  part  of  a  system  that  includes  a  wastewater  treatment 
facility  designed  to  discharge  treated  sanitary  sewage  at  an  average  daily  rate  that 
is  not  more  than  500  cubic  metres  on  an  annual  basis. 

3.  The  discharge  from  the  combined  sewer  may  result  in  the  presence  of 
Trichloroethylene  or  another  DNAPL  that  could  degrade  to  Trichloroethylene  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3, 

WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WnrA-U 

HVA 

SGRA 

223 

1 .  The  system  is  a  combined  sewer  that  may  discharge  sanitary  sewage 
containing  human  waste  to  surface  water  other  than  by  way  of  a  designed  bypass. 

2.  The  combined  sewer  is  part  of  a  system  that  includes  a  wastewater  treatment 
facility  designed  to  discharge  treated  sanitary  sewage  at  an  average  daily  rate  that 
is  not  more  than  500  cubic  metres  on  an  annual  basis. 

3.  The  discharge  from  the  combined  sewer  may  result  in  the  presence  of  Vinyl 
chloride  or  another  DNAPL  that  could  degrade  to  vinyl  chloride  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3, 

WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WHPA-D 

HVA 

SGRA 

55 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

224 

1 .  The  system  is  a  combined  sewer  tinat  may  disclnarge  sanitary  sewage 
containing  Inuman  waste  to  surface  water  otiner  tinan  by  way  of  a  designed  bypass. 

2.  Tine  combined  sewer  is  part  of  a  system  tinat  includes  a  wastewater  treatment 
facility  designed  to  discharge  treated  sanitary  sewage  at  an  average  daily  rate  that 
is  not  more  than  500  cubic  metres  on  an  annual  basis. 

3.  The  discharge  from  the  combined  sewer  may  result  in  the  presence  of  Zinc  or 
one  or  more  of  its  compounds  containing  Zinc  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

HVA 

SGRA 

225 

1 .  The  system  is  a  combined  sewer  that  may  discharge  sanitary  sewage 
containing  human  waste  to  surface  water  other  than  by  way  of  a  designed  bypass. 

2.  The  combined  sewer  is  part  of  a  system  that  includes  a  wastewater  treatment 
facility  designed  to  discharge  treated  sanitary  sewage  at  an  average  daily  rate  that 
is  more  than  500  but  not  more  than  2,500  cubic  metres  on  an  annual  basis. 

3.  The  discharge  from  the  combined  sewer  may  result  in  the  presence  of  BTEX  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 

3, 

WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

HVA 

SGRA 

226 

1 .  The  system  is  a  combined  sewer  that  may  discharge  sanitary  sewage 
containing  human  waste  to  surface  water  other  than  by  way  of  a  designed  bypass. 

2.  The  combined  sewer  is  part  of  a  system  that  includes  a  wastewater  treatment 
facility  designed  to  discharge  treated  sanitary  sewage  at  an  average  daily  rate  that 
is  more  than  500  but  not  more  than  2,500  cubic  metres  on  an  annual  basis. 

3.  The  discharge  from  the  combined  sewer  may  result  in  the  presence  of 
Cadmium  or  one  or  more  of  its  compounds  containing  Cadmium  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 

3, 

WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

HVA 

SGRA 

227 

1 .  The  system  is  a  combined  sewer  that  may  discharge  sanitary  sewage 
containing  human  waste  to  surface  water  other  than  by  way  of  a  designed  bypass. 

2.  The  combined  sewer  is  part  of  a  system  that  includes  a  wastewater  treatment 
facility  designed  to  discharge  treated  sanitary  sewage  at  an  average  daily  rate  that 
is  more  than  500  but  not  more  than  2,500  cubic  metres  on  an  annual  basis. 

3.  The  discharge  from  the  combined  sewer  may  result  in  the  presence  of  Copper 
or  one  or  more  of  its  compounds  containing  Copper  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2,  IPZ- 
3, 

WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

HVA 

SGRA 

56 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

228 

1 .  The  system  is  a  combined  sewer  tinat  may  disclnarge  sanitary  sewage 
containing  Inuman  waste  to  surface  water  otiner  tinan  by  way  of  a  designed  bypass. 

2.  Tine  combined  sewer  is  part  of  a  system  tinat  includes  a  wastewater  treatment 
facility  designed  to  discharge  treated  sanitary  sewage  at  an  average  daily  rate  that 
is  more  than  500  but  not  more  than  2,500  cubic  metres  on  an  annual  basis. 

3.  The  discharge  from  the  combined  sewer  may  result  in  the  presence  of 
Hexachlorobenzene  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3, 

WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

HVA 

SGRA 

229 

1 .  The  system  is  a  combined  sewer  that  may  discharge  sanitary  sewage 
containing  human  waste  to  surface  water  other  than  by  way  of  a  designed  bypass. 

2.  The  combined  sewer  is  part  of  a  system  that  includes  a  wastewater  treatment 
facility  designed  to  discharge  treated  sanitary  sewage  at  an  average  daily  rate  that 
is  more  than  500  but  not  more  than  2,500  cubic  metres  on  an  annual  basis. 

3.  The  discharge  from  the  combined  sewer  may  result  in  the  presence  of  Lead  or 
one  or  more  of  its  compounds  containing  Lead  in  groundwater  or  surface  water. 

IPZ-1, 
IPZ-2, 
IPZ-3, 
WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

HVA 

SGRA 

230 

1 .  The  system  is  a  combined  sewer  that  may  discharge  sanitary  sewage 
containing  human  waste  to  surface  water  other  than  by  way  of  a  designed  bypass. 

2.  The  combined  sewer  is  part  of  a  system  that  includes  a  wastewater  treatment 
facility  designed  to  discharge  treated  sanitary  sewage  at  an  average  daily  rate  that 
is  more  than  500  but  not  more  than  2,500  cubic  metres  on  an  annual  basis. 

3.  The  discharge  from  the  combined  sewer  may  result  in  the  presence  of  Mercury 
or  one  or  more  of  its  compounds  containing  Mercury  in  groundwater  or  surface 
water. 

IPZ-1, 
IPZ-2, 
IPZ-3, 
WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

HVA 

SGRA 

231 

1 .  The  system  is  a  combined  sewer  that  may  discharge  sanitary  sewage 
containing  human  waste  to  surface  water  other  than  by  way  of  a  designed  bypass. 

2.  The  combined  sewer  is  part  of  a  system  that  includes  a  wastewater  treatment 
facility  designed  to  discharge  treated  sanitary  sewage  at  an  average  daily  rate  that 
is  more  than  500  but  not  more  than  2,500  cubic  metres  on  an  annual  basis. 

3.  The  discharge  from  the  combined  sewer  may  result  in  the  presence  of  Nitrogen 
in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3, 

WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

HVA 

SGRA 

57 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

232 

1 .  The  system  is  a  combined  sewer  tinat  may  disclnarge  sanitary  sewage 
containing  Inuman  waste  to  surface  water  otiner  tinan  by  way  of  a  designed  bypass. 

2.  Tine  combined  sewer  is  part  of  a  system  tinat  includes  a  wastewater  treatment 
facility  designed  to  discharge  treated  sanitary  sewage  at  an  average  daily  rate  that 
is  more  than  500  but  not  more  than  2,500  cubic  metres  on  an  annual  basis. 

3.  The  discharge  from  the  combined  sewer  may  result  in  the  presence  of 
Nitrosodimethylamine-N  (NDMA)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3, 

WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

HVA 

SGRA 

233 

1 .  The  system  is  a  combined  sewer  that  may  discharge  sanitary  sewage 
containing  human  waste  to  surface  water  other  than  by  way  of  a  designed  bypass. 

2.  The  combined  sewer  is  part  of  a  system  that  includes  a  wastewater  treatment 
facility  designed  to  discharge  treated  sanitary  sewage  at  an  average  daily  rate  that 
is  more  than  500  but  not  more  than  2,500  cubic  metres  on  an  annual  basis. 

3.  The  discharge  from  the  combined  sewer  may  result  in  the  presence  of  one  or 
more  Polychlorinated  Biphenyls  (PCBs)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 

3, 

WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

HVA 

SGRA 

234 

1 .  The  system  is  a  combined  sewer  that  may  discharge  sanitary  sewage 
containing  human  waste  to  surface  water  other  than  by  way  of  a  designed  bypass. 

2.  The  combined  sewer  is  part  of  a  system  that  includes  a  wastewater  treatment 
facility  designed  to  discharge  treated  sanitary  sewage  at  an  average  daily  rate  that 
is  more  than  500  but  not  more  than  2,500  cubic  metres  on  an  annual  basis. 

3.  The  discharge  from  the  combined  sewer  may  result  in  the  presence  of 
Pentachlorophenol  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3, 

WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

HVA 

SGRA 

235 

1 .  The  system  is  a  combined  sewer  that  may  discharge  sanitary  sewage 
containing  human  waste  to  surface  water  other  than  by  way  of  a  designed  bypass. 

2.  The  combined  sewer  is  part  of  a  system  that  includes  a  wastewater  treatment 
facility  designed  to  discharge  treated  sanitary  sewage  at  an  average  daily  rate  that 
is  more  than  500  but  not  more  than  2,500  cubic  metres  on  an  annual  basis. 

3.  The  discharge  from  the  combined  sewer  may  result  in  the  presence  of 
Trichloroethylene  or  another  DNAPL  that  could  degrade  to  Trichloroethylene  in 
groundwater  or  surface  water. 

IPZ-1, 
IPZ-2, 
IPZ-3, 
WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

HVA 

SGRA 

58 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

236 

1 .  The  system  is  a  combined  sewer  tinat  may  disclnarge  sanitary  sewage 
containing  Inuman  waste  to  surface  water  otiner  tinan  by  way  of  a  designed  bypass. 

2.  Tine  combined  sewer  is  part  of  a  system  tinat  includes  a  wastewater  treatment 
facility  designed  to  discharge  treated  sanitary  sewage  at  an  average  daily  rate  that 
is  more  than  500  but  not  more  than  2,500  cubic  metres  on  an  annual  basis. 

3.  The  discharge  from  the  combined  sewer  may  result  in  the  presence  of  Vinyl 
chloride  or  another  DNAPL  that  could  degrade  to  vinyl  chloride  in  groundwater  or 
surface  water. 

IPZ-1, 
IPZ-2, 
IPZ-3, 
WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

HVA 

SGRA 

237 

1 .  The  system  is  a  combined  sewer  that  may  discharge  sanitary  sewage 
containing  human  waste  to  surface  water  other  than  by  way  of  a  designed  bypass. 

2.  The  combined  sewer  is  part  of  a  system  that  includes  a  wastewater  treatment 
facility  designed  to  discharge  treated  sanitary  sewage  at  an  average  daily  rate  that 
is  more  than  500  but  not  more  than  2,500  cubic  metres  on  an  annual  basis. 

3.  The  discharge  from  the  combined  sewer  may  result  in  the  presence  of  Zinc  or 
one  or  more  of  its  compounds  containing  Zinc  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3, 

WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

HVA 

SGRA 

238 

1 .  The  system  is  a  combined  sewer  that  may  discharge  sanitary  sewage 
containing  human  waste  to  surface  water  other  than  by  way  of  a  designed  bypass. 

2.  The  combined  sewer  is  part  of  a  system  that  includes  a  wastewater  treatment 
facility  designed  to  discharge  treated  sanitary  sewage  at  an  average  daily  rate  that 
is  more  than  2,500  but  not  more  than  17,500  cubic  metres  on  an  annual  basis. 

3.  The  discharge  from  the  combined  sewer  may  result  in  the  presence  of  BTEX  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3, 

WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

HVA 

SGRA 

239 

1 .  The  system  is  a  combined  sewer  that  may  discharge  sanitary  sewage 
containing  human  waste  to  surface  water  other  than  by  way  of  a  designed  bypass. 

2.  The  combined  sewer  is  part  of  a  system  that  includes  a  wastewater  treatment 
facility  designed  to  discharge  treated  sanitary  sewage  at  an  average  daily  rate  that 
is  more  than  2,500  but  not  more  than  17,500  cubic  metres  on  an  annual  basis. 

3.  The  discharge  from  the  combined  sewer  may  result  in  the  presence  of 
Cadmium  or  one  or  more  of  its  compounds  containing  Cadmium  in  groundwater  or 
surface  water. 

IPZ-1, 
IPZ-2, 
IPZ-3, 
WHPA-E 

10 

8-9 

4.9  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

HVA 

SGRA 

59 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

240 

1 .  The  system  is  a  combined  sewer  tinat  may  disclnarge  sanitary  sewage 
containing  Inuman  waste  to  surface  water  otiner  tinan  by  way  of  a  designed  bypass. 

2.  Tine  combined  sewer  is  part  of  a  system  tinat  includes  a  wastewater  treatment 
facility  designed  to  discharge  treated  sanitary  sewage  at  an  average  daily  rate  that 
is  more  than  2,500  but  not  more  than  17,500  cubic  metres  on  an  annual  basis. 

3.  The  discharge  from  the  combined  sewer  may  result  in  the  presence  of  Copper 
or  one  or  more  of  its  compounds  containing  Copper  in  groundwater  or  surface 
water. 

IPZ-1, 
IPZ-2, 
IPZ-3, 
WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

HVA 

SGRA 

241 

1 .  The  system  is  a  combined  sewer  that  may  discharge  sanitary  sewage 
containing  human  waste  to  surface  water  other  than  by  way  of  a  designed  bypass. 

2.  The  combined  sewer  is  part  of  a  system  that  includes  a  wastewater  treatment 
facility  designed  to  discharge  treated  sanitary  sewage  at  an  average  daily  rate  that 
is  more  than  2,500  but  not  more  than  17,500  cubic  metres  on  an  annual  basis. 

3.  The  discharge  from  the  combined  sewer  may  result  in  the  presence  of 
Hexachlorobenzene  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2, 

IPZ-3, 

WHPA-E 

10 

8-9 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

HVA 

SGRA 

242 

1  .The  system  is  a  combined  sewer  that  may  discharge  sanitary  sewage  containing 
human  waste  to  surface  water  other  than  by  way  of  a  designed  bypass. 

2.  The  combined  sewer  is  part  of  a  system  that  includes  a  wastewater  treatment 
facility  designed  to  discharge  treated  sanitary  sewage  at  an  average  daily  rate  that 
is  more  than  2,500  but  not  more  than  17,500  cubic  metres  on  an  annual  basis. 

3.  The  discharge  from  the  combined  sewer  may  result  in  the  presence  of  Lead  or 
one  or  more  of  its  compounds  containing  Lead  in  groundwater  or  surface  water. 

IPZ-1, 
IPZ-2, 

IPZ-3,  WHPA-E 

10 

8-9 

4.9  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

HVA 

SGRA 

243 

1 .  The  system  is  a  combined  sewer  that  may  discharge  sanitary  sewage 
containing  human  waste  to  surface  water  other  than  by  way  of  a  designed  bypass. 

2.  The  combined  sewer  is  part  of  a  system  that  includes  a  wastewater  treatment 
facility  designed  to  discharge  treated  sanitary  sewage  at  an  average  daily  rate  that 
is  more  than  2,500  but  not  more  than  17,500  cubic  metres  on  an  annual  basis. 

3.  The  discharge  from  the  combined  sewer  may  result  in  the  presence  of  Mercury 
or  one  or  more  of  its  compounds  containing  Mercury  in  groundwater  or  surface 
water. 

IPZ-1, 
IPZ-2, 
IPZ-3, 
WHPA-E 

10 

7.2  -  9 

4.8  -  7 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

HVA 

SGRA 

60 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

244 

1 .  The  system  is  a  combined  sewer  tinat  may  disclnarge  sanitary  sewage 
containing  Inuman  waste  to  surface  water  otiner  tinan  by  way  of  a  designed  bypass. 

2.  Tine  combined  sewer  is  part  of  a  system  tinat  includes  a  wastewater  treatment 
facility  designed  to  discharge  treated  sanitary  sewage  at  an  average  daily  rate  that 
is  more  than  2,500  but  not  more  than  17,500  cubic  metres  on  an  annual  basis. 

3.  The  discharge  from  the  combined  sewer  may  result  in  the  presence  of  Nitrogen 
in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2, 

IPZ-3, 

WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

HVA 

SGRA 

245 

1 .  The  system  is  a  combined  sewer  that  may  discharge  sanitary  sewage 
containing  human  waste  to  surface  water  other  than  by  way  of  a  designed  bypass. 

2.  The  combined  sewer  is  part  of  a  system  that  includes  a  wastewater  treatment 
facility  designed  to  discharge  treated  sanitary  sewage  at  an  average  daily  rate  that 
is  more  than  2,500  but  not  more  than  17,500  cubic  metres  on  an  annual  basis. 

3.  The  discharge  from  the  combined  sewer  may  result  in  the  presence  of 
Nitrosodimethylamine-N  (NDMA)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2, 

IPZ-3, 

WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

HVA 

SGRA 

246 

1 .  The  system  is  a  combined  sewer  that  may  discharge  sanitary  sewage 
containing  human  waste  to  surface  water  other  than  by  way  of  a  designed  bypass. 

2.  The  combined  sewer  is  part  of  a  system  that  includes  a  wastewater  treatment 
facility  designed  to  discharge  treated  sanitary  sewage  at  an  average  daily  rate  that 
is  more  than  2,500  but  not  more  than  17,500  cubic  metres  on  an  annual  basis. 

3.  The  discharge  from  the  combined  sewer  may  result  in  the  presence  of  one  or 
more  Polychlorinated  Biphenyls  (PCBs)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2, 

IPZ-3, 

WHPA-E 

10 

7.2  -  9 

4.8  -  7 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

HVA 

SGRA 

61 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

247 

1 .  The  system  is  a  combined  sewer  tinat  may  disclnarge  sanitary  sewage 
containing  Inuman  waste  to  surface  water  otiner  tinan  by  way  of  a  designed  bypass. 

2.  Tine  combined  sewer  is  part  of  a  system  tinat  includes  a  wastewater  treatment 
facility  designed  to  discharge  treated  sanitary  sewage  at  an  average  daily  rate  that 
is  more  than  2,500  but  not  more  than  17,500  cubic  metres  on  an  annual  basis. 

3.  The  discharge  from  the  combined  sewer  may  result  in  the  presence  of 
Pentachlorophenol  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2, 

IPZ-3, 

WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

HVA 

SGRA 

248 

1 .  The  system  is  a  combined  sewer  that  may  discharge  sanitary  sewage 
containing  human  waste  to  surface  water  other  than  by  way  of  a  designed  bypass. 

2.  The  combined  sewer  is  part  of  a  system  that  includes  a  wastewater  treatment 
facility  designed  to  discharge  treated  sanitary  sewage  at  an  average  daily  rate  that 
is  more  than  2,500  but  not  more  than  17,500  cubic  metres  on  an  annual  basis. 

3.  The  discharge  from  the  combined  sewer  may  result  in  the  presence  of 
Trichloroethylene  or  another  DNAPL  that  could  degrade  to  Trichloroethylene  in 
groundwater  or  surface  water. 

IPZ-1, 
IPZ-2, 
IPZ-3, 
WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

HVA 

SGRA 

249 

1 .  The  system  is  a  combined  sewer  that  may  discharge  sanitary  sewage 
containing  human  waste  to  surface  water  other  than  by  way  of  a  designed  bypass. 

2.  The  combined  sewer  is  part  of  a  system  that  includes  a  wastewater  treatment 
facility  designed  to  discharge  treated  sanitary  sewage  at  an  average  daily  rate  that 
is  more  than  2,500  but  not  more  than  17,500  cubic  metres  on  an  annual  basis. 

3.  The  discharge  from  the  combined  sewer  may  result  in  the  presence  of  Vinyl 
chloride  or  another  DNAPL  that  could  degrade  to  vinyl  chloride  in  groundwater  or 
surface  water. 

IPZ-1, 
IPZ-2, 
IPZ-3, 
WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

HVA 

SGRA 

250 

1 .  The  system  is  a  combined  sewer  that  may  discharge  sanitary  sewage 
containing  human  waste  to  surface  water  other  than  by  way  of  a  designed  bypass. 

2.  The  combined  sewer  is  part  of  a  system  that  includes  a  wastewater  treatment 
facility  designed  to  discharge  treated  sanitary  sewage  at  an  average  daily  rate  that 
is  more  than  2,500  but  not  more  than  17,500  cubic  metres  on  an  annual  basis. 

3.  The  discharge  from  the  combined  sewer  may  result  in  the  presence  of  Zinc  or 
one  or  more  of  its  compounds  containing  Zinc  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2, 

IPZ-3, 

WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

HVA 

SGRA 

62 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablitity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

251 

1 .  The  system  is  a  combined  sewer  tinat  may  disclnarge  sanitary  sewage 
containing  Inuman  waste  to  surface  water  otiner  tinan  by  way  of  a  designed  bypass. 

2.  Tine  combined  sewer  is  part  of  a  system  tinat  includes  a  wastewater  treatment 
facility  designed  to  discharge  treated  sanitary  sewage  at  an  average  daily  rate  that 
is  more  than  17,500  but  not  more  than  50,000  cubic  metres  on  an  annual  basis. 

3.  The  discharge  from  the  combined  sewer  may  result  in  the  presence  of  BTEX  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2, 

IPZ-3, 

WHPA-E 

10 

7-9 

4.8  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

HVA 

SGRA 

252 

1 .  The  system  is  a  combined  sewer  that  may  discharge  sanitary  sewage 
containing  human  waste  to  surface  water  other  than  by  way  of  a  designed  bypass. 

2.  The  combined  sewer  is  part  of  a  system  that  includes  a  wastewater  treatment 
facility  designed  to  discharge  treated  sanitary  sewage  at  an  average  daily  rate  that 
is  more  than  1 7,500  but  not  more  than  50,000  cubic  metres  on  an  annual  basis. 

3.  The  discharge  from  the  combined  sewer  may  result  in  the  presence  of 
Cadmium  or  one  or  more  of  its  compounds  containing  Cadmium  in  groundwater  or 
surface  water. 

IPZ-1, 
IPZ-2, 
IPZ-3, 
WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

HVA 

SGRA 

253 

1 .  The  system  is  a  combined  sewer  that  may  discharge  sanitary  sewage 
containing  human  waste  to  surface  water  other  than  by  way  of  a  designed  bypass. 

2.  The  combined  sewer  is  part  of  a  system  that  includes  a  wastewater  treatment 
facility  designed  to  discharge  treated  sanitary  sewage  at  an  average  daily  rate  that 
is  more  than  17,500  but  not  more  than  50,000  cubic  metres  on  an  annual  basis. 

3.  The  discharge  from  the  combined  sewer  may  result  in  the  presence  of  Copper 
or  one  or  more  of  its  compounds  containing  Copper  in  groundwater  or  surface 
water. 

IPZ-1, 
IPZ-2, 
IPZ-3, 
WHPA-E 

10 

8-9 

4.9  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

HVA 

SGRA 

254 

1 .  The  system  is  a  combined  sewer  that  may  discharge  sanitary  sewage 
containing  human  waste  to  surface  water  other  than  by  way  of  a  designed  bypass. 

2.  The  combined  sewer  is  part  of  a  system  that  includes  a  wastewater  treatment 
facility  designed  to  discharge  treated  sanitary  sewage  at  an  average  daily  rate  that 
is  more  than  17,500  but  not  more  than  50,000  cubic  metres  on  an  annual  basis. 

3.  The  discharge  from  the  combined  sewer  may  result  in  the  presence  of 
Hexachlorobenzene  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2, 

IPZ-3, 

WHPA-E 

10 

7-9 

4.8  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

HVA 

SGRA 

63 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

255 

1 .  The  system  is  a  combined  sewer  tinat  may  disclnarge  sanitary  sewage 
containing  Inuman  waste  to  surface  water  otiner  tinan  by  way  of  a  designed  bypass. 

2.  Tine  combined  sewer  is  part  of  a  system  tinat  includes  a  wastewater  treatment 
facility  designed  to  discharge  treated  sanitary  sewage  at  an  average  daily  rate  that 
is  more  than  17,500  but  not  more  than  50,000  cubic  metres  on  an  annual  basis. 

3.  The  discharge  from  the  combined  sewer  may  result  in  the  presence  of  Lead  or 
one  or  more  of  its  compounds  containing  Lead  in  groundwater  or  surface  water. 

IPZ-1, 
IPZ-2, 
IPZ-3, 
WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

HVA 

SGRA 

256 

1 .  The  system  is  a  combined  sewer  that  may  discharge  sanitary  sewage 
containing  human  waste  to  surface  water  other  than  by  way  of  a  designed  bypass. 

2.  The  combined  sewer  is  part  of  a  system  that  includes  a  wastewater  treatment 
facility  designed  to  discharge  treated  sanitary  sewage  at  an  average  daily  rate  that 
is  more  than  17,500  but  not  more  than  50,000  cubic  metres  on  an  annual  basis. 

3.  The  discharge  from  the  combined  sewer  may  result  in  the  presence  of  Mercury 
or  one  or  more  of  its  compounds  containing  Mercury  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

HVA 

SGRA 

257 

1 .  The  system  is  a  combined  sewer  that  may  discharge  sanitary  sewage 
containing  human  waste  to  surface  water  other  than  by  way  of  a  designed  bypass. 

2.  The  combined  sewer  is  part  of  a  system  that  includes  a  wastewater  treatment 
facility  designed  to  discharge  treated  sanitary  sewage  at  an  average  daily  rate  that 
is  more  than  17,500  but  not  more  than  50,000  cubic  metres  on  an  annual  basis. 

3.  The  discharge  from  the  combined  sewer  may  result  in  the  presence  of  Nitrogen 
in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2, 

IPZ-3, 

WHPA-E 

10 

7.2  -  9 

4.8  -  7 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

HVA 

SGRA 

258 

1 .  The  system  is  a  combined  sewer  that  may  discharge  sanitary  sewage 
containing  human  waste  to  surface  water  other  than  by  way  of  a  designed  bypass. 

2.  The  combined  sewer  is  part  of  a  system  that  includes  a  wastewater  treatment 
facility  designed  to  discharge  treated  sanitary  sewage  at  an  average  daily  rate  that 
is  more  than  17,500  but  not  more  than  50,000  cubic  metres  on  an  annual  basis. 

3.  The  discharge  from  the  combined  sewer  may  result  in  the  presence  of 
Nitrosodimethylamine-N  (NDMA)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2, 

IPZ-3, 

WHPA-E 

10 

7.2  -  9 

4.8  -  7 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

HVA 

SGRA 

64 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

259 

1 .  The  system  is  a  combined  sewer  tinat  may  disclnarge  sanitary  sewage 
containing  Inuman  waste  to  surface  water  otiner  tinan  by  way  of  a  designed  bypass. 

2.  Tine  combined  sewer  is  part  of  a  system  tinat  includes  a  wastewater  treatment 
facility  designed  to  discharge  treated  sanitary  sewage  at  an  average  daily  rate  that 
is  more  than  17,500  but  not  more  than  50,000  cubic  metres  on  an  annual  basis. 

3.  The  discharge  from  the  combined  sewer  may  result  in  the  presence  of  one  or 
more  Polychlorinated  Biphenyls  (PCBs)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2, 

IPZ-3, 

WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

HVA 

SGRA 

260 

1 .  The  system  is  a  combined  sewer  that  may  discharge  sanitary  sewage 
containing  human  waste  to  surface  water  other  than  by  way  of  a  designed  bypass. 

2.  The  combined  sewer  is  part  of  a  system  that  includes  a  wastewater  treatment 
facility  designed  to  discharge  treated  sanitary  sewage  at  an  average  daily  rate  that 
is  more  than  1 7,500  but  not  more  than  50,000  cubic  metres  on  an  annual  basis. 

3.  The  discharge  from  the  combined  sewer  may  result  in  the  presence  of 
Pentachlorophenol  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2, 

IPZ-3, 

WHPA-E 

10 

7.2  -  9 

4.8  -  7 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

HVA 

SGRA 

261 

1 .  The  system  is  a  combined  sewer  that  may  discharge  sanitary  sewage 
containing  human  waste  to  surface  water  other  than  by  way  of  a  designed  bypass. 

2.  The  combined  sewer  is  part  of  a  system  that  includes  a  wastewater  treatment 
facility  designed  to  discharge  treated  sanitary  sewage  at  an  average  daily  rate  that 
is  more  than  17,500  but  not  more  than  50,000  cubic  metres  on  an  annual  basis. 

3.  The  discharge  from  the  combined  sewer  may  result  in  the  presence  of 
Trichloroethylene  or  another  DNAPL  that  could  degrade  to  Trichloroethylene  in 
groundwater  or  surface  water. 

IPZ-1, 
IPZ-2, 
IPZ-3, 
WHPA-E 

10 

7.2  -  9 

4.8  -  7 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

HVA 

SGRA 

262 

1 .  The  system  is  a  combined  sewer  that  may  discharge  sanitary  sewage 
containing  human  waste  to  surface  water  other  than  by  way  of  a  designed  bypass. 

2.  The  combined  sewer  is  part  of  a  system  that  includes  a  wastewater  treatment 
facility  designed  to  discharge  treated  sanitary  sewage  at  an  average  daily  rate  that 
is  more  than  1 7,500  but  not  more  than  50,000  cubic  metres  on  an  annual  basis. 

3.  The  discharge  from  the  combined  sewer  may  result  in  the  presence  of  Vinyl 
chloride  or  another  DNAPL  that  could  degrade  to  vinyl  chloride  in  groundwater  or 
surface  water. 

IPZ-1, 
IPZ-2, 
IPZ-3, 
WHPA-E 

10 

7-9 

4.8  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

HVA 

SGRA 

65 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablitity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

263 

1 .  The  system  is  a  combined  sewer  tinat  may  disclnarge  sanitary  sewage 
containing  Inuman  waste  to  surface  water  otiner  tinan  by  way  of  a  designed  bypass. 

2.  Tine  combined  sewer  is  part  of  a  system  tinat  includes  a  wastewater  treatment 
facility  designed  to  discharge  treated  sanitary  sewage  at  an  average  daily  rate  that 
is  more  than  17,500  but  not  more  than  50,000  cubic  metres  on  an  annual  basis. 

3.  The  discharge  from  the  combined  sewer  may  result  in  the  presence  of  Zinc  or 
one  or  more  of  its  compounds  containing  Zinc  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2, 

IPZ-3, 

WHPA-E 

10 

8-9 

4.9  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

HVA 

SGRA 

264 

1 .  The  system  is  a  combined  sewer  that  may  discharge  sanitary  sewage 
containing  human  waste  to  surface  water  other  than  by  way  of  a  designed  bypass. 

2.  The  combined  sewer  is  part  of  a  system  that  includes  a  wastewater  treatment 
facility  designed  to  discharge  treated  sanitary  sewage  at  an  average  daily  rate  that 
is  more  than  50,000  cubic  metres  on  an  annual  basis. 

3.  The  discharge  from  the  combined  sewer  may  result  in  the  presence  of  BTEX  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2, 
IPZ-3,  WHPA-E 

9-10 

6.4-8.1 

4.5-6.3 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

HVA 

SGRA 

265 

1 .  The  system  is  a  combined  sewer  that  may  discharge  sanitary  sewage 
containing  human  waste  to  surface  water  other  than  by  way  of  a  designed  bypass. 

2.  The  combined  sewer  is  part  of  a  system  that  includes  a  wastewater  treatment 
facility  designed  to  discharge  treated  sanitary  sewage  at  an  average  daily  rate  that 
is  more  than  50,000  cubic  metres  on  an  annual  basis. 

3.  The  discharge  from  the  combined  sewer  may  result  in  the  presence  of 
Cadmium  or  one  or  more  of  its  compounds  containing  Cadmium  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2, 

IPZ-3, 

WHPA-E 

9-10 

6.3-8.1 

4.2  -  6 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

HVA 

SGRA 

266 

1 .  The  system  is  a  combined  sewer  that  may  discharge  sanitary  sewage 
containing  human  waste  to  surface  water  other  than  by  way  of  a  designed  bypass. 

2.  The  combined  sewer  is  part  of  a  system  that  includes  a  wastewater  treatment 
facility  designed  to  discharge  treated  sanitary  sewage  at  an  average  daily  rate  that 
is  more  than  50,000  cubic  metres  on  an  annual  basis. 

3.  The  discharge  from  the  combined  sewer  may  result  in  the  presence  of  Copper 
or  one  or  more  of  its  compounds  containing  Copper  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2, 

IPZ-3, 

WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

HVA 

SGRA 

66 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

267 

1 .  The  system  is  a  combined  sewer  tinat  may  disclnarge  sanitary  sewage 
containing  Inuman  waste  to  surface  water  otiner  tinan  by  way  of  a  designed  bypass. 

2.  Tine  combined  sewer  is  part  of  a  system  tinat  includes  a  wastewater  treatment 
facility  designed  to  discharge  treated  sanitary  sewage  at  an  average  daily  rate  that 
is  more  than  50,000  cubic  metres  on  an  annual  basis. 

3.  The  discharge  from  the  combined  sewer  may  result  in  the  presence  of 
Hexachlorobenzene  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2, 
IPZ-3,  WHPA-E 

9-10 

6.3-8.1 

4.2  -  6 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

1A/LJDA  n 

WnrA-U 

HVA 

SGRA 

268 

1 .  The  system  is  a  combined  sewer  that  may  discharge  sanitary  sewage 
containing  human  waste  to  surface  water  other  than  by  way  of  a  designed  bypass. 

2.  The  combined  sewer  is  part  of  a  system  that  includes  a  wastewater  treatment 
facility  designed  to  discharge  treated  sanitary  sewage  at  an  average  daily  rate  that 
is  more  than  50,000  cubic  metres  on  an  annual  basis. 

3.  The  discharge  from  the  combined  sewer  may  result  in  the  presence  of  Lead  or 
one  or  more  of  its  compounds  containing  Lead  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2, 

IPZ-3, 

WHPA-E 

9-10 

6.3-8.1 

4.2  -  6 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

WHPA-D 

HVA 

SGRA 

269 

1 .  The  system  is  a  combined  sewer  that  may  discharge  sanitary  sewage 
containing  human  waste  to  surface  water  other  than  by  way  of  a  designed  bypass. 

2.  The  combined  sewer  is  part  of  a  system  that  includes  a  wastewater  treatment 
facility  designed  to  discharge  treated  sanitary  sewage  at  an  average  daily  rate  that 
is  more  than  50,000  cubic  metres  on  an  annual  basis. 

3.  The  discharge  from  the  combined  sewer  may  result  in  the  presence  of  Mercury 
or  one  or  more  of  its  compounds  containing  Mercury  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2, 

IPZ-3, 

WHPA-E 

8-10 

6  -  7.2 

4.2-5.6 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

HVA 

SGRA 

270 

1 .  The  system  is  a  combined  sewer  that  may  discharge  sanitary  sewage 
containing  human  waste  to  surface  water  other  than  by  way  of  a  designed  bypass. 

2.  The  combined  sewer  is  part  of  a  system  that  includes  a  wastewater  treatment 
facility  designed  to  discharge  treated  sanitary  sewage  at  an  average  daily  rate  that 
is  more  than  50,000  cubic  metres  on  an  annual  basis. 

3.  The  discharge  from  the  combined  sewer  may  result  in  the  presence  of  Nitrogen 
in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

HVA 

SGRA 

67 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

271 

1 .  The  system  is  a  combined  sewer  tinat  may  disclnarge  sanitary  sewage 
containing  Inuman  waste  to  surface  water  otiner  tinan  by  way  of  a  designed  bypass. 

2.  Tine  combined  sewer  is  part  of  a  system  tinat  includes  a  wastewater  treatment 
facility  designed  to  discharge  treated  sanitary  sewage  at  an  average  daily  rate  that 
is  more  than  50,000  cubic  metres  on  an  annual  basis. 

3.  The  discharge  from  the  combined  sewer  may  result  in  the  presence  of 
Nitrosodimethylamine-N  (NDMA)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

1A/LJDA  n 

WnrA-U 

HVA 

SGRA 

272 

1 .  The  system  is  a  combined  sewer  that  may  discharge  sanitary  sewage 
containing  human  waste  to  surface  water  other  than  by  way  of  a  designed  bypass. 

2.  The  combined  sewer  is  part  of  a  system  that  includes  a  wastewater  treatment 
facility  designed  to  discharge  treated  sanitary  sewage  at  an  average  daily  rate  that 
is  more  than  50,000  cubic  metres  on  an  annual  basis. 

3.  The  discharge  from  the  combined  sewer  may  result  in  the  presence  of  one  or 
more  Polychlorinated  Biphenyls  (PCBs)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

6  -  7.2 

4.2-5.6 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

HVA 

SGRA 

273 

1 .  The  system  is  a  combined  sewer  that  may  discharge  sanitary  sewage 
containing  human  waste  to  surface  water  other  than  by  way  of  a  designed  bypass. 

2.  The  combined  sewer  is  part  of  a  system  that  includes  a  wastewater  treatment 
facility  designed  to  discharge  treated  sanitary  sewage  at  an  average  daily  rate  that 
is  more  than  50,000  cubic  metres  on  an  annual  basis. 

3.  The  discharge  from  the  combined  sewer  may  result  in  the  presence  of 
Pentachlorophenol  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

HVA 

SGRA 

274 

1 .  The  system  is  a  combined  sewer  that  may  discharge  sanitary  sewage 
containing  human  waste  to  surface  water  other  than  by  way  of  a  designed  bypass. 

2.  The  combined  sewer  is  part  of  a  system  that  includes  a  wastewater  treatment 
facility  designed  to  discharge  treated  sanitary  sewage  at  an  average  daily  rate  that 
is  more  than  50,000  cubic  metres  on  an  annual  basis. 

3.  The  discharge  from  the  combined  sewer  may  result  in  the  presence  of 
Trichloroethylene  or  another  DNAPL  that  could  degrade  to  Trichloroethylene  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2, 

IPZ-3, 

WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

HVA 

SGRA 

68 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

275 

1 .  The  system  is  a  combined  sewer  tinat  may  disclnarge  sanitary  sewage 
containing  Inuman  waste  to  surface  water  otiner  tinan  by  way  of  a  designed  bypass. 

2.  Tine  combined  sewer  is  part  of  a  system  tinat  includes  a  wastewater  treatment 
facility  designed  to  discharge  treated  sanitary  sewage  at  an  average  daily  rate  that 
is  more  than  50,000  cubic  metres  on  an  annual  basis. 

3.  The  discharge  from  the  combined  sewer  may  result  in  the  presence  of  Vinyl 
chloride  or  another  DNAPL  that  could  degrade  to  vinyl  chloride  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2, 

IPZ-3, 

WHPA-E 

9-10 

6.4-8.1 

4.5-6.3 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

HVA 

SGRA 

276 

1 .  The  system  is  a  combined  sewer  that  may  discharge  sanitary  sewage 
containing  human  waste  to  surface  water  other  than  by  way  of  a  designed  bypass. 

2.  The  combined  sewer  is  part  of  a  system  that  includes  a  wastewater  treatment 
facility  designed  to  discharge  treated  sanitary  sewage  at  an  average  daily  rate  that 
is  more  than  50,000  cubic  metres  on  an  annual  basis. 

3.  The  discharge  from  the  combined  sewer  may  result  in  the  presence  of  Zinc  or 
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IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

WMPA  n 
vv  nrM-Li 

HVA 

SGRA 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

277 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  not 
more  than  1  hectare  and  the  predominant  land  uses  in  the  area  are  rural, 
agricultural,  or  low  density  residential. 

3.  The  discharge  may  result  in  the  presence  of  Aluminum  or  one  or  more  of  its 
compounds  containing  Aluminum  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7-10 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

8-10 

HVA 

SGRA 

278 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  not 
more  than  1  hectare  and  the  predominant  land  uses  in  the  area  are  rural, 
agricultural,  or  low  density  residential. 

3.  The  discharge  may  result  in  the  presence  of  Arsenic  or  one  or  more  of  its 
compounds  containing  Arsenic  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

8-10 

HVA 

SGRA 

69 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

279 

1 .  The  system  is  a  storm  water  management  facility  designed  to  disclnarge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  not 
more  than  1  hectare  and  the  predominant  land  uses  in  the  area  are  rural, 
agricultural,  or  low  density  residential. 

3.  The  discharge  may  result  in  the  presence  of  Cadmium  or  one  or  more  of  its 
compounds  containing  Cadmium  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

8-10 

HVA 

SGRA 

280 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  not 
more  than  1  hectare  and  the  predominant  land  uses  in  the  area  are  rural, 
agricultural,  or  low  density  residential. 

3.  The  discharge  may  result  in  the  presence  of  Chloride  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

8-10 

HVA 

SGRA 

281 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  not 
more  than  1  hectare  and  the  predominant  land  uses  in  the  area  are  rural, 
agricultural,  or  low  density  residential. 

3.  The  discharge  may  result  in  the  presence  of  Chromium  VI  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

8-10 

HVA 

SGRA 

70 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

282 

1 .  The  system  is  a  storm  water  management  facility  designed  to  disclnarge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  not 
more  than  1  hectare  and  the  predominant  land  uses  in  the  area  are  rural, 
agricultural,  or  low  density  residential. 

3  Thp  rli<^phprnp  max/  rp<^iilt  in  thp  nrp*^pnrp  nf  Onnnpr  nr  nnp  nr  mnrp  nf  it<^ 

o.   iiiv>  \.jiov^iiciiuv>  iiiciy  iv^oLJii  III  iiiv>  i^/iwowiiv^w  v_/i        i^/j-z^i  ui  wiiw  wi  iiiv_/iw  v_/i  i lo 

compounds  containing  Copper  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7-10 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

HVA 

SGRA 

283 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  not 
more  than  1  hectare  and  the  predominant  land  uses  in  the  area  are  rural, 
agricultural,  or  low  density  residential. 

3  Thp  Hi^iphprnp  mav  rp*^iilt  in  thp  nrp*^pnrp  nf  fnivnhnciatp  in  nrniinHwatpr  nr 

O.     Illw  \..IIOV.fllCll^V>  IllCiy    IWOLJIl  III   lllw  lu/IWOWIIV.fW  V_/l    Vv4 1  y  lu/l  l  V_/OCl  LCy   III  ^lULJIItvlVVClLC^I  V_/l 

surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7.2-10 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

HVA 

SGRA 

284 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  not 
more  than  1  hectare  and  the  predominant  land  uses  in  the  area  are  rural, 
agricultural,  or  low  density  residential. 

3  Thp  rli<^rhprnp  max/  rp<^iilt  in  thp  nrp*^pnrp  nf  1  ppH  nr  nnp  nr  mnrp  nf  it«5 

O.     Illv>  UIOV^IICllUV>  lilCiy    IV^OLJIL  III   lllv>  l^/IWOWIIv^W  V_/l    1— V^Cllvl  V_/l    Ullw  V_/l    IIIWIw  V_/l    1  lO 

compounds  containing  Lead  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

8-10 

HVA 

SGRA 

285 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  not 
more  than  1  hectare  and  the  predominant  land  uses  in  the  area  are  rural, 
agricultural,  or  low  density  residential. 

3.  The  discharge  may  result  in  the  presence  of  Mecoprop  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

8-10 

HVA 

SGRA 

286 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  not 
more  than  1  hectare  and  the  predominant  land  uses  in  the  area  are  rural, 
agricultural,  or  low  density  residential. 

3.  The  discharge  may  result  in  the  presence  of  Mercury  or  one  or  more  of  its 
compounds  containing  Mercury  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

8-10 

HVA 

SGRA 

71 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

287 

1 .  The  system  is  a  storm  water  management  facility  designed  to  disclnarge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  not 
more  than  1  hectare  and  the  predominant  land  uses  in  the  area  are  rural, 
agricultural,  or  low  density  residential. 

3  Thp  rijcirhprnp  max/  rp<^iilt  in  thp  nrp*^pnrp  nf  Nirkpi  nr  nnp  nr  mnrp  nf  it*^ 

\J .     1  11^  \.JIOV^IICllUw   IllCiy    IwOLJIL  III    Lllw  k^l^O^IIV^w  \J  I    l>IIV^I\^l    \Jl    \J  I          \Jl     IIIV_/lw   \J  I  ILO 

compounds  containing  Nickel  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

HVA 

SGRA 

288 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  not 
more  than  1  hectare  and  the  predominant  land  uses  in  the  area  are  rural, 
agricultural,  or  low  density  residential. 

3  Thp  Hi^iphprnp  mav  rp*^iilt  in  thp  nrp*^pnrp  nf  Nitrnnpn  in  nrniindwatpr  nr  cjiirfarp 

O.     Illw  \..IIOV.fllCll^V>  IllCiy    IWOLJIl  III   lllw  lu/IWOWIIV.fW  V_/l    I^lll\_/Uwll   III  UIV_/LJII\..IVV  CIL\>  1    KJi    O  LJ 1  1  ClV.f^ 

water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

8-10 

HVA 

SGRA 

289 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  not 
more  than  1  hectare  and  the  predominant  land  uses  in  the  area  are  rural, 
agricultural,  or  low  density  residential. 

3  Thp  Hi<^phprnp  max/  rp<^iilt  in  thp  nrp*^pnrp  nf  nnp  nr  mnrp  Pnlvrvrlir  Arnmatir 

o.   1  iiv>  \.jiov^iiciiuv>  iiiciy  iv^oLJii  III  iiiv>  i^/ic^owiiv^v^  v_/i  wiiw  wi  iiiuiw  1  \j  1  y  \jy         r^i  w  1 1 1  ciii 

Hydrocarbons  (PAHs)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

8-10 

HVA 

SGRA 

290 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  not 
more  than  1  hectare  and  the  predominant  land  uses  in  the  area  are  rural, 
agricultural,  or  low  density  residential. 

3.  The  discharge  may  result  in  the  presence  of  Petroleum  Hydrocarbons  F1  (nC6- 
nC10)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7.2-10 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

HVA 

SGRA 

291 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  not 
more  than  1  hectare  and  the  predominant  land  uses  in  the  area  are  rural, 
agricultural,  or  low  density  residential. 

3.  The  discharge  may  result  in  the  presence  of  Petroleum  Hydrocarbons 
F4  (>nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7-10 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

HVA 

SGRA 

72 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

292 

1 .  The  system  is  a  storm  water  management  facility  designed  to  disclnarge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  not 
more  than  1  hectare  and  the  predominant  land  uses  in  the  area  are  rural, 
agricultural,  or  low  density  residential. 

3  Thp  rijcirhprnp  max/  rp<^iilt  in  thp  nrp*^pnrp  nf  Pptrnlpiim  Hvrlrnrprhnn*^  F? 

O.     1  llv>  \.JIOV^IICllUV>  IllCiy    IV^OLJIl  III   lllv>  j-ZIWOWIIvyW  V_/l    1    WllUIWLJIII  1  iyivllV_/V^CllLy\_/IIO  1 

(>nC1 0-nC1 6)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7-10 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

HVA 

SGRA 

293 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  not 
more  than  1  hectare  and  the  predominant  land  uses  in  the  area  are  rural, 
agricultural,  or  low  density  residential. 

3  Thp  rli*^phprnp  mav  rp^iiiit  in  thp  nrp^ipnpp  nf  Ppfrnipiim 

O.     1  llv>  \..IIOV.fllCllUV>  lilCiy    IWOLJIl  III   lllv>  lu'IWOWIIV_>w  \J\    1  C>llV_/IWLJIil 

Hydrocarbons  F3  (>nC16-nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

HVA 

SGRA 

294 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  not 
more  than  1  hectare  and  the  predominant  land  uses  in  the  area  are  rural, 
agricultural,  or  low  density  residential. 

3  Thp  rli<^rhprnp  max/  rp<^iilt  in  thp  nrp*^pnrp  nf  Phn^^nhnriic;  /'tntah  in  nrniinriwatpi' 

O.     IIIV>UIOV^IICllUV>lilCiy    IV^OLJIllll   lllV>l-'IWOWIIvyV>V_/l    1    IIWOI-/IIUILJOtLU  LQ 1/  III  UIWLJIIUVVdlWl 

or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7-10 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 

iJifLf  n  A  n 

WHPA-D 

HVA 

SGRA 

295 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  not 
more  than  1  hectare  and  the  predominant  land  uses  in  the  area  are  rural, 
agricultural,  or  low  density  residential. 

3.  The  discharge  may  result  in  the  presence  of  Zinc  or  one  or  more  of  its 
compounds  containing  Zinc  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7-10 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

HVA 

SGRA 

296 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  1  but  not  more  than  10  hectares  and  the  predominant  land  uses  in  the  area 
are  rural,  agricultural,  or  low  density  residential. 

3.  The  discharge  may  result  in  the  presence  of  Aluminum  or  one  or  more  of  its 
compounds  containing  Aluminum  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

V  V  III  r\  VJ 

8-10 

HVA 

SGRA 

73 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

297 

1 .  The  system  is  a  storm  water  management  facility  designed  to  disclnarge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  1  but  not  more  than  10  hectares  and  the  predominant  land  uses  in  the  area 
are  rural,  agricultural,  or  low  density  residential. 

3  Thp  rli<^rhprnp  mav  rp^^iiit  in  thp  nrp*^pnrp  nf  Ar^^pnir  nr  nnp  nr  mnrp  nf  it<^ 

\J .     111^  \.JIOV^IICllUw   IllCiy    IwOLJIL  III    Lllw  k^l^O^llww  \J  I    f\l  OwlllV^  \Jl    \Jl  l\y   \Jl    IIIV_/I^   \J  I  ILO 

compounds  containing  Arsenic  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 

ijifi_m  A  n 

WHPA-D 

10 

8 

HVA 

SGRA 

298 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  1  but  not  more  than  10  hectares  and  the  predominant  land  uses  in  the  area 
are  rural,  agricultural,  or  low  density  residential. 

3  Thp  rli*^phprnp  mav  rp^iiiit  in  thp  nrp^ipnpp  nf  r^arimiiim  nr  nnp  nr  mnrp  nf  it*^ 

\J .     111^  \..IIOV.fllCllV^Vy    IllCiy    I^OLJIL  III    lllw  k^l^O^llww  \J  I    \_/dU  IIIILJIII    \Jl    \Jl          \Jl    IIIV_/I^  \J  I    1  LO 

compounds  containing  Cadmium  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

HVA 

SGRA 

299 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  1  but  not  more  than  10  hectares  and  the  predominant  land  uses  in  the  area 
are  rural,  agricultural,  or  low  density  residential. 

3  Thp  rli<^rhprnp  max/  rp<^iilt  in  thp  nrp*^pnrp  nf  Chinririp  in  nrniinHwatpr  nr  <^iirfprp 

O.     Illv>  \.JIOV^IICllUV>  MlCiy    IV^OLJIL  III   lllv>  j-ZIWOWIIv^V^  V_/l    \-/l  IIWIIUV>  III  UlULJIItvlVV  CllV>  1    W 1    O  LJ 1  1 CIV^  V> 

water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WnPA-D 

8-10 

HVA 

SGRA 

300 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  1  but  not  more  than  10  hectares  and  the  predominant  land  uses  in  the  area 
are  rural,  agricultural,  or  low  density  residential. 

3.  The  discharge  may  result  in  the  presence  of  Chromium  VI  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WnPA-D 

10 

8 

HVA 

SGRA 

301 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  1  but  not  more  than  10  hectares  and  the  predominant  land  uses  in  the  area 
are  rural,  agricultural,  or  low  density  residential. 

3.  The  discharge  may  result  in  the  presence  of  Copper  or  one  or  more  of  its 
compounds  containing  Copper  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

8-10 

HVA 

SGRA 

74 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

302 

1 .  The  system  is  a  storm  water  management  facility  designed  to  disclnarge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  1  but  not  more  than  10  hectares  and  the  predominant  land  uses  in  the  area 
are  rural,  agricultural,  or  low  density  residential. 

3  Thp  rli<^rhprnp  max/  rp<^iilt  in  thp  nrp*^pnrp  nf  fnix/nhn^^atp  in  nrniinHwatpr  nr 

O.     1  1  i\>  \..IIOV^IICllUV>  IllCiy    IV^OLJIL  III   lllv>  j-ZIWOWIIvyW  KJi    \^  1  y  I-/I  1  UOCllW  III  UIWLJIItvlVVCllV^I  V_/l 

surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 

ijifi_m  A  n 

WHPA-D 

8-10 

HVA 

SGRA 

303 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  1  but  not  more  than  10  hectares  and  the  predominant  land  uses  in  the  area 
are  rural,  agricultural,  or  low  density  residential. 

3  Thp  rli*^phprnp  mav  rp^iiiit  in  thp  nrp^ipnpp  nf  1  pad  nr  nnp  nr  mnrp  nf 

O.     Illw  \..IIOV.fllCll^^  IllCiy    I^OLJIL  III   lllv>  lu/IWOWIlOV^  V_/l    1— ^Cllvl  V_/l    V_/IIW  V_/l    IIIUIw  V_/l    1  lO 

compounds  containing  Lead  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

HVA 

SGRA 

304 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  1  but  not  more  than  10  hectares  and  the  predominant  land  uses  in  the  area 
are  rural,  agricultural,  or  low  density  residential. 

3  Thp  Hi<^rhprnp  max/  rp<^iilt  in  thp  nrp*^pnrp  nf  Mpmnrnn  in  nrniinHwatpr  nr 

O.     Illv>  \..IIOV^IICllUV>  IllCiy    IV^OLJIL  III   lllv>  j-ZIWOWIIv^V^  V_/l    1  v  1  wV.^UI-'l  '^hJ  HI  UlULJIItvlVV  CILV>  1    W 1 

surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WnPA-D 

10 

8 

HVA 

SGRA 

305 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  1  but  not  more  than  10  hectares  and  the  predominant  land  uses  in  the  area 
are  rural,  agricultural,  or  low  density  residential. 

3.  The  discharge  may  result  in  the  presence  of  Mercury  or  one  or  more  of  its 
compounds  containing  Mercury  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

HVA 

SGRA 

306 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  1  but  not  more  than  10  hectares  and  the  predominant  land  uses  in  the  area 
are  rural,  agricultural,  or  low  density  residential. 

3.  The  discharge  may  result  in  the  presence  of  Nickel  or  one  or  more  of  its 
compounds  containing  Nickel  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

V  V  III  rA  U 

8-10 

HVA 

SGRA 

75 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

307 

1 .  The  system  is  a  storm  water  management  facility  designed  to  disclnarge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  1  but  not  more  than  10  hectares  and  the  predominant  land  uses  in  the  area 
are  rural,  agricultural,  or  low  density  residential. 

3  Thp  rli<^rhprnp  max/  rp<^iilt  in  thp  nrp*^pnrp  nf  Nitrnnpn  in  nrniinriwatpi'  nr  c^iirfarp 

O.     Illv>  \..IIOV^IICllUV>  lilCiy    IV^OLJIL  III   lllv>  j-ZIWOWIIv^V^  V_/l    INILIV_/Uwll   III  UIULJII\JVV  dL^  1    U 1    O  LJ 1  1 CIV^^ 

water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 

ijifi_m  A  n 

WHPA-D 

10 

8 

HVA 

SGRA 

308 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  1  but  not  more  than  10  hectares  and  the  predominant  land  uses  in  the  area 
are  rural,  agricultural,  or  low  density  residential. 

3  Thp  rli*^phprnp  mav  rp^iiiit  in  thp  nrp^ipnpp  nf  nnp  nr  mnrp  Pnivrvriip  Arnmatir 

o.   1  1  i\>            1  cii        iiiciy  iwoLJii  III  iiiw  iu'iwowiiv_>v>  v_/i  v_/iiw  v_/i  iiiv_/icy  1  \j  1  y  \jy         #vi  u  1 1 10110 

Hydrocarbons  (PAHs)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

8-10 

HVA 

SGRA 

309 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  1  but  not  more  than  10  hectares  and  the  predominant  land  uses  in  the  area 
are  rural,  agricultural,  or  low  density  residential. 

3  Thp  rli<^rhprnp  mav  rp^iiiit  in  thp  nrp*^pnrp  nf  Pptrnlpiim  Hvrlrnpprhnn*^  F1  (nOf^- 

O.     1  llv>  \.JIOV^IICllUV>  IllCiy    IWOLJIl  III   lllv>  j-ZIWOWIIvyW  V_/l    1    V^IIUIWLJIII  1  iyivll\_/V.yCllLy\_/IIO  1     1    tl  1  V.a'U 

nCI  0)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WnPA-D 

8-10 

HVA 

SGRA 

310 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  1  but  not  more  than  10  hectares  and  the  predominant  land  uses  in  the  area 
are  rural,  agricultural,  or  low  density  residential. 

3.  The  discharge  may  result  in  the  presence  of  Petroleum  Hydrocarbons 
F4  (>nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

8-10 

HVA 

SGRA 

311 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  1  but  not  more  than  10  hectares  and  the  predominant  land  uses  in  the  area 
are  rural,  agricultural,  or  low  density  residential. 

3.  The  discharge  may  result  in  the  presence  of  Petroleum  Hydrocarbons  F2 
(>nC1 0-nC1 6)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

V  V  III  rA  U 

8-10 

HVA 

SGRA 

76 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

312 

1 .  The  system  is  a  storm  water  management  facility  designed  to  disclnarge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  1  but  not  more  than  10  hectares  and  the  predominant  land  uses  in  the  area 
are  rural,  agricultural,  or  low  density  residential. 

3  Thp  rli<^rhprnp  mav  rp^iiiit  in  thp  nrp*^pnrp  nf  Pptrnlpiim 

o.    1  iiv>  \..iiov^iiciiuv>  iiiciy  ic^oLJii  III  iiiv>  i^/iwowiiv^w  yji  l  V^IIWIwLJIiI 

Hydrocarbons  F3  (>nC16-nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 

ijifi_m  A  n 

WHPA-D 

8-10 

HVA 

SGRA 

313 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  1  but  not  more  than  10  hectares  and  the  predominant  land  uses  in  the  area 
are  rural,  agricultural,  or  low  density  residential. 

3  Thp  rli*^phprnp  mav  rp*^iilt  in  thp  nrp^ipnpp  nf  Phn^inhnriic;  /'tntah  in  nrniindwatpr 

O.     IIIV>\..IIOV.fllCllUV>IIICiy    IWOLJIllll   lllWlu'IWOWIIV_fWV_/l    1    IIWOI-'IIUILJOtLU  Lu  1/  III  UIV_/LJIIUVVCllWl 

or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WnPA-D 

HVA 

SGRA 

314 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  1  but  not  more  than  10  hectares  and  the  predominant  land  uses  in  the  area 
are  rural,  agricultural,  or  low  density  residential. 

3  Thp  Hi<^rhprnp  mav  rp^iiiit  in  thp  nrp*^pnrp  nf  7inp  nr  nnp  nr  mnrp  nf  it<^ 

\J .     111^  \.JIOV^IIdlUw   IllCiy    IwOLJIL  III    Lllw  k^l^Owllww  \J  I    £—1 IIV.^  \J  I    \Jl  l\y   \Jl    IIIV_/lw  \J  I  ILO 

compounds  containing  Zinc  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WnPA-D 

8-10 

HVA 

SGRA 

315 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  10  but  not  more  than  100  hectares  and  the  predominant  land  uses  in  the  area 
are  rural,  agricultural,  or  low  density  residential. 

3.  The  discharge  may  result  in  the  presence  of  Aluminum  or  one  or  more  of  its 
compounds  containing  Aluminum  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

316 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  10  but  not  more  than  100  hectares  and  the  predominant  land  uses  in  the  area 
are  rural,  agricultural,  or  low  density  residential. 

3.  The  discharge  may  result  in  the  presence  of  Arsenic  or  one  or  more  of  its 
compounds  containing  Arsenic  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7.2  -  9 

4.8  -  7 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-n 

V  V  III  rA  U 

10 

6-8 

HVA 

6 

SGRA 

6 

77 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

317 

1 .  The  system  is  a  storm  water  management  facility  designed  to  disclnarge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  10  but  not  more  than  100  hectares  and  the  predominant  land  uses  in  the  area 
are  rural,  agricultural,  or  low  density  residential. 

3  Thp  rli<^rhprnp  max/  rp^^iiit  in  thp  nrp*^pnrp  nf  npHmiiim  nr  nnp  nr  mnrp  of  it*^ 

\J .     111^  \.JIOV^IIdlUw   IllCiy    IwOLJIL  III    Lllw  k^l^Owllww  \J  I    \.^Cl\A  lllimill    \Jl    \Jl          \Jl    IIIV_/I^  \J  I    1  LO 

compounds  containing  Cadmium  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

4.9  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

318 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  10  but  not  more  than  100  hectares  and  the  predominant  land  uses  in  the  area 
are  rural,  agricultural,  or  low  density  residential. 

3  Thp  rli*^phprnp  mav  rp*^iilt  in  thp  nrp*^pnrp  nf  r^hinririp  in  nrniindwatpr  nr  c;iirfppp 

o.   iiiw  \..iiov.fiiciiMv  iiiciy  iwoLJii  III  iiiw  lu/iwowiiv.fw  v_/i  \_/i  ii\_/ii\.jc>  iii  ^iuljiiivIvv  diw  1  yji  O  LJ  l  l  ClOVy 

water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

319 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  10  but  not  more  than  100  hectares  and  the  predominant  land  uses  in  the  area 
are  rural,  agricultural,  or  low  density  residential. 

3  Thp  Hi<^rhprnp  max/  rp<^iilt  in  thp  nrp*^pnrp  nf  nhrnmiiim  Vl  in  nrniindwatpr  nr 

\j .    111^  \..iiov^iiciiuw  iiiciy  iwOLJiL  III  Liiw  k^i^o^iiv^w  \j  I  \_/i  iiv.^iiiimiii  VI  III  uiv.^miiv..ivvciL^i  \ji 

surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

4.9  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 

iJifLf  n  A  n 

WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

320 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  10  but  not  more  than  100  hectares  and  the  predominant  land  uses  in  the  area 
are  rural,  agricultural,  or  low  density  residential. 

3.  The  discharge  may  result  in  the  presence  of  Copper  or  one  or  more  of  its 
compounds  containing  Copper  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

HVA 

SGRA 

321 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  10  but  not  more  than  100  hectares  and  the  predominant  land  uses  in  the  area 
are  rural,  agricultural,  or  low  density  residential. 

3.  The  discharge  may  result  in  the  presence  of  Glyphosate  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-n 

V  V  III  rA  U 

8-10 

HVA 

SGRA 

78 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

322 

1 .  The  system  is  a  storm  water  management  facility  designed  to  disclnarge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  10  but  not  more  than  100  hectares  and  the  predominant  land  uses  in  the  area 
are  rural,  agricultural,  or  low  density  residential. 

3  Thp  rli<^rhprnp  max/  rp^^iiit  in  thp  nrp*^pnrp  nf  1  ppH  nr  nnp  nr  mnrp  nf  it«5 

O.     Illv>  \.JIOV^IICllUV>  IllCiy    IV^OLJIl  III   lllv>  l^/IWOWIIv^W  V_/l    1— V^Cllvl  V_/l    Ullw  V_/l    IIIUIw  V_/l    1  lO 

compounds  containing  Lead  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

4.9  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

323 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  10  but  not  more  than  100  hectares  and  the  predominant  land  uses  in  the  area 
are  rural,  agricultural,  or  low  density  residential. 

3  Thp  rli*^phprnp  mav  rp*^iilt  in  thp  nrp*^pnrp  nf  Mpmnrnn  in  nrniinHwatpr  nr 

O.     Illw  UIOV.fllCllUV>  IllCiy    IWOLJIl  III   lllw  lu/IWOWIIV.fW  V_/l    1 V      V.fV^lu'l           III  ^lULJIItvlVV  ClL\>  1  1 

surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

4.9  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

324 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  10  but  not  more  than  100  hectares  and  the  predominant  land  uses  in  the  area 
are  rural,  agricultural,  or  low  density  residential. 

3  Thp  rli<^rhprnp  mav  rp^iiiit  in  thp  nrp*^pnrp  nf  Mprnirv  nr  nnp  nr  mnrp  nf  it*^ 

\j .    1  11^  \.jiov^iidiuw  IllCiy  iwOLJiL  III  iiiw  k^i^owiiww  \j  I  ivi^iv^LJiy  \ji  \ji       \ji   iiiv_/i^  \j  i  i  lo 

compounds  containing  Mercury  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7.2  -  9 

4.8  -  7 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 

iJifLf  n  A  n 

WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

325 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  10  but  not  more  than  100  hectares  and  the  predominant  land  uses  in  the  area 
are  rural,  agricultural,  or  low  density  residential. 

3.  The  discharge  may  result  in  the  presence  of  Nickel  or  one  or  more  of  its 
compounds  containing  Nickel  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

HVA 

SGRA 

326 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  10  but  not  more  than  100  hectares  and  the  predominant  land  uses  in  the  area 
are  rural,  agricultural,  or  low  density  residential. 

3.  The  discharge  may  result  in  the  presence  of  Nitrogen  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-n 

V  V  III  rA  U 

10 

6-8 

HVA 

6 

SGRA 

6 

79 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

327 

1 .  The  system  is  a  storm  water  management  facility  designed  to  disclnarge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  10  but  not  more  than  100  hectares  and  the  predominant  land  uses  in  the  area 
are  rural,  agricultural,  or  low  density  residential. 

3  Thp  rli<^rhprnp  max/  rp^^iiit  in  thp  nrp*^pnrp  nf  nnp  nr  mnrp  Pnlvrvrlir  Arnmatir 

o.   1  iiv>  \..iiov^iiciiuv>  iiiciy  iv^oLJii  III  iiiv>  j-ziwowiiv^w  v_/i  uiiw  wi  iiiv_/iw  1  \j  1  y  \jy         r^i  w  1 1 1  ciii 

Hydrocarbons  (PAHs)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

4.9  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

328 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  10  but  not  more  than  100  hectares  and  the  predominant  land  uses  in  the  area 
are  rural,  agricultural,  or  low  density  residential. 

3  Thp  rli*^phprnp  mav  rp^iiiit  in  thp  nrp^ipnpp  nf  Ppfroipiim  Hx/Hrnrarhnnc;  F1  tnOf^- 

O.     1  llv>  \..IIOV.fllCllMv  IllCiy    IVyOLJIL  III   lllw  lu/IWOWIIV.iW  V_/l    1    Wll\_/IWLJIII  1  iyivllV_/V.fClll-'V_/IIO  1     1    tl  1 

nCIO)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

HVA 

SGRA 

329 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  10  but  not  more  than  100  hectares  and  the  predominant  land  uses  in  the  area 
are  rural,  agricultural,  or  low  density  residential. 

3  Thp  Hi^^rharnp  max/  rp^iiiit  in  thp  nrp*^pnrp  nf  Pptrnlpiim  Hvrlrnpprhnn*^ 

O.     Illv>  \..IIOV^IICllUV>  IllCiy    IWOUIL  III   lllv>  l^/IC^OWIIv^V^  V_/l    1    V^IIWIWLJIII  1  iyivll\_/V.yCllLy\_/IIO 

F4  (>nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 

iJifLf  n  A  n 

WHPA-D 

10 

8 

HVA 

SGRA 

330 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  10  but  not  more  than  100  hectares  and  the  predominant  land  uses  in  the  area 
are  rural,  agricultural,  or  low  density  residential. 

3.  The  discharge  may  result  in  the  presence  of  Petroleum  Hydrocarbons  F2 
(>nC1 0-nC1 6)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

HVA 

SGRA 

331 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  10  but  not  more  than  100  hectares  and  the  predominant  land  uses  in  the  area 
are  rural,  agricultural,  or  low  density  residential. 

3.  The  discharge  may  result  in  the  presence  of  Petroleum 
Hydrocarbons  F3  (>nC16-nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-n 

V  V  III  rA  U 

10 

8 

HVA 

SGRA 

80 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

332 

1 .  The  system  is  a  storm  water  management  facility  designed  to  disclnarge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  10  but  not  more  than  100  hectares  and  the  predominant  land  uses  in  the  area 
are  rural,  agricultural,  or  low  density  residential. 

3  Thp  rli<^rhprnp  max/  rp<^iilt  in  thp  nrp*^pnrp  nf  Phn^^nhnriic;  /'tntah  in  nrniinriwatpi' 

O.     IIIV>\.JIOV^IICllUV>lilCiy    IV^OLJIllll   lllV>l-'IWOWIIvyV>V_/l    1    IIWOI-/IIUILJOtLU  LCI  If  III  UIWLJII\.JVVCllWl 

or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

HVA 

SGRA 

333 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  10  but  not  more  than  100  hectares  and  the  predominant  land  uses  in  the  area 
are  rural,  agricultural,  or  low  density  residential. 

3  Thp  rli*^phprnp  mav  rp^iiiit  in  thp  nrp^ipnrp  nf  7inp  nr  nnp  nr  morp  nf  it*^ 

\J .     111^  \..IIOV.fllCllV^Vy    IllCiy    I^OLJIL  III    lllw  I^I^O^IIww  \J  I    £—1  IIV.f  \J  I    \Jl  l\j   \Jl    lll\_/l^  \J  I  ILO 

compounds  containing  Zinc  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

HVA 

SGRA 

334 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  100  hectares  and  the  predominant  land  uses  in  the  area  are  rural, 
agricultural,  or  low  density  residential. 

3  Thp  rli<^rhprnp  max/  rp^iiiit  in  thp  nrp*^pnrp  nf  Aluminum  nr  nnp  nr  mnrp  nf  it^; 

\J .     111^  \^IOV^IICllUw   IlldV    I^OLJIL  III    Lllw  k^l^O^IIV^w  \J  I    f\l  LJIIIIIILJIII    \Jl    \Jl  l\y   \Jl    IIIV_/I^  \J  I    1  LO 

compounds  containing  Aluminum  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

4.9  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WnPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

335 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  100  hectares  and  the  predominant  land  uses  in  the  area  are  rural, 
agricultural,  or  low  density  residential. 

3.  The  discharge  may  result  in  the  presence  of  Arsenic  or  one  or  more  of  its 
compounds  containing  Arsenic  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

336 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  100  hectares  and  the  predominant  land  uses  in  the  area  are  rural, 
agricultural,  or  low  density  residential. 

3.  The  discharge  may  result  in  the  presence  of  Cadmium  or  one  or  more  of  its 
compounds  containing  Cadmium  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

81 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

337 

1 .  The  system  is  a  storm  water  management  facility  designed  to  disclnarge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  100  hectares  and  the  predominant  land  uses  in  the  area  are  rural, 
agricultural,  or  low  density  residential. 

3  Thp  rli<^phprnp  max/  rp<^iilt  in  thp  nrp*^pnrp  nf  Ohinririp  in  nrniinHwatpr  nr  c;iirfprp 

O.     1  llv>  \.JIOV^IICllUV>  IlldV    IV^OLJIl  III   lllv>  j-ZIWOWIIvyW  KJi    \JI  IIWII\.JV>  III  UIWLJIItvlVV  CllV>  1    W 1    O  LJ 1  1 CIV^^ 

water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

4.9  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 

ijifi_m  A  n 

WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

338 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  100  hectares  and  the  predominant  land  uses  in  the  area  are  rural, 
agricultural,  or  low  density  residential. 

3  Thp  Hi^iphprnp  max/  rp*^iilt  in  thp  nrp*^pnrp  nf  rihrnmiiim  Vl  in  nrniinrfwatpr  nr 

\J .     111^  \..IIOV.fllCllUV>   IllCiy    I^OLJIl  III    Lll^  I^I^O^IIw^  \J  I    \_/l  ll\_/IIIILJIII    VI    III   UIV_/LJIIUVVdL^I  \Jl 

surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WnPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

339 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  100  hectares  and  the  predominant  land  uses  in  the  area  are  rural, 
agricultural,  or  low  density  residential. 

3  Thp  rli<^rhprnp  max/  rp<^iilt  in  thp  nrp*^pnrp  nf  Onnnpr  nr  nnp  nr  mnrp  nf  it<^ 

O.     Illv>  UIOV^IICllUV>  IlldV    IWOLJIL  III   lllv>  l^/IWOWIIv^W  V_/l            l^/j-ZWI    V_/l    Wllw  Wl    lilV_/lw  V_/l    1  lO 

compounds  containing  Copper  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

4.9  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WnPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

340 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  100  hectares  and  the  predominant  land  uses  in  the  area  are  rural, 
agricultural,  or  low  density  residential. 

3.  The  discharge  may  result  in  the  presence  of  Glyphosate  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

341 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  100  hectares  and  the  predominant  land  uses  in  the  area  are  rural, 
agricultural,  or  low  density  residential. 

3.  The  discharge  may  result  in  the  presence  of  Lead  or  one  or  more  of  its 
compounds  containing  Lead  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

82 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

342 

1 .  The  system  is  a  storm  water  management  facility  designed  to  disclnarge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  100  hectares  and  the  predominant  land  uses  in  the  area  are  rural, 
agricultural,  or  low  density  residential. 

3  Thp  rijcirhprnp  max/  rp<^iilt  in  thp  nrp*^pnrp  nf  Mprnnrnn  in  nrniinHwatpr  nr 

surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 

ijifi_m  A  n 

WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

343 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  100  hectares  and  the  predominant  land  uses  in  the  area  are  rural, 
agricultural,  or  low  density  residential. 

3  Thp  Hi^iphprnp  mav  rp*^iilt  in  thp  nrp^ipnpp  nf  Mprnirv  nr  nnp  nr  mnrp  nf  it*^ 

\J .     1  11^  \..IIOV.fllCllUVy    IllCiy    IwOLJIL  III    lllw  I^I^O^IIww  \J  I    IVI^IV.fLJiy    \Jl    \Jl  l\y   \Jl     lll\_/l^   \J  I    1  LO 

compounds  containing  Mercury  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

344 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  100  hectares  and  the  predominant  land  uses  in  the  area  are  rural, 
agricultural,  or  low  density  residential. 

3  Thp  rli<^rhprnp  max/  rp<^iilt  in  thp  nrp*^pnrp  nf  Nirkpi  nr  nnp  nr  mnrp  nf  it*^ 

\J .     1  11^  \^IOV^IICLIUw   lilCLy    IwOLJIL  III    Lllw  k^l^O^IIV^w  \J  I    l>IIV^I\^l    \Jl    \J  I          \Jl     IIIV_/lw   \J  I  ILO 

compounds  containing  Nickel  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

4.8  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WnPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

345 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  100  hectares  and  the  predominant  land  uses  in  the  area  are  rural, 
agricultural,  or  low  density  residential. 

3.  The  discharge  may  result  in  the  presence  of  Nitrogen  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7.2  -  9 

4.8  -  7 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WnPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

346 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  100  hectares  and  the  predominant  land  uses  in  the  area  are  rural, 
agricultural,  or  low  density  residential. 

3.  The  discharge  may  result  in  the  presence  of  one  or  more  Polycyclic  Aromatic 
Hydrocarbons  (PAHs)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

83 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

347 

1 .  The  system  is  a  storm  water  management  facility  designed  to  disclnarge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  100  hectares  and  the  predominant  land  uses  in  the  area  are  rural, 
agricultural,  or  low  density  residential. 

3  Thp  rijcirhprnp  max/  rp<^iilt  in  thp  nrp*^pnrp  nf  Pptrnlpiim  Hvrlrnrprhnn*^  F1  (nOf^- 

O.     1  llv>  \.JIOV^IICllUV>  IllCiy    IV^OLJIl  III   lllv>  j-ZIWOWIIvyW  KJi    1    WllUIWLJIII  1  iyivllV_/V^CllLyUIIO  1     1    tl  1  \_/ V_l 

nCI  0)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 

ijifi_m  A  n 

WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

348 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  100  hectares  and  the  predominant  land  uses  in  the  area  are  rural, 
agricultural,  or  low  density  residential. 

3  Thp  Hicirhprnp  mav  rp^iiiit  in  thp  nrp^ipnpp  nf  Ppfrnipiim  Hx/Hrnrarhnnc; 

O.     Illv>  \..IIOV.fllCllMv  IllCiy    IWOLJIl  III   Lllv>  lu'IWOWIIV_>w  V_/l    1    WllUIWLJIII  1  iyivllV_/V.fClll.^V_/IIO 

F4  (>nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

4.9  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

349 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  100  hectares  and  the  predominant  land  uses  in  the  area  are  rural, 
agricultural,  or  low  density  residential. 

3  Thp  rli<^rhprnp  max/  rp<^iilt  in  thp  nrp*^pnrp  nf  Pptrnlpiim  Hvrlrnpprhnn*^  F? 

O.     Illv>  UIOV^IICllUV>  lilCiy    IV^OLJIl  III   lllv>  j-ZIWOWIIvyW  V_/l    1    V^IIWIWLJIII  1  iyivll\_/V.yCllL^\_/IIO  1  £— 

(>nC1 0-nC1 6)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

4.9  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WnPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

350 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  100  hectares  and  the  predominant  land  uses  in  the  area  are  rural, 
agricultural,  or  low  density  residential. 

3.  The  discharge  may  result  in  the  presence  of  Petroleum 
Hydrocarbons  F3  (>nC16-nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

4.8  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

351 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  100  hectares  and  the  predominant  land  uses  in  the  area  are  rural, 
agricultural,  or  low  density  residential. 

3.  The  discharge  may  result  in  the  presence  of  Phosphorus  (total)  in  groundwater 
or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

4.9  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

HVA 

SGRA 

84 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

352 

1 .  The  system  is  a  storm  water  management  facility  designed  to  disclnarge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  100  hectares  and  the  predominant  land  uses  in  the  area  are  rural, 
agricultural,  or  low  density  residential. 

3  Thp  rijcirhprnp  max/  rp<^iilt  in  thp  nrp*^pnrp  nf  7inr  nr  nnp  nr  mnrp  nf  it<^ 

\J .     111^  \.JIOV^IICllUw   IllCiy    IwOLJIL  III    Lllw  k^l^O^IIV^w  \J  I    £—1 IIV.^  \J  I    \Jl  l\y   \Jl    IIIV_/I^  \J  I  ILO 

compounds  containing  Zinc  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

4.9  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 

ijifi_m  A  n 

WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

353 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  not 
more  than  1  hectare  and  the  predominant  land  use  in  the  area  is  high  density 
residential  land  use. 

3  Thp  rli*^phprnp  mav  rp^iiiit  in  thp  nrp^ipnpp  nf  Aluminum  nr  nnp  nr  mnrp  nf  it^; 

\J .     111^  \..IIOV.fllCllUVy    IllCiy    IwOLJIL  III    Lll^  k^l^O^llOw  \J  I    #11 UIIIIIILJIII    \Jl    \Jl  l\j   \Jl    lll\_/l(>  \J  I  ILO 

compounds  containing  Aluminum  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.4-9 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

8-10 

HVA 

SGRA 

354 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  not 
more  than  1  hectare  and  the  predominant  land  use  in  the  area  is  high  density 
residential  land  use. 

3  Thp  rli<^rhprnp  mav  rp^iuit  in  thp  nrp*^pnrp  nf  Ar*^pnip  nr  nnp  nr  mnrp  nf  it<^ 

\J .     111^  \.JIOV^IICllUw   llldy    I^OLJIL  III    lllw  k^l^O^IIV^w  \J  I    f\l  OwlllV^  \Jl    \Jl  l\y   \Jl    lilV_/l^   \J  I  ILO 

compounds  containing  Arsenic  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 

iJifLf  n  A  n 

WHPA-D 

10 

8 

HVA 

SGRA 

355 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  not 
more  than  1  hectare  and  the  predominant  land  use  in  the  area  is  high  density 
residential  land  use. 

3.  The  discharge  may  result  in  the  presence  of  Cadmium  or  one  or  more  of  its 
compounds  containing  Cadmium  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

8-10 

HVA 

SGRA 

356 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  not 
more  than  1  hectare  and  the  predominant  land  use  in  the  area  is  high  density 
residential  land  use. 

3.  The  discharge  may  result  in  the  presence  of  Chloride  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.4-9 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

V  V  111  rA  U 

8-10 

HVA 

SGRA 

85 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

357 

1 .  The  system  is  a  storm  water  management  facility  designed  to  disclnarge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  not 
more  than  1  hectare  and  the  predominant  land  use  in  the  area  is  high  density 
residential  land  use. 

3  Thp  rli<^rhprnp  max/  rp<^iilt  in  thp  nrp*^pnrp  nf  nhrnmiiim  Vl  in  nrniinHwatpr  nr 

\J .     111^  \..IIOV^IICllUw   IllCiy    IwOLJIL  III    lllw  k^l^O^IIV^w  \J  I    \_/l  IIV.^IIIimill    Vl    lll   UIV_/LJIIivIVVC1L^I  \Jl 

surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

HVA 

SGRA 

358 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  not 
more  than  1  hectare  and  the  predominant  land  use  in  the  area  is  high  density 
residential  land  use. 

3  Thp  rli*^phprnp  mav  rp^iiiit  in  thp  nrp^ipnpp  nf  Onnnpr  nr  nnp  nr  mnrp  nf  it*^ 

O.     IIIW  UIOV.fllCll^Vy    IMCiy    IWOLJIl  III    LIIV>  lu'IWOWllV_>V>  V_/l             lu/k/C^I    V_/l    V_/IIW  V_/l     IIIV_/IW   V_/l  ILO 

compounds  containing  Copper  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.4-9 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

8-10 

HVA 

SGRA 

359 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  not 
more  than  1  hectare  and  the  predominant  land  use  in  the  area  is  high  density 
residential  land  use. 

3  Thp  Hi^^rharnp  max/  rp<^iilt  in  thp  nrp*^pnrp  nf  fnix/nhn^^atp  in  nrniinHwatpr  nr 

O.     Illv>  \..IIOV^IICllUV>  IllCiy    IV^OLJIl  III   lllv>  l^/IC^OWIIv^V^  V_/l    \^  1  y  I-/I  lUOCllW  III  UIV_/LJIIV.JVVCllV>l  V_/l 

surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 

iJifLf  n  A  n 

WHPA-D 

10 

HVA 

SGRA 

360 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  not 
more  than  1  hectare  and  the  predominant  land  use  in  the  area  is  high  density 
residential  land  use. 

3.  The  discharge  may  result  in  the  presence  of  Lead  or  one  or  more  of  its 
compounds  containing  Lead  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

8-10 

HVA 

SGRA 

361 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  not 
more  than  1  hectare  and  the  predominant  land  use  in  the  area  is  high  density 
residential  land  use. 

3.  The  discharge  may  result  in  the  presence  of  Mecoprop  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

V  V  111  rA  U 

10 

8 

HVA 

SGRA 

86 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

362 

1 .  The  system  is  a  storm  water  management  facility  designed  to  disclnarge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  not 
more  than  1  hectare  and  the  predominant  land  use  in  the  area  is  high  density 
residential  land  use. 

3  Thp  rli<^rhprnp  max/  rp^iiiit  in  thp  nrp*^pnrp  nf  Mprnirv  nr  nnp  nr  mnrp  nf  it*^ 

\J .     1  11^  \.JIOV^IICllUw   IllCiy    IwOLJIL  III    lllw  k^l^O^IIV^w  \J  I    IVI^IV^LJiy    \Jl    \Jl  l\>   \Jl     IIIV_/I^   \J  I    1 LO 

compounds  containing  Mercury  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

8-10 

HVA 

SGRA 

363 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  not 
more  than  1  hectare  and  the  predominant  land  use  in  the  area  is  high  density 
residential  land  use. 

3  Thp  rli*^phprnp  mav  rp^iiiit  in  thp  nrp^ipnpp  nf  Nirkpi  nr  nnp  nr  mnrp  nf  it^; 

\J .     1  11^  \..IIOV.fllCllUVy    IIIQy    IwOLJIL  III    lllw  k^l^O^llw^  \J  I    l>IIV.fl\^l    \Jl    \J  I          \Jl     IIIV_/I(>    \J  I  IIO 

compounds  containing  Nickel  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

8-10 

HVA 

SGRA 

364 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  not 
more  than  1  hectare  and  the  predominant  land  use  in  the  area  is  high  density 
residential  land  use. 

3  Thp  rli<^rhprnp  max/  rp<^iilt  in  thp  nrp*^pnrp  nf  Nitrnnpn  in  nrniinriwatpr  nr  c;iirfprp 

O.     Illv>  \.JIOV^IICllUV>  IllCiy    IV^OLJIl  III   lllv>  l^/IC^OWIIv^V^  V_/l    INIIIUUWII   III  UIV_/LJII\.JVV  CllV>  1    U 1    O  U 1  1  CIV^W 

water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 

iJifLf  n  A  n 

WHPA-D 

8-10 

HVA 

SGRA 

365 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  not 
more  than  1  hectare  and  the  predominant  land  use  in  the  area  is  high  density 
residential  land  use. 

3.  The  discharge  may  result  in  the  presence  of  one  or  more  Polycyclic  Aromatic 
Hydrocarbons  (PAHs)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

8-10 

HVA 

SGRA 

366 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  not 
more  than  1  hectare  and  the  predominant  land  use  in  the  area  is  high  density 
residential  land  use. 

3.  The  discharge  may  result  in  the  presence  of  Petroleum  Hydrocarbons  F1  (nC6- 
nC1 0)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

8-10 

HVA 

SGRA 

87 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

367 

1 .  The  system  is  a  storm  water  management  facility  designed  to  disclnarge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  not 
more  than  1  hectare  and  the  predominant  land  use  in  the  area  is  high  density 
residential  land  use. 

3  Thp  rli<^rhprnp  max/  rp^iiiit  in  thp  nrp*^pnrp  nf  Pptrnlpiim  Hvrlrnrprhnn*^ 
F4  (>nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

HVA 

SGRA 

368 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  not 
more  than  1  hectare  and  the  predominant  land  use  in  the  area  is  high  density 
residential  land  use. 

3  Thp  rli*^phprnp  mav  rp*^iilt  in  thp  nrp^ipnpp  nf  Pptrnlpiim  Hx/Hrnrarhnnc;  F? 

O.     1  1  i\j  \Jti^\ji  1  Cli           IMCiy    IWOLJIl  III   lllw  lu'lwOWIIV.fW  V_/l    1    V>IIV_/IWLJIII  1  lytvllUV.fClll-'UIIO  1  £— 

(>nC1 0-nC1 6)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

HVA 

SGRA 

369 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  not 
more  than  1  hectare  and  the  predominant  land  use  in  the  area  is  high  density 
residential  land  use. 

3  Thp  Hi^^rharnp  mav  rp^iiiit  in  thp  nrp*^pnrp  nf  Pptrnlpiim 

O.     1  llv>  \..IIOV.yllCllUV>  IlldV    IWOUIl  III   lllv>  l^/IWOWIIv^W  V_/l    1  V^IIWIWLJIII 

Hydrocarbons  F3  (>nC16-nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 

iJifLf  n  A  n 

WHPA-D 

10 

HVA 

SGRA 

370 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  not 
more  than  1  hectare  and  the  predominant  land  use  in  the  area  is  high  density 
residential  land  use. 

3.  The  discharge  may  result  in  the  presence  of  Phosphorus  (total)  in  groundwater 
or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.4-9 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WnPA-D 

HVA 

SGRA 

371 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  not 
more  than  1  hectare  and  the  predominant  land  use  in  the  area  is  high  density 
residential  land  use. 

3.  The  discharge  may  result  in  the  presence  of  Zinc  or  one  or  more  of  its 
compounds  containing  Zinc  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.4-9 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

V  V  111  rA  U 

8-10 

HVA 

SGRA 

88 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

372 

1 .  The  system  is  a  storm  water  management  facility  designed  to  disclnarge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  1  but  not  more  than  10  hectares  and  the  predominant  land  use  in  the  area  is 
high  density  residential  land  use. 

3  Thp  rijcirhprnp  max/  rp<^iilt  in  thp  nrp*^pnrp  nf  Aliiminiim  nr  nnp  nr  mnrp  nf  it^; 

\J .     111^  \.JIOV^IICllUw   IllCiy    IwOLJIL  III    Lllw  k^l^OwllV^w  \J  I    f\l  LJIIIIIILJIII    \Jl    \Jl  l\y   \Jl    IIIV.^1^  \J  I    1  LO 

compounds  containing  Aluminum  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

HVA 

SGRA 

373 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  1  but  not  more  than  10  hectares  and  the  predominant  land  use  in  the  area  is 
high  density  residential  land  use. 

3  Thp  rli*^phprnp  mav  rp^iiiit  in  thp  nrp^ipnpp  nf  Ar^ipnir  nr  nnp  nr  mnrp  nf  it*^ 

\J .     111^  \..IIOV.fllCllUVy    IllCiy    IwOLJIl  III    lllw  I^I^O^IIww  \J  I    #11  OwlllV.f  \Jl    \Jl  l\y   \Jl    lll\_/l^   \J  I  ILO 

compounds  containing  Arsenic  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

374 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  1  but  not  more  than  10  hectares  and  the  predominant  land  use  in  the  area  is 
high  density  residential  land  use. 

3  Thp  rli<^rhprnp  max/  rp<^iilt  in  thp  nrp*^pnrp  nf  npHmiiim  nr  nnp  nr  mnrp  nf  it*^ 

\J .     111^  \.JIOV^IICllUw   lilCly    IwOLJIL  III    lllw  k^l^O^IIV^w  \J  I                  lllimill    \Jl    \Jl  l\>   \Jl    IIIV_/I^  \J  I    1  LO 

compounds  containing  Cadmium  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

8 

HVA 

SGRA 

375 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  1  but  not  more  than  10  hectares  and  the  predominant  land  use  in  the  area  is 
high  density  residential  land  use. 

3.  The  discharge  may  result  in  the  presence  of  Chloride  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WnPA-D 

10 

8 

HVA 

SGRA 

376 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  1  but  not  more  than  10  hectares  and  the  predominant  land  use  in  the  area  is 
high  density  residential  land  use. 

3.  The  discharge  may  result  in  the  presence  of  Chromium  VI  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

89 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

377 

1 .  The  system  is  a  storm  water  management  facility  designed  to  disclnarge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  1  but  not  more  than  10  hectares  and  the  predominant  land  use  in  the  area  is 
high  density  residential  land  use. 

3  Thp  rijcirhprnp  max/  rp<^iilt  in  thp  nrp*^pnrp  nf  Onnnpr  nr  nnp  nr  mnrp  nf  it<^ 

O.     Illv>  \.JIOV^IICllUV>  IllCiy    IV^OLJIl  III   lllv>  l^/IWOWIIv^W  V_/l            l^/j-Z^I    Ul    Wllw  Wl    IIIV_/lw  V_/l    1  lO 

compounds  containing  Copper  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

8-10 

HVA 

SGRA 

378 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  1  but  not  more  than  10  hectares  and  the  predominant  land  use  in  the  area  is 
high  density  residential  land  use. 

3  Thp  rli*^phprnp  mav  rp*^iilt  in  thp  nrp^ipnpp  nf  fnivnhnciatp  in  nrniinrfwatpr  nr 

O.     Illw  UIOV.fllCllUW  IllCiy    IWOLJIl  III   lllw  lu/IWOWIIV.fW  V_/l    Vvl  1  y  lu/l  l  V-^OCl  LCy   lll  ^lULJIItvtVVClLC^I  V_/l 

surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

8-10 

HVA 

SGRA 

379 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  1  but  not  more  than  10  hectares  and  the  predominant  land  use  in  the  area  is 
high  density  residential  land  use. 

3  Thp  rli<^rhprnp  max/  rp<^iilt  in  thp  nrp*^pnrp  nf  1  ppH  nr  nnp  nr  mnrp  nf  it«5 

O.     Illv>  \.JIOV^IICllUV>  lilCiy    IV^OLJIl  III   lllv>  l^/IWOWIIv^W  V_/l    1— V^Cllvl  V_/l    Ullw  V_/l    IIIWIw  V_/l    1  lO 

compounds  containing  Lead  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

8 

HVA 

SGRA 

380 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  1  but  not  more  than  10  hectares  and  the  predominant  land  use  in  the  area  is 
high  density  residential  land  use. 

3.  The  discharge  may  result  in  the  presence  of  Mecoprop  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

381 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  1  but  not  more  than  10  hectares  and  the  predominant  land  use  in  the  area  is 
high  density  residential  land  use. 

3.  The  discharge  may  result  in  the  presence  of  Mercury  or  one  or  more  of  its 
compounds  containing  Mercury  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 

V  V  III  rA  U 

10 

8 

HVA 

SGRA 

90 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

382 

1 .  The  system  is  a  storm  water  management  facility  designed  to  disclnarge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  1  but  not  more  than  10  hectares  and  the  predominant  land  use  in  the  area  is 
high  density  residential  land  use. 

3  Thp  rijcirhprnp  max/  rp<^iilt  in  thp  nrp*^pnrp  nf  Nirkpi  nr  nnp  nr  mnrp  nf  it*^ 

\J .     1  11^  \.JIOV^IICllUw   IllCiy    IwOLJIL  III    Lllw  k^l^O^IIV^w  \J  I    l>IIV^I\^l    \Jl    \J  I          \Jl     IIIV_/lw   \J  I  ILO 

compounds  containing  Nickel  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

HVA 

SGRA 

383 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  1  but  not  more  than  10  hectares  and  the  predominant  land  use  in  the  area  is 
high  density  residential  land  use. 

3  Thp  rli*^phprnp  mav  rp*^iilt  in  thp  nrp*^pnpp  nf  Nitrnnpn  in  nrniinHwatpr  nr  cjiirfarp 

O.     Illw  \..IIOV.fllCll^V>  IllCiy    IWOLJIl  III   lllw  lu/IWOWIIV.fW  V_/l    I^lll\_/Uwll   III  UIV_/UIIV..IVV  CIL\>  1    KJi    O  LJ 1  1  Cl\j\> 

water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WnPA-D 

10 

8 

HVA 

SGRA 

384 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  1  but  not  more  than  10  hectares  and  the  predominant  land  use  in  the  area  is 
high  density  residential  land  use. 

3  Thp  rli<^rhprnp  max/  rp<^iilt  in  thp  nrp*^pnrp  nf  nnp  nr  mnrp  Pnlvrvrlir  Arnmatip 

o.   1  iiv>  \.jiov^iiciiuv>  iiiciy  iv^oLJii  III  iiiv>  i^/ic^owiiv^v^  v_/i  wiiw  wi  iiiuiw  1  \j  1  y  \jy         r^i  u  1 1 1  ciii 

Hydrocarbons  (PAHs)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

8 

HVA 

SGRA 

385 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  1  but  not  more  than  10  hectares  and  the  predominant  land  use  in  the  area  is 
high  density  residential  land  use. 

3.  The  discharge  may  result  in  the  presence  of  Petroleum  Hydrocarbons  F1  (nC6- 
nCIO)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WnPA-D 

10 

8 

HVA 

SGRA 

386 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  1  but  not  more  than  10  hectares  and  the  predominant  land  use  in  the  area  is 
high  density  residential  land  use. 

3.  The  discharge  may  result  in  the  presence  of  Petroleum  Hydrocarbons 
F4  (>nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 

V  V  III  rA  U 

8-10 

HVA 

SGRA 

91 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

387 

1 .  The  system  is  a  storm  water  management  facility  designed  to  disclnarge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  1  but  not  more  than  10  hectares  and  the  predominant  land  use  in  the  area  is 
high  density  residential  land  use. 

3  Thp  rjjcirhprnp  max/  rp<^iilt  in  thp  nrp*^pnrp  nf  Pptrnlpiim  Hvrlrnrprhnn*^  F? 

O.     1  llv>  \..IIOV^IICllUV>  IllCiy    IV^OLJIl  III   lllv>  j-ZIWOWIIvyW  V_/l    1    WllUIWLJIII  1  iyivllV_/V^CllLy\_/IIO  1 

(>nC1 0-nC1 6)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

8-10 

HVA 

SGRA 

388 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  1  but  not  more  than  10  hectares  and  the  predominant  land  use  in  the  area  is 
high  density  residential  land  use. 

3  Thp  rli*^phprnp  mav  rp^iiiit  in  thp  nrp^ipnpp  nf  Ppfrnipiim 

O.     1  llw  \..IIOV.fllCllUV>  lilCiy    IWOLJIl  III   lllv>  lu'IWOWIIV_>w  \J\    1  C>llV_/IWLJIil 

Hydrocarbons  F3  (>nC16-nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

8-10 

HVA 

SGRA 

389 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  1  but  not  more  than  10  hectares  and  the  predominant  land  use  in  the  area  is 
high  density  residential  land  use. 

3  Thp  Hi^^rharnp  max/  rp<^nlt  in  thp  nrp*^pnrp  nf  Phn^^nhnriic;  /'tntah  in  nrniinriwatpi' 

O.     IIIV>\..IIOV^IICllUV>lilCiy    IV^OLJIllll   lllV>l-'IWOWIIvyV>V_/l    1    IIWOI-/IIUILJOtLU  LQ 1/  III  UIWLJIIUVVdlWl 

or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

HVA 

SGRA 

390 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  1  but  not  more  than  10  hectares  and  the  predominant  land  use  in  the  area  is 
high  density  residential  land  use. 

3.  The  discharge  may  result  in  the  presence  of  Zinc  or  one  or  more  of  its 
compounds  containing  Zinc  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

8-10 

HVA 

SGRA 

391 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  10  but  not  more  than  100  hectares  and  the  predominant  land  use  in  the  area 
is  high  density  residential  land  use. 

3.  The  discharge  may  result  in  the  presence  of  Aluminum  or  one  or  more  of  its 
compounds  containing  Aluminum  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

V  V  1  T 1  VJ 

10 

6-8 

HVA 

6 

SGRA 

6 

92 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

392 

1 .  The  system  is  a  storm  water  management  facility  designed  to  disclnarge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  10  but  not  more  than  100  hectares  and  the  predominant  land  use  in  the  area 
is  high  density  residential  land  use. 

3  Thp  rli<^rhprnp  max/  rp<^iilt  in  thp  nrp*^pnrp  nf  Ar*^pnir  nr  nnp  nr  mnrp  nf  it<^ 

\J .     111^  \.JIOV^IICllUw   IllCiy    IwOLJIL  III    lllw  k^l^O^IIV^w  \J  I    f\l  OwlllV^  \Jl    \Jl  l\y   \Jl    lll\_/l^   \J  I  ILO 

compounds  containing  Arsenic  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

4.8  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

393 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  10  but  not  more  than  100  hectares  and  the  predominant  land  use  in  the  area 
is  high  density  residential  land  use. 

3  Thp  rli*^phprnp  mav  rp^iiiit  in  thp  nrp^ipnpp  nf  npHmiiim  nr  nnp  nr  mnrp  nf 

\J .     111^  \..IIOV.flldlUV>   IllCiy    I^OUIL  III    Lllw  I^I^O^IIw^  \J  I    V  /  kA  VJ  IIIILJIII    \Jl    \Jl          \Jl    IIIV_/I^  \J  I    1  LO 

compounds  containing  Cadmium  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

4.8  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

394 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  10  but  not  more  than  100  hectares  and  the  predominant  land  use  in  the  area 
is  high  density  residential  land  use. 

3  Thp  rli<^rhprnp  max/  rp<^iilt  in  thp  nrp*^pnrp  nf  Ohinririp  in  nrniinHwatpr  nr  c;iirfprp 

O.     Illv>  \.JIOV^IICllUV>  IllCiy    IV^OLJIl  III   lllv>  j-ZIWOWIIvyW  V_/l    \JI  ll\_/ll\.Jv>  III  UlULJIItvlVV  CllV>  1    W 1    O  U 1  1 CIV^^ 

water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WnPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

395 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  10  but  not  more  than  100  hectares  and  the  predominant  land  use  in  the  area 
is  high  density  residential  land  use. 

3.  The  discharge  may  result  in  the  presence  of  Chromium  VI  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

4.8  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WnPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

396 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  10  but  not  more  than  100  hectares  and  the  predominant  land  use  in  the  area 
is  high  density  residential  land  use. 

3.  The  discharge  may  result  in  the  presence  of  Copper  or  one  or  more  of  its 
compounds  containing  Copper  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

93 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

397 

1 .  The  system  is  a  storm  water  management  facility  designed  to  disclnarge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  10  but  not  more  than  100  hectares  and  the  predominant  land  use  in  the  area 
is  high  density  residential  land  use. 

3  Thp  rli<^rhprnp  max/  rp<^iilt  in  thp  nrp*^pnrp  nf  fnix/nhn^^atp  in  nrniinHwatpr  nr 

O.     1  1  i\>  \..IIOV^IICllUV>  IllCiy    IV^OLJIl  III   lllv>  j-ZIWOWIIvyW  KJi    \^  1  y  I-/I  1  V_/OCllW  lll  UIWLJIIIvIVVCIIV^I  v_/i 

surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

HVA 

SGRA 

398 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  10  but  not  more  than  100  hectares  and  the  predominant  land  use  in  the  area 
is  high  density  residential  land  use. 

3  Thp  rli*^phprnp  mav  rp^iiiit  in  thp  nrp^ipnpp  nf  1  pad  nr  nnp  nr  mnrp  nf 

O.     IIIW  \..IIOV.fllCll^Vy    IllCiy    IVyOLJIL  III    lllV>   lu/IWOWllOVy   V_/l    1— ^CUvl  V_/l    UIIW   V_/l    IIIUIW   V_/l    1  lO 

compounds  containing  Lead  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

4.8  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

399 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  10  but  not  more  than  100  hectares  and  the  predominant  land  use  in  the  area 
is  high  density  residential  land  use. 

3  Thp  Hi<^phprnp  max/  rp<^iilt  in  thp  nrp*^pnrp  nf  Mprnnrnn  in  nrniinHwatpr  nr 

O.     Illv>  \.JIOV^IICllUV>  lilCiy    IV^OLJIl  III   lllv>  j-ZIWOWIIvyW  V_/l    1 V 1  wV.y\_'l-'l  '^hJ  III  UlULJIItvlVV  CILV>  1    W 1 

surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

4.8  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WnPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

400 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  10  but  not  more  than  100  hectares  and  the  predominant  land  use  in  the  area 
is  high  density  residential  land  use. 

3.  The  discharge  may  result  in  the  presence  of  Mercury  or  one  or  more  of  its 
compounds  containing  Mercury  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

4.8  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WnPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

401 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  10  but  not  more  than  100  hectares  and  the  predominant  land  use  in  the  area 
is  high  density  residential  land  use. 

3.  The  discharge  may  result  in  the  presence  of  Nickel  or  one  or  more  of  its 
compounds  containing  Nickel  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

4.9  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

94 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

402 

1 .  The  system  is  a  storm  water  management  facility  designed  to  disclnarge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  10  but  not  more  than  100  hectares  and  the  predominant  land  use  in  the  area 
is  high  density  residential  land  use. 

3  Thp  rli<^rhprnp  max/  rp<^iilt  in  thp  nrp*^pnrp  nf  Nitrnnpn  in  nrniinriwatpi'  nr  c;iirfprp 

O.     Illv>  \..IIOV^IICllUV>  IlldV    IV^OLJIL  III   lllv>  j-ZIWOWIIv^V^  V_/l    INIIIV_/Uwll   III  UIV_^LJII\.JVVCl 1    U 1    O U 1  1 CIV^^ 

water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 

ijifi_m  A  n 

WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

403 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  10  but  not  more  than  100  hectares  and  the  predominant  land  use  in  the  area 
is  high  density  residential  land  use. 

3  Thp  rli*^phprnp  mav  rp^iiiit  in  thp  nrp^ipnpp  nf  nnp  nr  mnrp  Pnlvpvplip  Arnmatip 

o.   1  iiv>  \..iiov.fiicii^v>  liiciy  iwoLJii  III  iiiw  iu'iwowiiv_>v>  v_/i  v_/iiw  v_/i  iiiv_/iw  1  \j  1  y  \jy         #vi  u  1 1 10110 

Hydrocarbons  (PAHs)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

4.8  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

404 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  10  but  not  more  than  100  hectares  and  the  predominant  land  use  in  the  area 
is  high  density  residential  land  use. 

3  Thp  rli<^phprnp  max/  rp^iiiit  in  thp  nrp*^pnpp  nf  Pptrnlpiim  Hvrlrnpprhnn*^  F1  InOf^- 

O.     1  llv>  \.JIOV^IICllUV>  lilCiy    IWOLJIl  III   lllv>  j-ZIWOWIIvyW  V_/l    1    V^IIUIWLJIII  1  iyivll\_/V.yCllLy\_/IIO  1     1    tl  1  V.a' V_l 

nCI  0)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WnPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

405 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  10  but  not  more  than  100  hectares  and  the  predominant  land  use  in  the  area 
is  high  density  residential  land  use. 

3.  The  discharge  may  result  in  the  presence  of  Petroleum  Hydrocarbons 
F4  (>nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WnPA-D 

10 

8 

HVA 

SGRA 

406 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  10  but  not  more  than  100  hectares  and  the  predominant  land  use  in  the  area 
is  high  density  residential  land  use. 

3.  The  discharge  may  result  in  the  presence  of  Petroleum  Hydrocarbons  F2 
(>nC1 0-nC1 6)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

8 

HVA 

SGRA 

95 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

407 

1 .  The  system  is  a  storm  water  management  facility  designed  to  disclnarge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  10  but  not  more  than  100  hectares  and  the  predominant  land  use  in  the  area 
is  high  density  residential  land  use. 

^  Thp  rli<^rhprnp  max/  rp^iiiit  in  thp  nrp*^pnrp  nf  Pptrnlpiim 

O.     1  llv>  \..IIOV^IICllUV>  IllCiy    IV^OLJIl  III   lllv>  j-ZIWOWIIvyW  V_/l    1  WllUIWLJIII 

Hydrocarbons  F3  (>nC16-nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

4.9  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

HVA 

SGRA 

408 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  10  but  not  more  than  100  hectares  and  the  predominant  land  use  in  the  area 
is  high  density  residential  land  use. 

.3  Thp  rli*^phprnp  mav  rp*^iilt  in  thp  nrp^ipnpp  nf  Phn^inhnriic;  /'tntah  in  nrniindwatpr 

O.     IIIV>\..IIOV.fllCllUWIIICiy    IWOLJIllll   lllWlu'IWOWIIV_fWV_/l    1    IIV.'OI-'IIUILJOtLU  Lu  1/  III  UIV_/LJIIUVVCllWl 

or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WnPA-D 

HVA 

SGRA 

409 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  10  but  not  more  than  100  hectares  and  the  predominant  land  use  in  the  area 
is  high  density  residential  land  use. 

.3  Thp  Hi<^rhprnp  max/  rp^iiiit  in  thp  nrp*^pnrp  nf  7inr  nr  nnp  nr  mnrp  nf  it<^ 

\J .     111^  \.JIOV^IICllUw   IllCiy    IwOLJIL  III    lllw  k^l^O^IIV^w  \J  I    £—1 IIV.^  \J  I    \Jl  l\y   \Jl    IIIV_/lw  \J  I  ILO 

compounds  containing  Zinc  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WnPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

410 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  100  hectares  and  the  predominant  land  use  in  the  area  is  high  density 
residential  land  use. 

3.  The  discharge  may  result  in  the  presence  of  Aluminum  or  one  or  more  of  its 
compounds  containing  Aluminum  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

4.8  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WnPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

411 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  100  hectares  and  the  predominant  land  use  in  the  area  is  high  density 
residential  land  use. 

3.  The  discharge  may  result  in  the  presence  of  Arsenic  or  one  or  more  of  its 
compounds  containing  Arsenic  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

6.3-8.1 

4.2  -  6 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

96 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

412 

1 .  The  system  is  a  storm  water  management  facility  designed  to  disclnarge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  100  hectares  and  the  predominant  land  use  in  the  area  is  high  density 
residential  land  use. 

3  Thp  rli<^rhprnp  mav  rp^iiiit  in  thp  nrp*^pnrp  nf  npHmiiim  nr  nnp  nr  mnrp  of  it*^ 

\J .     111^  \.JIOV^IICllUw   IllCiy    IwOLJIL  III    Lllw  k^l^O^IIV^w  \J  I                  lllimill    \Jl    V_/llw   \Jl    I  1  l\Jl  \y  \J  I    1  LO 

compounds  containing  Cadmium  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

6.4-8.1 

4.5-6.3 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 

ijifi_m  A  n 

WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

413 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  100  hectares  and  the  predominant  land  use  in  the  area  is  high  density 
residential  land  use. 

3  Thp  rli*^phprnp  mav  rp*^iilt  in  thp  nrp^ipnpp  nf  r^hinririp  in  nrniindwatpr  nr  *^iirfppp 

O.     Illw  UIO\.fllCllUW  IllCiy    IWOLJIl  III   lllw  lu/IWOWIIV.fW  V_/l    \_/l  ll\_/ll\.JC>  lll  ^IULJIIIvIVV  dlw  1    KJi    O  LJ 1  1  ClV_>v> 

water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

4.8  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WnPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

414 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  100  hectares  and  the  predominant  land  use  in  the  area  is  high  density 
residential  land  use. 

3  Thp  Hi<^rhprnp  max/  rp<^iilt  in  thp  nrp*^pnrp  nf  nhrnmiiim  Vl  in  nrniindwatpr  nr 

\J .     111^  \..IIOV^IICllUw   lilCly    IwOLJIL  III    lllw  k^l^O^IIV^w  \J  I    \_/l  IIV.^IIIimill    VI    III   UIV.^milV..IVVClL^I  \Jl 

surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

6.4-8.1 

4.5-6.3 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WnPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

415 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  100  hectares  and  the  predominant  land  use  in  the  area  is  high  density 
residential  land  use. 

3.  The  discharge  may  result  in  the  presence  of  Copper  or  one  or  more  of  its 
compounds  containing  Copper  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

4.8  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

416 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  100  hectares  and  the  predominant  land  use  in  the  area  is  high  density 
residential  land  use. 

3.  The  discharge  may  result  in  the  presence  of  Glyphosate  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7.2  -  9 

4.8  -  7 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

97 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

417 

1 .  The  system  is  a  storm  water  management  facility  designed  to  disclnarge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  100  hectares  and  the  predominant  land  use  in  the  area  is  high  density 
residential  land  use. 

3  Thp  rli<^rhprnp  max/  rp<^iilt  in  thp  nrp*^pnrp  nf  1  ppH  nr  nnp  nr  mnrp  nf  it«5 
compounds  containing  Lead  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

6.4-8.1 

4.5-6.3 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 

ijifi_m  A  n 

WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

418 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  100  hectares  and  the  predominant  land  use  in  the  area  is  high  density 
residential  land  use. 

3  Thp  rli*^phprnp  mav  rp*^iilt  in  thp  nrp^ipnpp  nf  Mpponrnn  in  nrniindwatpr  nr 

O.     Illw  UIOV.fllCllUW  IllCiy    IWOLJIl  III   lllw  lu/IWOWIIV.fW  V_/l    l  V  l  wV.fX./lu'l           lll  ^IULJIIIvIVV  ClL\>  1  1 

surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

6.4-8.1 

4.5-6.3 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

419 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  100  hectares  and  the  predominant  land  use  in  the  area  is  high  density 
residential  land  use. 

3  Thp  Hi<^rhprnp  mav  rp^iiiit  in  thp  nrp*^pnrp  nf  Mprnirv  nr  nnp  nr  mnrp  nf  it*^ 

\j .    1  11^  \..iiov^iiciiuw  IllCiy  iwomiL  iii  iiiw  k^i^o^iiv^w  \j  i  ivi^iv^uiy  \ji  \ji       \ji   iiiv_/i^  \j  i  i  lo 

compounds  containing  Mercury  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

6.3-8.1 

4.2  -  6 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WnPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

420 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  100  hectares  and  the  predominant  land  use  in  the  area  is  high  density 
residential  land  use. 

3.  The  discharge  may  result  in  the  presence  of  Nickel  or  one  or  more  of  its 
compounds  containing  Nickel  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

421 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  100  hectares  and  the  predominant  land  use  in  the  area  is  high  density 
residential  land  use. 

3.  The  discharge  may  result  in  the  presence  of  Nitrogen  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

4.8  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 
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TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

422 

1 .  The  system  is  a  storm  water  management  facility  designed  to  disclnarge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  100  hectares  and  the  predominant  land  use  in  the  area  is  high  density 
residential  land  use. 

3  Thp  rli<^rhprnp  max/  rp<^iilt  in  thp  nrp*^pnrp  nf  nnp  nr  mnrp  Pnlvrvrlir  Arnmptir 

o.   1  iiv>  \..iiov.yiiciiuv>  iiiciy  iv^oLJii  III  iiiv>  i^/iwowiiv^w  v_/i  uiiw  wi  iiiv_/iw  1  \j  1  y  \jy         r^i  w  1 1 1  ciii 

Hydrocarbons  (PAHs)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

6.4-8.1 

4.5-6.3 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 

ijifi_m  A  n 

WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

423 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  100  hectares  and  the  predominant  land  use  in  the  area  is  high  density 
residential  land  use. 

3  Thp  rli*^phprnp  mav  rp^iiiit  in  thp  nrp^ipnpp  nf  Ppfroipiim  Hx/Hrnrarhnnc;  F1  tnOf^- 

O.     1  llv>  \..IIOV.fllCll^Vy  IllCiy    IWOLJIl  III   Lllw  lu/IWOWIIV.iW  KJi    1    Wll\_/IWLJIII  1  IVtvllUV.fClll-'UIIO  1     1    tl  1 

nC10)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7.2  -  9 

4.8  -  7 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WnPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

424 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  100  hectares  and  the  predominant  land  use  in  the  area  is  high  density 
residential  land  use. 

3  Thp  Hi^^rharnp  max/  rp^iiiit  in  thp  nrp*^pnrp  nf  Pptrnlpiim  Hvrlrnpprhnn*^ 

O.     IIIV>\..IIOV^IICllUV>IIICiy    IWOUILIII    LIIV>l-'IC^OWIIvyV>V_/l    1  V>ll\_/IWLJIIIIiyivll\_/V.yCllL^\_/IIO 

F4  (>nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

4.8  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WnPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

425 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  100  hectares  and  the  predominant  land  use  in  the  area  is  high  density 
residential  land  use. 

3.  The  discharge  may  result  in  the  presence  of  Petroleum  Hydrocarbons  F2 
(>nC1 0-nC1 6)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

4.8  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

426 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  100  hectares  and  the  predominant  land  use  in  the  area  is  high  density 
residential  land  use. 

3.  The  discharge  may  result  in  the  presence  of  Petroleum 
Hydrocarbons  F3  (>nC16-nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

V  V  111  U 

10 

6-8 

HVA 

6 

SGRA 

6 

99 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

427 

1 .  The  system  is  a  storm  water  management  facility  designed  to  disclnarge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  100  hectares  and  the  predominant  land  use  in  the  area  is  high  density 
residential  land  use. 

3  Thp  rli<^rhprnp  max/  rp<^iilt  in  thp  nrp*^pnrp  nf  Phn^^nhnriic;  /'tntah  in  nrniinriwatpi' 

or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

4.8  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 

ijifi_m  A  n 

WHPA-D 

HVA 

SGRA 

428 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  100  hectares  and  the  predominant  land  use  in  the  area  is  high  density 
residential  land  use. 

3  Thp  rli*^phprnp  mav  rp^iiiit  in  thp  nrp^ipnpp  nf  7inp  nr  nnp  nr  morp  nf  it*^ 

\J .     111^  \..IIOV.fllCllUVy    IllCiy    IwOLJIl  III    lllw  I^I^O^IIww  \J  I    £—1  IIV.f  \J  I    \Jl  l\j   \Jl    lil\_/l^  \J  I  ILO 

compounds  containing  Zinc  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

4.8  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

429 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  not 
more  than  1  hectare  and  the  predominant  land  uses  in  the  area  are  industrial  or 
commercial. 

3  Thp  rli<^rhprnp  max/  rp^iiiit  in  thp  nrp*^pnrp  nf  Aluminum  nr  nnp  nr  mnrp  nf  it^; 

\J .     111^  \^IOV^IICllUw   IlldV    I^OLJIL  III    lllw  k^l^O^IIV^w  \J  I    f\l  LJIIIIIILJIII    \Jl    \Jl  l\y   \Jl    IIIV_/I^  \J  I    1  LO 

compounds  containing  Aluminum  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 

iJifLf  n  A  n 

WHPA-D 

8-10 

HVA 

SGRA 

430 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  not 
more  than  1  hectare  and  the  predominant  land  uses  in  the  area  are  industrial  or 
commercial. 

3.  The  discharge  may  result  in  the  presence  of  Arsenic  or  one  or  more  of  its 
compounds  containing  Arsenic  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

8 

HVA 

SGRA 

431 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  not 
more  than  1  hectare  and  the  predominant  land  uses  in  the  area  are  industrial  or 
commercial. 

3.  The  discharge  may  result  in  the  presence  of  Cadmium  or  one  or  more  of  its 
compounds  containing  Cadmium  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

V  V  111  rA  U 

10 

8 

HVA 

SGRA 

100 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

432 

1 .  The  system  is  a  storm  water  management  facility  designed  to  disclnarge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  not 
more  than  1  hectare  and  the  predominant  land  uses  in  the  area  are  industrial  or 
commercial. 

3  Thp  rijcirhprnp  max/  rp<^iilt  in  thp  nrp*^pnrp  nf  Ohinririp  in  nrniinHwatpr  nr  c^iirfarp 

O.     Illv>  \.JIOV^IICllUV>  IlldV    IV^OLJIl  III   lllv>  j-ZIWOWIIvyW  V_/l    \JI  IIWII\.JV>  III  UIWLJIItvlVV  CllV>  1    W 1    O  LJ 1  1 CIV^^ 

water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

8-10 

HVA 

SGRA 

433 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  not 
more  than  1  hectare  and  the  predominant  land  uses  in  the  area  are  industrial  or 
commercial. 

3  Thp  rli*^phprnp  mav  rp*^iilt  in  thp  nrp*^pnpp  nf  nhrnmiiim  Vl  in  nrniinrfwatpr  nr 

\J .     111^  \..IIOV.flldlU^   IllCiy    IwOLJIl  III    Lll^  I^I^O^IIw^  \J  I    \_/l  IIV_/IIIILJIII    VI    III   UIV_/LJIIUVVdl^l  \Jl 

surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WnPA-D 

10 

8 

HVA 

SGRA 

434 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  not 
more  than  1  hectare  and  the  predominant  land  uses  in  the  area  are  industrial  or 
commercial. 

3  Thp  rli<^rhprnp  max/  rp^iiiit  in  thp  nrp*^pnrp  nf  Onnnpr  nr  nnp  nr  mnrp  nf  it<^ 

O.     IIIV>  UIOV^IICllUV>   IlldV    IWOLJIl  III    lllV>  l^/IWOWllV^W  V_/l             l^/l^/Vyl    Wl    WIIW  Wl     lilV_/IW   V_/l    1  lO 

compounds  containing  Copper  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 

iJifLf  n  A  n 

WHPA-D 

8-10 

HVA 

SGRA 

435 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  not 
more  than  1  hectare  and  the  predominant  land  uses  in  the  area  are  industrial  or 
commercial. 

3.  The  discharge  may  result  in  the  presence  of  Glyphosate  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

8-10 

HVA 

SGRA 

436 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  not 
more  than  1  hectare  and  the  predominant  land  uses  in  the  area  are  industrial  or 
commercial. 

3.  The  discharge  may  result  in  the  presence  of  Lead  or  one  or  more  of  its 
compounds  containing  Lead  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

V  V  111  rA  U 

10 

8 

HVA 

SGRA 

101 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

437 

1 .  The  system  is  a  storm  water  management  facility  designed  to  disclnarge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  not 
more  than  1  hectare  and  the  predominant  land  uses  in  the  area  are  industrial  or 
commercial. 

3  Thp  rijcirhprnp  max/  rp<^iilt  in  thp  nrp*^pnrp  nf  Mprnnrnn  in  nrniinHwatpr  nr 

surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

HVA 

SGRA 

438 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  not 
more  than  1  hectare  and  the  predominant  land  uses  in  the  area  are  industrial  or 
commercial. 

3  Thp  rli*^phprnp  mav  rp^iiiit  in  thp  nrp^ipnpp  nf  Mprnirv  nr  nnp  nr  mnrp  nf  it*^ 

\J .     1  11^  \..IIOV.fllCllV^Vy    IllCiy    I^OLJIL  III    lllw  I^I^O^IIww  \J  I    IVI^IV.fLJiy    \Jl    \Jl          \Jl     lilV_/l^   \J  I    1 LO 

compounds  containing  Mercury  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

HVA 

SGRA 

439 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  not 
more  than  1  hectare  and  the  predominant  land  uses  in  the  area  are  industrial  or 
commercial. 

3  Thp  rli<^rhprnp  max/  rp^iiiit  in  thp  nrp*^pnrp  nf  Nirkpl  nr  nnp  nr  mnrp  nf  it*^ 

\J .     1  11^  \^IOV^IICllUw   llldy    I^OLJIL  III    lllw  k^l^O^IIV^w  \J  I    l>IIV^I\^l    \Jl    \J  I          \Jl     IIIV_/I^   \J  I  ILO 

compounds  containing  Nickel  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 

iJifLf  n  A  n 

WHPA-D 

8-10 

HVA 

SGRA 

440 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  not 
more  than  1  hectare  and  the  predominant  land  uses  in  the  area  are  industrial  or 
commercial. 

3.  The  discharge  may  result  in  the  presence  of  Nitrogen  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WnPA-D 

10 

8 

HVA 

SGRA 

441 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  not 
more  than  1  hectare  and  the  predominant  land  uses  in  the  area  are  industrial  or 
commercial. 

3.  The  discharge  may  result  in  the  presence  of  one  or  more  Polycyclic  Aromatic 
Hydrocarbons  (PAHs)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

V  V  111  rA  U 

8-10 

HVA 

SGRA 

102 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

442 

1 .  The  system  is  a  storm  water  management  facility  designed  to  disclnarge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  not 
more  than  1  hectare  and  the  predominant  land  uses  in  the  area  are  industrial  or 
commercial. 

3  Thp  rijcirhprnp  max/  rp<^iilt  in  thp  nrp*^pnrp  nf  Ppfrnipiim  Hvrlrnrprhnn*^  F1  ^nr^fi- 

O.     1  llv>  \.JIOV^IICllUV>  IllCiy    IV^OLJIl  III   lllv>  j-ZIWOWIIvyW  KJi    1    V>IIX_/IWLJIII  1  iyivllV_/V^CllLy\_/IIO  1     1    tl  1  V.a' V_l 

nC1 0)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WrlPA-D 

8-10 

HVA 

SGRA 

443 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  not 
more  than  1  hectare  and  the  predominant  land  uses  in  the  area  are  industrial  or 
commercial. 

3  Thp  Hi^iphprnp  mav  rp^iiiit  in  thp  nrp^ipnpp  nf  Ppfrnipiim  Hx/Hrnrarhnnc; 

O.     Illw  \..IIOV.fllCll^^  IllCiy    I^OLJIL  III   LlIVy  lu'IWOWIIV_>w  V_/l    1    WllUIWLJIII  1  IVtvllUV.fClll-'UIIO 

F4  (>nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

8-10 

HVA 

SGRA 

444 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  not 
more  than  1  hectare  and  the  predominant  land  uses  in  the  area  are  industrial  or 
commercial. 

3  Thp  rli<^rhprnp  max/  rp^iiiit  in  thp  nrp*^pnrp  nf  Pptrnlpiim  Hvrlrnpprhnn*^  F? 

O.     Illv>  \.JIOV^IICllUV>  IllCiy    IWOLJIl  III   lllv>  j-ZIWOWIIvyW  V_/l    1    V>ll\_/IWLJIII  1  iyivll\_/V.yCllL^\_/IIO  1  £— 

(>nC1 0-nC1 6)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 

iJifLf  n  A  n 

WHPA-D 

8-10 

HVA 

SGRA 

445 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  not 
more  than  1  hectare  and  the  predominant  land  uses  in  the  area  are  industrial  or 
commercial. 

3.  The  discharge  may  result  in  the  presence  of  Petroleum 
Hydrocarbons  F3  (>nC16-nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

8-10 

HVA 

SGRA 

446 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  not 
more  than  1  hectare  and  the  predominant  land  uses  in  the  area  are  industrial  or 
commercial. 

3.  The  discharge  may  result  in  the  presence  of  Phosphorus  (total)  in  groundwater 
or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

V  V  111  rA  U 

HVA 

SGRA 

103 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

447 

1 .  The  system  is  a  storm  water  management  facility  designed  to  disclnarge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  not 
more  than  1  hectare  and  the  predominant  land  uses  in  the  area  are  industrial  or 
commercial. 

^  Thp  rijcirhprnp  max/  rp^iiiit  in  thp  nrp*^pnrp  nf  7inr  nr  nnp  nr  mnrp  nf  it<^ 

\J .     111^  \.JIOV^IICllUw   IllCiy    IwOLJIL  III    Lllw  k^l^O^IIV^w  \J  I    £—1 IIV.^  \J  I    \Jl  l\y   \Jl    IIIV_/I^  \J  I  ILO 

compounds  containing  Zinc  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

8-10 

HVA 

SGRA 

448 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  1  but  not  more  than  10  hectares  and  the  predominant  land  uses  in  the  area 
are  industrial  or  commercial. 

^  Thp  Hi^iphprnp  mav  rp^iiiit  in  thp  nrp^ipnpp  nf  Aluminum  nr  nnp  nr  mnrp  nf  it^; 

\J .     111^  \..IIOV.fllCllUVy    IllCiy    IwOLJIL  III    Lll^  k^l^O^llOw  \J  I    #11 UIIIIIILJIII    \Jl    \Jl  l\j   \Jl    lll\_/l(>   \J  I  ILO 

compounds  containing  Aluminum  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

449 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  1  but  not  more  than  10  hectares  and  the  predominant  land  uses  in  the  area 
are  industrial  or  commercial. 

^  Thp  rli<^rhprnp  max/  rp^iuit  in  thp  nrp*^pnrp  nf  Ar*^pnip  nr  nnp  nr  mnrp  nf  it<^ 

\J .     111^  \.JIOV^IICllUw   llldy    I^OLJIL  III    Lllw  k^l^O^IIV^w  \J  I    f\l  OwlllV.^  \Jl    \Jl  l\y   \Jl    lilV_/l^   \J  I  ILO 

compounds  containing  Arsenic  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7.2  -  9 

4.8  -  7 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WnPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

450 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  1  but  not  more  than  10  hectares  and  the  predominant  land  uses  in  the  area 
are  industrial  or  commercial. 

3.  The  discharge  may  result  in  the  presence  of  Cadmium  or  one  or  more  of  its 
compounds  containing  Cadmium  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

4.9  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

451 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  1  but  not  more  than  10  hectares  and  the  predominant  land  uses  in  the  area 
are  industrial  or  commercial. 

3.  The  discharge  may  result  in  the  presence  of  Chloride  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

V  V  III  rA  U 

10 

6-8 

HVA 

6 

SGRA 

6 

104 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

452 

1 .  The  system  is  a  storm  water  management  facility  designed  to  disclnarge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  1  but  not  more  than  10  hectares  and  the  predominant  land  uses  in  the  area 
are  industrial  or  commercial. 

3  Thp  rijcirhprnp  max/  rp<^iilt  in  thp  nrp*^pnrp  nf  nhrnmiiim  Vl  in  nrniinHwatpi'  nr 

\J .     111^  \.JIOV^IICllUw   IllCiy    IwOLJIL  III    lllw  k^l^O^IIV^w  \J  I    \_/l  IIV.^IIIimill    Vl    lll   UIV_/LJIIivIVVC1L^I  \Jl 

surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

4.9  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 

ijifi_m  A  n 

WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

453 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  1  but  not  more  than  10  hectares  and  the  predominant  land  uses  in  the  area 
are  industrial  or  commercial. 

3  Thp  Hi^iphprnp  mav  rp^iiiit  in  thp  nrp^ipnpp  nf  Onnnpr  nr  nnp  nr  mnrp  nf  it*^ 

O.     IIIW  \..IIOV.fllCll^Vy    IMCiy    IWOLJIL  III    lllV>  lu/IWOWllOW  V_/l             lu/k/C^I    V_/l    V_/IIW  V_/l     IIIV_/IW   V_/l  IIO 

compounds  containing  Copper  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

8 

HVA 

SGRA 

454 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  1  but  not  more  than  10  hectares  and  the  predominant  land  uses  in  the  area 
are  industrial  or  commercial. 

3  Thp  Hi^^rharnp  max/  rp<^iilt  in  thp  nrp*^pnrp  nf  Cilx/nhn^^Ptp  in  nrnnnHwatpr  nr 

O.     Illv>  \..IIOV^IICllUV>  IllCiy    IV^OLJIl  III   lllv>  j-ZIWOWIIvyW  V_/l    \^  1  y  I-/I  lUOCllW  lll  UIULJIIIvIVVCIIV^I  v_/i 

surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WnPA-D 

8-10 

HVA 

SGRA 

455 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  1  but  not  more  than  10  hectares  and  the  predominant  land  uses  in  the  area 
are  industrial  or  commercial. 

3.  The  discharge  may  result  in  the  presence  of  Lead  or  one  or  more  of  its 
compounds  containing  Lead  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

4.9  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

456 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  1  but  not  more  than  10  hectares  and  the  predominant  land  uses  in  the  area 
are  industrial  or  commercial. 

3.  The  discharge  may  result  in  the  presence  of  Mecoprop  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

4.9  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

V  V  III  rA  U 

10 

6-8 

HVA 

6 

SGRA 

6 

105 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

457 

1 .  The  system  is  a  storm  water  management  facility  designed  to  disclnarge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  1  but  not  more  than  10  hectares  and  the  predominant  land  uses  in  the  area 
are  industrial  or  commercial. 

^  Thp  rijcirhprnp  max/  rp^iiiit  in  thp  nrp*^pnrp  nf  Mprnirv  nr  nnp  nr  mnrp  nf  it*^ 

\J .     1  11^  \.JIOV^IICllUw   IllCiy    IwOLJIL  III    lllw  k^l^O^IIV^w  \J  I    IVI^IV^LJiy    \Jl    \Jl  l\>   \Jl     IIIV_/I^   \J  I    1 LO 

compounds  containing  Mercury  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7.2  -  9 

4.8  -  7 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 

ijifi_m  A  n 

WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

458 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  1  but  not  more  than  10  hectares  and  the  predominant  land  uses  in  the  area 
are  industrial  or  commercial. 

^  Thp  Hi^iphprnp  mav  rp^iiiit  in  thp  nrp^ipnpp  nf  Nirkpi  nr  nnp  nr  mnrp  nf  it^; 

\J .     1  11^  \..IIOV.fllCllUVy    IllCly    IwOLJIl  III    Lllw  k^l^O^llw^  \J  I    l>IIV.fl\^l    \Jl    \J  I          \Jl     IIIV_/I(>    \J  I  IIO 

compounds  containing  Nickel  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

8 

HVA 

SGRA 

459 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  1  but  not  more  than  10  hectares  and  the  predominant  land  uses  in  the  area 
are  industrial  or  commercial. 

^  Thp  rli<^rhprnp  max/  rp<^iilt  in  thp  nrp*^pnrp  nf  Nitrnnpn  in  nrniinriwatpr  nr  c;iirfprp 

O.     Illv>  \.JIOV^IICllUV>  IllCiy    IV^OLJIl  III   lllv>  j-ZIWOWIIvyW  V_/l    INIIIUUWII   III  UIV_/LJII\.JVV  CllV>  1    W 1    O  LJ 1  1  CIV^W 

water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

460 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  1  but  not  more  than  10  hectares  and  the  predominant  land  uses  in  the  area 
are  industrial  or  commercial. 

3.  The  discharge  may  result  in  the  presence  of  one  or  more  Polycyclic  Aromatic 
Hydrocarbons  (PAHs)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

4.9  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

461 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  1  but  not  more  than  10  hectares  and  the  predominant  land  uses  in  the  area 
are  industrial  or  commercial. 

3.  The  discharge  may  result  in  the  presence  of  Petroleum  Hydrocarbons  F1  (nC6- 
nCI  0)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

8 

HVA 

SGRA 

106 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

462 

1 .  The  system  is  a  storm  water  management  facility  designed  to  disclnarge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  1  but  not  more  than  10  hectares  and  the  predominant  land  uses  in  the  area 
are  industrial  or  commercial. 

3  Thp  rijcirhprnp  max/  rp^iiiit  in  thp  nrp*^pnrp  nf  Pptrnlpiim  Hvrlrnrprhnn*^ 
F4  (>nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 

ijifi_m  A  n 

WHPA-D 

10 

8 

HVA 

SGRA 

463 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  1  but  not  more  than  10  hectares  and  the  predominant  land  uses  in  the  area 
are  industrial  or  commercial. 

3  Thp  rli*^phprnp  mav  rp*^iilt  in  thp  nrp^ipnpp  nf  Pptrnlpiim  Hx/Hrnrarhnnc;  FP 

O.     1  1  i\>  \Jti^\ji  1  Cli           IMCiy    IWOLJIl  III   lllv>  lu'lwOWIIV.fW  V_/l    1    V>IIV_/IWLJIII  1  iyivllV_/V.fClll.^V_/IIO  1  £— 

(>nC1 0-nC1 6)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

8 

HVA 

SGRA 

464 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  1  but  not  more  than  10  hectares  and  the  predominant  land  uses  in  the  area 
are  industrial  or  commercial. 

3  Thp  Hi^^rharnp  max/  rp<^iilt  in  thp  nrp*^pnrp  nf  Pptrnlpiim 

O.     IIIV>\..IIOV^IICllUV>lilCiy    IV^OLJIllll   lllV>l-'IWOWIIvyV>V_/l    1  V^IIUIWLJIII 

Hydrocarbons  F3  (>nC16-nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WnPA-D 

10 

8 

HVA 

SGRA 

465 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  1  but  not  more  than  10  hectares  and  the  predominant  land  uses  in  the  area 
are  industrial  or  commercial. 

3.  The  discharge  may  result  in  the  presence  of  Phosphorus  (total)  in  groundwater 
or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WnPA-D 

HVA 

SGRA 

466 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  1  but  not  more  than  10  hectares  and  the  predominant  land  uses  in  the  area 
are  industrial  or  commercial. 

3.  The  discharge  may  result  in  the  presence  of  Zinc  or  one  or  more  of  its 
compounds  containing  Zinc  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

V  V  III  rA  U 

10 

8 

HVA 

SGRA 
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TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

467 

1 .  The  system  is  a  storm  water  management  facility  designed  to  disclnarge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  10  but  not  more  than  100  hectares  and  the  predominant  land  uses  in  the  area 
are  industrial  or  commercial. 

^  Thp  rijcirhprnp  max/  rp^iiiit  in  thp  nrp*^pnrp  nf  Aliiminiim  nr  nnp  nr  mnrp  nf  it^; 

\J .     111^  \.JIOV^IICllUw   IllCiy    IwOLJIL  III    Lllw  k^l^OwllV^w  \J  I    f\l  LJIIIIIILJIII    \Jl    \Jl  l\y   \Jl    IIIV_/I^  \J  I    1  LO 

compounds  containing  Aluminum  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

4.9  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

468 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  10  but  not  more  than  100  hectares  and  the  predominant  land  uses  in  the  area 
are  industrial  or  commercial. 

^  Thp  Hi^iphprnp  mav  rp^iiiit  in  thp  nrp^ipnpp  nf  Ar^ipnir  nr  nnp  nr  mnrp  nf  it*^ 

\J .     111^  \..IIOV.fllCllUVy    IllCiy    IwOLJIL  III    Lllw  I^I^O^IlOw  \J  I    #11  O^IIIV.f  \Jl    \Jl  l\y   \Jl    lll\_/l^   \J  I  ILO 

compounds  containing  Arsenic  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

469 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  10  but  not  more  than  100  hectares  and  the  predominant  land  uses  in  the  area 
are  industrial  or  commercial. 

^  Thp  rli<^rhprnp  max/  rp^iiiit  in  thp  nrp*^pnrp  nf  npHmiiim  nr  nnp  nr  mnrp  nf  it*^ 

\J .     111^  \.JIOV^IICllUw   IllCly    IwOLJIL  III    Lllw  k^l^O^IIV^w  \J  I                  lllimill    \Jl    \Jl  l\>   \Jl    IIIV_/I^  \J  I    1  LO 

compounds  containing  Cadmium  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 

iJifLf  n  A  n 

WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

470 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  10  but  not  more  than  100  hectares  and  the  predominant  land  uses  in  the  area 
are  industrial  or  commercial. 

3.  The  discharge  may  result  in  the  presence  of  Chloride  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

4.9  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

471 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  10  but  not  more  than  100  hectares  and  the  predominant  land  uses  in  the  area 
are  industrial  or  commercial. 

3.  The  discharge  may  result  in  the  presence  of  Chromium  VI  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-n 

V  V  III  rA  U 

10 

8 

6 

HVA 

6 

SGRA 

6 
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TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

472 

1 .  The  system  is  a  storm  water  management  facility  designed  to  disclnarge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  10  but  not  more  than  100  hectares  and  the  predominant  land  uses  in  the  area 
are  industrial  or  commercial. 

3  Thp  rijcirhprnp  max/  rp^iiiit  in  thp  nrp*^pnrp  nf  Onnnpr  nr  nnp  nr  mnrp  nf  it<^ 

O.     Illv>  \.JIOV^IICllUV>  IlldV    IV^OLJIl  III   lllv>  l^/IWOWIIv^W  V_/l            l^/j-Z^I    Ul    Wllw  Wl    IIIUIW  V_/l    1  lO 

compounds  containing  Copper  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

4.9  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

473 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  10  but  not  more  than  100  hectares  and  the  predominant  land  uses  in  the  area 
are  industrial  or  commercial. 

3  Thp  rli*^phprnp  mav  rp*^iilt  in  thp  nrp*^pnpp  nf  fnivnhnciatp  in  nrniinrfwatpr  nr 

O.     Illw  \..IIOV.fllCllUW  IllCiy    IWOLJIl  III   lllw  lu/IWOWIIV.fW  V_/l    Vvl  lyhJi  1  V.'OCl  LCy   III  ^lULJIIIvtWuLC^I  V_/l 

surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

474 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  10  but  not  more  than  100  hectares  and  the  predominant  land  uses  in  the  area 
are  industrial  or  commercial. 

3  Thp  rli<^rhprnp  max/  rp^iiiit  in  thp  nrp*^pnrp  nf  1  ppH  nr  nnp  nr  mnrp  nf  it«5 

O.     Illv>  \.JIOV^IICllUV>  IllCiy    IWOLJIl  III   Lllv>  l^/IWOWIIv^W  V_/l    1— V^Cllvl  V_/l    Ullw  V_/l    IIIWIw  V_/l    1  lO 

compounds  containing  Lead  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 

iJifLf  n  A  n 

WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

475 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  10  but  not  more  than  100  hectares  and  the  predominant  land  uses  in  the  area 
are  industrial  or  commercial. 

3.  The  discharge  may  result  in  the  presence  of  Mecoprop  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

476 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  10  but  not  more  than  100  hectares  and  the  predominant  land  uses  in  the  area 
are  industrial  or  commercial. 

3.  The  discharge  may  result  in  the  presence  of  Mercury  or  one  or  more  of  its 
compounds  containing  Mercury  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-n 

V  V  III  rA  U 

8  -  10 

6 

HVA 

6 

SGRA 

6 

109 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

477 

1 .  The  system  is  a  storm  water  management  facility  designed  to  disclnarge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  10  but  not  more  than  100  hectares  and  the  predominant  land  uses  in  the  area 
are  industrial  or  commercial. 

^  Thp  rijcirhprnp  max/  rp<^iilt  in  thp  nrp*^pnrp  nf  Nirkpi  nr  nnp  nr  mnrp  nf  it*^ 

\J .     1  11^  \.JIOV^IICllUw   IllCiy    IwOLJIL  III    lllw  k^l^O^IIV^w  \J  I    l>IIV^I\^l    \Jl    \J  I          \Jl     IIIV.^1^   \J  I  ILO 

compounds  containing  Nickel  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

4.8  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

478 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  10  but  not  more  than  100  hectares  and  the  predominant  land  uses  in  the  area 
are  industrial  or  commercial. 

^  Thp  Hi^iphprnp  mav  rp*^iilt  in  thp  nrp*^pnpp  nf  Nitrnnpn  in  nrniinHwatpr  nr  cjiirfarp 

O.     Illw  \..IIOV.fllCll^V>  IllCiy    IWOLJIl  III   lllw  lu/IWOWIIV.fW  V_/l    I^lll\_/Uwll   III  UIV_/UIIV..IVV  CIL\>  1    KJi    O  LJ 1  1  Cl\j\> 

water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7.2  -  9 

4.8  -  7 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

479 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  10  but  not  more  than  100  hectares  and  the  predominant  land  uses  in  the  area 
are  industrial  or  commercial. 

^  Thp  Hi^^rharnp  max/  rp<^iilt  in  thp  nrp*^pnrp  nf  nnp  nr  mnrp  Pnlvrvrlir  Arnmatir 

o.   1  iiv>  \..iiov^iiciiuv>  iiiciy  iv^oLJii  III  iiiv>  i^/ic^owiiv^v^  v_/i  wiiw  wi  iiiuiw  1  \j  1  y  \jy         r^i  u  1 1 1  ciii 

Hydrocarbons  (PAHs)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 

iJifLf  n  A  n 

WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

480 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  10  but  not  more  than  100  hectares  and  the  predominant  land  uses  in  the  area 
are  industrial  or  commercial. 

3.  The  discharge  may  result  in  the  presence  of  Petroleum  Hydrocarbons  F1  (nC6- 
nCIO)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

481 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  10  but  not  more  than  100  hectares  and  the  predominant  land  uses  in  the  area 
are  industrial  or  commercial. 

3.  The  discharge  may  result  in  the  presence  of  Petroleum  Hydrocarbons 
F4  (>nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

4.9  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-n 

V  V  III  rA  U 

10 

6-8 

HVA 

6 

SGRA 

6 

110 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

482 

1 .  The  system  is  a  storm  water  management  facility  designed  to  disclnarge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  10  but  not  more  than  100  hectares  and  the  predominant  land  uses  in  the  area 
are  industrial  or  commercial. 

3  Thp  rijcirhprnp  max/  rp<^iilt  in  thp  nrp*^pnrp  nf  Pptrnlpiim  Hvrlrnrprhnn*^  F? 

O.     1  llv>  \.JIOV^IICllUV>  IllCiy    IV^OLJIl  III   lllv>  j-ZIWOWIIvyW  V_/l    1    WllUIWLJIII  1  iyivllV_/V^CllLy\_/IIO  1 

(>nC1 0-nC1 6)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

4.9  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

483 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  10  but  not  more  than  100  hectares  and  the  predominant  land  uses  in  the  area 
are  industrial  or  commercial. 

3  Thp  Hi^iphprnp  mav  rp^iiiit  in  thp  nrp^ipnpp  nf  Ppfrnipiim 

O.     1  llv>  \..IIOV.fllCll^V>  lilCiy    IWOLJIl  III   lllv>  lu/IWOWIlOW  \J\    1  C>llV_/ICyLJIM 

Hydrocarbons  F3  (>nC16-nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

4.8  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

484 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  10  but  not  more  than  100  hectares  and  the  predominant  land  uses  in  the  area 
are  industrial  or  commercial. 

3  Thp  rli<^rhprnp  max/  rp<^iilt  in  thp  nrp*^pnrp  nf  Phn^^nhnriic;  /'tntah  in  nrniinriwatpr 

O.     IIIV>\.JIOV^IICllUV>lilCiy    IV^OLJIllll   lllV>l-'IC^OWIIvyV>V_/l    1    IIWOI-/IIUILJOtLU  LQ 1/  III  UIWLJIIUVVdlWl 

or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

4.9  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 

iJifLf  n  A  n 

WHPA-D 

HVA 

SGRA 

485 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  10  but  not  more  than  100  hectares  and  the  predominant  land  uses  in  the  area 
are  industrial  or  commercial. 

3.  The  discharge  may  result  in  the  presence  of  Zinc  or  one  or  more  of  its 
compounds  containing  Zinc  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

4.9  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

486 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  100  hectares  and  the  predominant  land  uses  in  the  area  are  industrial  or 
commercial. 

3.  The  discharge  may  result  in  the  presence  of  Aluminum  or  one  or  more  of  its 
compounds  containing  Aluminum  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

V  V  111  VJ 

10 

8 

6 

HVA 

6 

SGRA 

6 

111 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

487 

1 .  The  system  is  a  storm  water  management  facility  designed  to  disclnarge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  100  hectares  and  the  predominant  land  uses  in  the  area  are  industrial  or 
commercial. 

3  Thp  rijcirhprnp  max/  rp<^iilt  in  thp  nrp*^pnrp  nf  Ar*^pnir  nr  nnp  nr  mnrp  nf  it<^ 

\J .     111^  \.JIOV^IICllUw   IllCiy    IwOLJIL  III    Lllw  k^l^O^IIV^w  \J  I    f\l  OwlllV^  \Jl    \Jl  l\y   \Jl    lilWI^   \J  I  ILO 

compounds  containing  Arsenic  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

6  -  7.2 

4.2-5.6 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 

ijifi_m  A  n 

WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

488 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  100  hectares  and  the  predominant  land  uses  in  the  area  are  industrial  or 
commercial. 

3  Thp  rli*^phprnp  mav  rp^iiiit  in  thp  nrp^ipnpp  nf  npHmiiim  nr  nnp  nr  mnrp  nf 

\J .     111^  \..IIOV.fllCllV^Vy    IllCiy    I^OLJIL  III    Lll^  I^I^O^IIw^  \J  I    V  /  kA  VJ  IIIILJIll    \Jl    \Jl          \Jl    IIIV_/I^  \J  I    1  LO 

compounds  containing  Cadmium  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

6.3-8.1 

4.2  -  6 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

489 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  100  hectares  and  the  predominant  land  uses  in  the  area  are  industrial  or 
commercial. 

3  Thp  rli<^rhprnp  max/  rp<^iilt  in  thp  nrp*^pnrp  nf  Ohinririp  in  nrniinHwatpr  nr  c;iirfprp 

O.     Illv>  \.JIOV^IICllUV>  IllCiy    IV^OLJIl  III   lllv>  l^/IC^OWIIv^V^  V_/l    \JI  IIWIIUV>  III  UlULJIItvlVV  CllV>  1    W 1    O  U 1  1  CIV^V> 

water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WnPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

490 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  100  hectares  and  the  predominant  land  uses  in  the  area  are  industrial  or 
commercial. 

3.  The  discharge  may  result  in  the  presence  of  Chromium  VI  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

6.3-8.1 

4.2  -  6 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WnPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

491 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  100  hectares  and  the  predominant  land  uses  in  the  area  are  industrial  or 
commercial. 

3.  The  discharge  may  result  in  the  presence  of  Copper  or  one  or  more  of  its 
compounds  containing  Copper  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

112 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

492 

1 .  The  system  is  a  storm  water  management  facility  designed  to  disclnarge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  100  hectares  and  the  predominant  land  uses  in  the  area  are  industrial  or 
commercial. 

3  Thp  rijcirhprnp  max/  rp<^iilt  in  thp  nrp*^pnrp  nf  fnix/nhn^^Pfp  in  nrniinrlwptpr  nr 

O.     1  llv>  \.JIOV^IICllUV>  IlldV    IV^OLJIl  III   lllv>  j-ZIWOWIIvyW  KJi    \^  1 V I-/I  lUOCllW  III  UIX_/LJII1vlVVCllV>l  V_/l 

surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

4.8  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 

ijifi_m  A  n 

WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

493 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  100  hectares  and  the  predominant  land  uses  in  the  area  are  industrial  or 
commercial. 

3  Thp  rli*^phprnp  mav  rp^iiiit  in  thp  nrp^ipnpp  nf  1  pad  nr  nnp  nr  mnrp  nf 

O.     Illw  \..IIOV.fllCll^^  IllCiy    I^OLJIl  III   lllv>  lu/IWOWIIOVy  V_/l    1— ^Cltvl  V_/l    Ullw  V_/l    IIIUIw  V_/l    1  lO 

compounds  containing  Lead  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

6.3-8.1 

4.2  -  6 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

494 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  100  hectares  and  the  predominant  land  uses  in  the  area  are  industrial  or 
commercial. 

3  Thp  Hi<^phprnp  max/  rp<^iilt  in  thp  nrp*^pnrp  nf  Mprnnrnn  in  nrniinHwatpr  nr 

O.     Illv>  \..IIOV^IICllUV>  lilCiy    IV^OLJIl  III   lllv>  l^/IC^OWIIv^V^  V_/l    1 V 1  wV.y\_'l-'l  '^hJ  III  UlULJIItvlVV  CllV>  1    U 1 

surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

6.3-8.1 

4.2  -  6 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WnPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

495 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  100  hectares  and  the  predominant  land  uses  in  the  area  are  industrial  or 
commercial. 

3.  The  discharge  may  result  in  the  presence  of  Mercury  or  one  or  more  of  its 
compounds  containing  Mercury  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

6  -  7.2 

4.2-5.6 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

496 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  100  hectares  and  the  predominant  land  uses  in  the  area  are  industrial  or 
commercial. 

3.  The  discharge  may  result  in  the  presence  of  Nickel  or  one  or  more  of  its 
compounds  containing  Nickel  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

6.4-8.1 

4.5-6.3 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

113 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

497 

1 .  The  system  is  a  storm  water  management  facility  designed  to  disclnarge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  100  hectares  and  the  predominant  land  uses  in  the  area  are  industrial  or 
commercial. 

^  Thp  rijciphprnp  max/  rp<^iilt  in  thp  nrp*^pnrp  nf  Nitrnnpn  in  nrniinriwatpi'  nr  c^iirfarp 

O.     Illv>  \.JIOV^IICllUV>  IlldV    IV^OLJIl  III   lllv>  j-ZIWOWIIvyW  V_/l    INILIV_/Uwll   III  UIULJII\JVVCl 1    U 1    O U 1  1 CIV^^ 

water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 

ijifi_m  A  n 

WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

498 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  100  hectares  and  the  predominant  land  uses  in  the  area  are  industrial  or 
commercial. 

^  Thp  rli*^phprnp  mav  rp^iiiit  in  thp  nrp^ipnpp  nf  nnp  nr  mnrp  Pnivrvriip  Arnmatir 

o.   1  1  i\>            1  cii        iiiciy  iwoLJii  III  iiiw  iu'iwowiiv_>v>  v_/i  v_/iiw  v_/i  iiiv_/icy  1  \j  1  y  \jy         #vi  u  1 1 10110 

Hydrocarbons  (PAHs)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

6.3-8.1 

4.2  -  6 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

499 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  100  hectares  and  the  predominant  land  uses  in  the  area  are  industrial  or 
commercial. 

^  Thp  rli<^rhprnp  max/  rp^iiiit  in  thp  nrp*^pnrp  nf  Pptrnlpiim  Hvrlrnpprhnn*^  F1  (nOf^- 

0.     1  llv>  \.JIOV^IICllUV>  IlldV    IWOLJIl  III   lllv>  l^/IWOWIIv^W  V_/l    1    V^IIWIWLJIII  1  iyivll\_/V.yCllLy\_/IIO  1     1    tl  1 V.^' V_l 

nCI  0)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

4.8  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WnPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

500 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  100  hectares  and  the  predominant  land  uses  in  the  area  are  industrial  or 
commercial. 

3.  The  discharge  may  result  in  the  presence  of  Petroleum  Hydrocarbons 
F4  (>nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

501 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  100  hectares  and  the  predominant  land  uses  in  the  area  are  industrial  or 
commercial. 

3.  The  discharge  may  result  in  the  presence  of  Petroleum  Hydrocarbons  F2 
(>nC1 0-nC1 6)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

114 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

502 

1 .  The  system  is  a  storm  water  management  facility  designed  to  disclnarge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  100  hectares  and  the  predominant  land  uses  in  the  area  are  industrial  or 
commercial. 

3  Thp  rli<^rhprnp  mav  rp^iiiit  in  thp  nrp*^pnrp  nf  Pptrnlpiim 

O.     1  llv>  \.JIOV^IICllUV>  IlldV    IC^OLJIl  III   lllv>  l^/IWOWIIv^W  V_/l    1  V^llWIWLJIil 

Hydrocarbons  F3  (>nC16-nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

6.4-8.1 

4.5-6.3 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 

ijifi_m  A  n 

WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

503 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  100  hectares  and  the  predominant  land  uses  in  the  area  are  industrial  or 
commercial. 

3.  The  discharge  may  result  in  the  presence  of  Phosphorus  (total)  in  groundwater 
or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WnPA-D 

HVA 

SGRA 

504 

1 .  The  system  is  a  storm  water  management  facility  designed  to  discharge  storm 
water  to  land  or  surface  water. 

2.  The  drainage  area  associated  with  the  storm  water  management  facility  is  more 
than  100  hectares  and  the  predominant  land  uses  in  the  area  are  industrial  or 
commercial. 

3.  The  discharge  may  result  in  the  presence  of  Zinc  or  one  or  more  of  its 
compounds  containing  Zinc  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
Wrlr  A-U 

8  -  10 

6 

HVA 

6 

SGRA 

6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

505 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  not  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person 
to  report. 

3.  The  discharge  may  result  in  the  presence  of  Acrylonitrile  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

HVA 

SGRA 

506 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  not  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person 
to  report. 

3.  The  discharge  may  result  in  the  presence  of  Aluminum  or  one  or  more  of  its 
compounds  containing  Aluminum  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

V  V  111  U 

HVA 

SGRA 

115 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

507 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  not  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person 
to  report. 

3.  The  discharge  may  result  in  the  presence  of  Arsenic  or  one  or  more  of  its 
rnmnniinrl*^  rnntaininn  Ar*^pnip  in  nrniinHwatpr  nr  <^iirfprp  wafpr 

1  1  1         LJ  1  ItvIO          1  1  ICll  1  III  lU  #VI  OWIIIV^IIIUIWLJIIIvlvVCllV^I    V_/l    OLJII  CIV^  V>  VV  dlw  1  . 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

4.8  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 

ijifi_m  A  n 

WHPA-D 

HVA 

SGRA 

508 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  not  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person 
to  report. 

3.  The  discharge  may  result  in  the  presence  of  Biphenyl-1 ,1'  in  groundwater  or 
ciiirfppp  watpr 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

HVA 

SGRA 

509 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  not  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person 
to  report. 

3.  The  discharge  may  result  in  the  presence  of  Bis(2-ethylhexyl)  phthalate  in 
nrniinrlwptpr  nr  *^iirfprp  wafpr 

u  1     LJ 1  itvi  vv  diw  1   yji   O  LJ  1  1  CIV.^  W  VV  CllV>  1  . 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

HVA 

SGRA 

510 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  not  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person 
to  report. 

3.  The  discharge  may  result  in  the  presence  of  Boron  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

HVA 

SGRA 

511 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  not  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person 
to  report. 

3.  The  discharge  may  result  in  the  presence  of  Bromomethane  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7.2  -  9 

4.8  -  7 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-n 

V  V  111  rA  U 

HVA 

SGRA 

116 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

512 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  not  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person 
to  report. 

3.  The  discharge  may  result  in  the  presence  of  BTEX  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

4.9  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

HVA 

SGRA 

513 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  not  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person 
to  report. 

3.  The  discharge  may  result  in  the  presence  of  Butoxyethanol-2  in  groundwater  or 
ciiirfppp  watpr 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

HVA 

SGRA 

514 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  not  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person 
to  report. 

3.  The  discharge  may  result  in  the  presence  of  Butyl-n  alcohol  in  groundwater  or 
*^iirfprp  wpfpr 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WnPA-D 

HVA 

SGRA 

515 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  not  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person 
to  report. 

3.  The  discharge  may  result  in  the  presence  of  Butyl-tert  alcohol  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WnPA-D 

HVA 

SGRA 

516 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  not  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person 
to  report. 

3.  The  discharge  may  result  in  the  presence  of  Cadmium  or  one  or  more  of  its 
compounds  containing  Cadmium  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

4.8  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

V  V  111  rA  U 

HVA 

SGRA 

117 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

517 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  not  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person 
to  report. 

3.  The  discharge  may  result  in  the  presence  of  Carbon  Tetrachloride  in 

nrniinrlwptpr  nr  *^iirfppp  wafpr 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7.2  -  9 

4.8  -  7 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 

ijifi_m  A  n 

WHPA-D 

HVA 

SGRA 

518 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  not  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person 
to  report. 

3.  The  discharge  may  result  in  the  presence  of  Chloride  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WnPA-D 

HVA 

SGRA 

519 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  not  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person 
to  report. 

3.  The  discharge  may  result  in  the  presence  of  Chloroform  in  groundwater  or 
*^iirfprp  wpfpr 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

HVA 

SGRA 

520 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  not  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person 
to  report. 

3.  The  discharge  may  result  in  the  presence  of  Chromium  VI  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

4.8  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

HVA 

SGRA 

521 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  not  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person 
to  report. 

3.  The  discharge  may  result  in  the  presence  of  Cobalt  or  one  or  more  of  its 
compounds  containing  Cobalt  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

V  V  111  rA  U 

HVA 

SGRA 

118 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

522 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  not  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person 
to  report. 

3.  The  discharge  may  result  in  the  presence  of  Copper  or  one  or  more  of  its 
rnmnniinrl*^  rnntaininn  Cnnnpr  in  nrniinHwatpr  nr  *^iirfprp  wafpr 

1  1  1         LJ  1  ItvIO          1  1  ICll  1  III  lU  \jyjlJYJ\>  1    III  UIWLJIItvlVV  dlw  1    KJi    O  LJ  1  1  Clv.>W  VV  dlw  1  . 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 

ijifi_m  A  n 

WHPA-D 

HVA 

SGRA 

523 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  not  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person 
to  report. 

3.  The  discharge  may  result  in  the  presence  of  Cyanide  (CN-)  in  groundwater  or 
ciiirfppp  watpr 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

4.9  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

HVA 

SGRA 

524 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  not  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person 
to  report. 

3.  The  discharge  may  result  in  the  presence  of  Dichlorobenzene-1 ,2  (ortho)  in 
nrniinrlwptpr  nr  *^iirfprp  wafpr 

U  1      LJ  1  Itvl  vV  dlw  1            O  LJ  1  1  ClLy  W  VV  CllV>  1  . 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

HVA 

SGRA 

525 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  not  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person 
to  report. 

3.  The  discharge  may  result  in  the  presence  of  Dichlorobenzene-1 ,4  (para)  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

HVA 

SGRA 

526 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  not  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person 
to  report. 

3.  The  discharge  may  result  in  the  presence  of  Dichloroethane-1 ,2  in  groundwater 
or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

HVA 

SGRA 

119 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

527 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  not  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person 
to  report. 

3.  The  discharge  may  result  in  the  presence  of  Ethylene  Glycol  in  groundwater  or 
*^iirfprp  wpfpr 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

HVA 

SGRA 

528 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  not  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person 
to  report. 

3.  The  discharge  may  result  in  the  presence  of  Formaldehyde  in  groundwater  or 
ciiirfppp  watpr 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

HVA 

SGRA 

529 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  not  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person 
to  report. 

3.  The  discharge  may  result  in  the  presence  of  Hexachlorobenzene  in  groundwater 
nr  *^iirfppp  wafpr 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7.2  -  9 

4.8  -  7 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WnPA-D 

HVA 

SGRA 

530 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  not  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person 
to  report. 

3.  The  discharge  may  result  in  the  presence  of  Hexachlorobutadiene  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

4.8  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

HVA 

SGRA 

531 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  not  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person 
to  report. 

3.  The  discharge  may  result  in  the  presence  of  Hexachloroethane  in  groundwater 
or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

4.9  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-n 

V  V  111  rA  U 

HVA 

SGRA 

120 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

532 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  not  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person 
to  report. 

3.  The  discharge  may  result  in  the  presence  of  Hydrazine  or  its  salts  in 
nrniinrlwptpr  nr  *^iirfppp  wafpr 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 

ijifi_m  A  n 

WHPA-D 

HVA 

SGRA 

533 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  not  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person 
to  report. 

3.  The  discharge  may  result  in  the  presence  of  Hydroquinone  in  groundwater  or 
ciiirfppp  watpr 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7.2  -  9 

4.8  -  7 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

HVA 

SGRA 

534 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  not  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person 
to  report. 

3.  The  discharge  may  result  in  the  presence  of  Iron  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

HVA 

SGRA 

535 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  not  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person 
to  report. 

3.  The  discharge  may  result  in  the  presence  of  Lead  or  one  or  more  of  its 
compounds  containing  Lead  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

4.8  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

HVA 

SGRA 

536 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  not  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person 
to  report. 

3.  The  discharge  may  result  in  the  presence  of  Manganese  or  one  or  more  of  its 
compounds  containing  Manganese  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

HVA 

SGRA 

121 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

537 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  not  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person 
to  report. 

3.  The  discharge  may  result  in  the  presence  of  Mercury  or  one  or  more  of  its 
rnmnniinrl*^  rnntaininn  Mprnirv  in  nrniinHwatpr  nr  *^iirfprp  wafpr 

1  1  1         LJ  1  ItvIO          IIICIIIIIIIU  IV                1  y    III  UIV^/LJIIUVV  dlw  1        1    O  LJ  1  1  CIV.^  W  VV  CllV>  1  . 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

4.8  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 

ijifi_m  A  n 

WHPA-D 

HVA 

SGRA 

538 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  not  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person 
to  report. 

3.  The  discharge  may  result  in  the  presence  of  Methanol  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

HVA 

SGRA 

539 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  not  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person 
to  report. 

3.  The  discharge  may  result  in  the  presence  of  Methyl  ethyl  ketone  in  groundwater 
nr  *^iirfppp  wafpr 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 

iJifLf  n  A  n 

WHPA-D 

HVA 

SGRA 

540 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  not  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person 
to  report. 

3.  The  discharge  may  result  in  the  presence  of  Methylene  chloride 
(Dichloromethane)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

HVA 

SGRA 

541 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  not  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person 
to  report. 

3.  The  discharge  may  result  in  the  presence  of  Molybdenum  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

4.9  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

HVA 

SGRA 

122 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

542 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  not  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person 
to  report. 

3.  The  discharge  may  result  in  the  presence  of  Naphthalene  in  groundwater  or 
*^iirfprp  wpfpr 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 

ijifi_m  A  n 

WHPA-D 

HVA 

SGRA 

543 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  not  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person 
to  report. 

3.  The  discharge  may  result  in  the  presence  of  Nickel  or  one  or  more  of  its 

mmnniinrjc;  mntaininn  Nirkpi  in  nrniinHwafpr  or  c;iirfppp  wafpr 

\jKJ  I  1  1  lu/V./  LJ  1  ItvIO          IIICIIIIIII^  INIV_>i\wl   III  UIULJIIUVV  dlw  1    \Ji    O  LJ  1  1  ClOV>  VV  ulw  1  . 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

4.9  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

HVA 

SGRA 

544 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  not  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person 
to  report. 

3.  The  discharge  may  result  in  the  presence  of  Nitrogen  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WnPA-D 

HVA 

SGRA 

545 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  not  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person 
to  report. 

3.  The  discharge  may  result  in  the  presence  of  Nitrosodimethylamine-N  (NDMA)  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

HVA 

SGRA 

546 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  not  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person 
to  report. 

3.  The  discharge  may  result  in  the  presence  of  one  or  more  Adsorbable  Organic 
Halides  (AOXs)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

4.8  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

V  V  111  rA  U 

HVA 

SGRA 

123 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

547 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  not  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person 
to  report. 

3.  The  discharge  may  result  in  the  presence  of  one  or  more  Polycyclic  Aromatic 

Hvrlrnrprhnn*^  ^PAH*^^  in  nrniinriwafpr  or  <^iirfprp  wpfpr 

1  iyi.JI\_/V.yClll.^WIIO  tl    r^i  lO/   III  UIWLJII\.JVV  CllV>  1    \Ji    O  LJ  1  1  Clvy  V>   vV  dlw  1  . 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

4.8  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 

ijifi_m  A  n 

WHPA-D 

HVA 

SGRA 

548 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  not  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person 
to  report. 

3.  The  discharge  may  result  in  the  presence  of  Pentachlorobenzene  in 

nrniinrlwptpr  nr  c;iirfapp  watpr 

U  1      LJ  1  Itul  VV  ulw  1        1    O  LJ  1  1  CL\j\j  VV  CILV>  1  . 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

4.9  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

HVA 

SGRA 

549 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  not  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person 
to  report. 

3.  The  discharge  may  result  in  the  presence  of  Petroleum  Hydrocarbons  F1  (nC6- 
nOI  0)  in  nrni inrlwptpr  nr  c^iirfarp  wafpr 

1  I\J  1      /  III  Ul  WLJI  ItvlVVdlV^I    V_/l    OLJI  1  ClvyV>  VVdlWl  . 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

HVA 

SGRA 

550 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  not  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person 
to  report. 

3.  The  discharge  may  result  in  the  presence  of  Petroleum  Hydrocarbons 
F4  (>nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

HVA 

SGRA 

551 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  not  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person 
to  report. 

3.  The  discharge  may  result  in  the  presence  of  Petroleum  Hydrocarbons  F2 
(>nC10-nC16)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

VV  111  rA  U 

HVA 

SGRA 

124 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

552 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  not  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person 
to  report. 

3.  The  discharge  may  result  in  the  presence  of  Petroleum 

Hvrlrnrprhnnc;  F3  ('>nOAf^-f\O^A-)  in  nrniinriwafpr  nr  <^iirfprp  watpr 

1  iyi.JI\_/V.yClll.^WIIO  1    O  l^ll \J  1  \J    II              /  III  UIV_/LJII\.JVVCllWl    \JI    OLJII  CX\j\>  VV  dlw  I  ■ 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

4.9  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 

ijifi_m  A  n 

WHPA-D 

HVA 

SGRA 

553 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  not  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person 
to  report. 

3.  The  discharge  may  result  in  the  presence  of  Phenol  (or  its  salts)  in  groundwater 
nr  c;iirfppp  watpr 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

HVA 

SGRA 

554 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  not  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person 
to  report. 

3.  The  discharge  may  result  in  the  presence  of  Phosphorus  (total)  in  groundwater 

nr  *^iirfppp  wafpr 

\Ji    OLJI  IClV.yW  VVdlWl  . 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 

iJifLf  n  A  n 

WHPA-D 

HVA 

SGRA 

555 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  not  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person 
to  report. 

3.  The  discharge  may  result  in  the  presence  of  Selenium  or  one  or  more  of  its 
compounds  containing  Selenium  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

4.9  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

HVA 

SGRA 

556 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  not  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person 
to  report. 

3.  The  discharge  may  result  in  the  presence  of  Silver  or  one  or  more  of  its 
compounds  containing  Silver  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

4.9  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

V  V  111  rA  U 

HVA 

SGRA 

125 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

557 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  not  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person 
to  report. 

3.  The  discharge  may  result  in  the  presence  of  Sodium  fluoride  in  groundwater  or 
*^iirfprp  wpfpr 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

HVA 

SGRA 

558 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  not  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person 
to  report. 

3.  The  discharge  may  result  in  the  presence  of  Styrene  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

HVA 

SGRA 

559 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  not  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person 
to  report. 

3.  The  discharge  may  result  in  the  presence  of  Sulphide  (Hydrogen)  in 

nrniinrlwptpr  nr  *^iirfprp  wafpr 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

HVA 

SGRA 

560 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  not  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person 
to  report. 

3.  The  discharge  may  result  in  the  presence  of  Tetrachlorobenzene-1 ,2,4,5  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

4.9  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

HVA 

SGRA 

561 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  not  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person 
to  report. 

3.  The  discharge  may  result  in  the  presence  of  Tetrachloroethylene  (PCE)  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

V  V  111  rA  U 

HVA 

SGRA 

126 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

562 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  not  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person 
to  report. 

3.  The  discharge  may  result  in  the  presence  of  Trichlorobenzene-1 ,2,4  in 
nrniinrlwptpr  nr  *^iirfppp  wafpr 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 

ijifi_m  A  n 

WHPA-D 

HVA 

SGRA 

563 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  not  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person 
to  report. 

3.  The  discharge  may  result  in  the  presence  of  Trichloroethylene  or  another 
DNAPI  that  pniilrl  Hporarip  tn  Triphlnrnpthvlpnp  in  nrnnnHwafpr  nr  c;iirfppp  wafpr 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

HVA 

SGRA 

564 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  not  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person 
to  report. 

3.  The  discharge  may  result  in  the  presence  of  Tritium  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

4.9  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

HVA 

SGRA 

565 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  not  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person 
to  report. 

3.  The  discharge  may  result  in  the  presence  of  Vanadium  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

4.9  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

HVA 

SGRA 

566 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  not  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person 
to  report. 

3.  The  discharge  may  result  in  the  presence  of  Vinyl  chloride  or  another  DNAPL 
that  could  degrade  to  vinyl  chloride  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

4.9  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

VV  111  rA  U 

HVA 

SGRA 

127 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

567 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  not  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person 
to  report. 

3.  The  discharge  may  result  in  the  presence  of  Zinc  or  one  or  more  of  its 
rnmnniinrl*^  rnntaininn  7inr  in  nrniinHwatpr  nr  <^iirfprp  wafpr 

1  1  1         LJ  1  ItvIO          1  1  ICll  1  III  lU  I—  IIIV^IIIUIWLJIIIvlVVCllV^I    V_/l    OLJII  Clv^  V>  VV  dlw  1  . 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 

ijifi_m  A  n 

WHPA-D 

HVA 

SGRA 

568 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to 
report  and  the  report  must  include  information  in  relation  to  a  substance  listed  in 
Group  1 ,  2,  3  or  4  of  Part  1  of  Schedule  1  or  Part  2  of  Schedule  1  of  the  notice. 
3  Thp  rli*^phprnp  mav  rp*^iilt  in  thp  nrp*^pnpp  nf  Arrvlnnitrilp  in  nrniindwatpr  nr 

o.   iiiw  \..iiov.fiiciiuv>  iiiciy  iwoLJii  III  iiiw  lu/iwowiiv.fw  v_/i        1  yiuiiiiiiivy  III  ^lULJiitvivvci t\j  1  1 

surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

4.8  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

HVA 

SGRA 

569 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to 
report  and  the  report  must  include  information  in  relation  to  a  substance  listed  in 
Group  1 ,  2,  3  or  4  of  Part  1  of  Schedule  1  or  Part  2  of  Schedule  1  of  the  notice. 
3  Thp  rli<^rhprnp  max/  rp^iiiit  in  thp  nrp*^pnrp  nf  Aliiminiim  nr  nnp  nr  mnrp  nf  it<^ 

\J .     111^  \^IOV^IICllUw   IllCiy    IwOLJIL  III    Lllw  k^l^OwllV^w  \J  I    f\l  LJIIIIIILJIII    \Jl    \Jl  l\y   \Jl    lll\_/l^  \J  I    1  LO 

compounds  containing  Aluminum  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

HVA 

SGRA 

570 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to 
report  and  the  report  must  include  information  in  relation  to  a  substance  listed  in 
Group  1 ,  2,  3  or  4  of  Part  1  of  Schedule  1  or  Part  2  of  Schedule  1  of  the  notice. 

3.  The  discharge  may  result  in  the  presence  of  Arsenic  or  one  or  more  of  its 
compounds  containing  Arsenic  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

6  -  7.2 

4.2-5.6 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

HVA 

SGRA 

571 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to 
report  and  the  report  must  include  information  in  relation  to  a  substance  listed  in 
Group  1 ,  2,  3  or  4  of  Part  1  of  Schedule  1  or  Part  2  of  Schedule  1  of  the  notice. 

3.  The  discharge  may  result  in  the  presence  of  Biphenyl-1 ,1'  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

4.8  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

HVA 

SGRA 

128 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

572 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to 
report  and  the  report  must  include  information  in  relation  to  a  substance  listed  in 
Group  1 ,  2,  3  or  4  of  Part  1  of  Schedule  1  or  Part  2  of  Schedule  1  of  the  notice. 
3  Thp  rijcirhprnp  max/  rp^iiiit  in  thp  nrp*^pnrp  nf  Ri^^/^P-pthvlhpyvh  nhthaiatp  in 

o.           \.jiov^iiciiuv>  iiiciy  iv^oLJii  III  iiiv>  i^/iwowiiv^w  v_/i  LJio  t  ^  wiiiyiiiv^i'xyi/  i-/iiiiici  i  ciiv>  1 1  i 

groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 

ijifi_m  A  n 

WHPA-D 

HVA 

SGRA 

573 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to 
report  and  the  report  must  include  information  in  relation  to  a  substance  listed  in 
Group  1 ,  2,  3  or  4  of  Part  1  of  Schedule  1  or  Part  2  of  Schedule  1  of  the  notice. 
3  Thp  rjjciphprnp  mav  rp*^iilt  in  thp  nrp*^pnpp  nf  Rnrnn  in  nroiindwatpr  nr  c;iirfppp 

O.     Illw  \..IIOV.fllCll^V>  IllCiy    IWOLJIl  III   lllw  lu/IWOWIIV.fW  V_/l    l-JKJ  \\J\  \   III  UI\_/LJIIUVV  dlw  1    KJ\    O  LJ 1  1  ClOV> 

water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WnPA-D 

HVA 

SGRA 

574 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to 
report  and  the  report  must  include  information  in  relation  to  a  substance  listed  in 
Group  1 ,  2,  3  or  4  of  Part  1  of  Schedule  1  or  Part  2  of  Schedule  1  of  the  notice. 

3  Thp  Hi<^phprnp  max/  rp<^iilt  in  thp  nrp*^pnpp  nf  Rrnmnmpthanp  in  nrniinHwatpr  nr 

\J ,     111^  \.JIOV^IICllUw   IllCiy    IwOLJIL  III    Lllw  k^l^O^IIV^w  V_/l    L^l  V_/IIIV_/III^LI  ICll  1^    II  1   UIV_/LJI  lUVVdL^I  V_/l 

surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

6.3-8.1 

4.2  -  6 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

HVA 

SGRA 

575 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to 
report  and  the  report  must  include  information  in  relation  to  a  substance  listed  in 
Group  1 ,  2,  3  or  4  of  Part  1  of  Schedule  1  or  Part  2  of  Schedule  1  of  the  notice. 

3.  The  discharge  may  result  in  the  presence  of  BTEX  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

6.4-8.1 

4.5-6.3 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

HVA 

SGRA 

576 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to 
report  and  the  report  must  include  information  in  relation  to  a  substance  listed  in 
Group  1 ,  2,  3  or  4  of  Part  1  of  Schedule  1  or  Part  2  of  Schedule  1  of  the  notice. 

3.  The  discharge  may  result  in  the  presence  of  Butoxyethanol-2  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 

V  V  III  U 

HVA 

SGRA 

129 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

577 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to 
report  and  the  report  must  include  information  in  relation  to  a  substance  listed  in 
Group  1 ,  2,  3  or  4  of  Part  1  of  Schedule  1  or  Part  2  of  Schedule  1  of  the  notice. 
3  Thp  rijcirhprnp  max/  rp<^iilt  in  thp  nrp*^pnrp  nf  Riitvl-n  pirnhni  in  nrniinHwatpr  nr 

O.     Illv>  \.JIOV^IICllUV>  IlldV    IV^OLJIl  III   lllv>  j-ZIWOWIIvyW  V_/l    l-/\Jt  ^-j'    II  CllvyV_/IIV_/l   III  UlULJIItvlVVClLV^I  Ul 

surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

4.8  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 

ijifi_m  A  n 

WHPA-D 

HVA 

SGRA 

578 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to 
report  and  the  report  must  include  information  in  relation  to  a  substance  listed  in 
Group  1 ,  2,  3  or  4  of  Part  1  of  Schedule  1  or  Part  2  of  Schedule  1  of  the  notice. 

3  Thp  rli*^phprnp  mav  rp*^iilt  in  thp  nrp*^pnpp  nf  Rutvl-tprt  airnhni  in  nrniindwatpr  or 

O.     Illw  \..IIOV.fllCllUV>  IllCiy    IWOLJIl  III   lllw  lu/IWOWIIV.fW  V_/l    1—1 LJ I  y  l         l  l  CIi\jKJ  IIV_/I   III  UIV_/LJIIUVVCllWl  \Ji 

surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WnPA-D 

HVA 

SGRA 

579 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to 
report  and  the  report  must  include  information  in  relation  to  a  substance  listed  in 
Group  1 ,  2,  3  or  4  of  Part  1  of  Schedule  1  or  Part  2  of  Schedule  1  of  the  notice. 
3  Thp  Hi<^rhprnp  max/  rp<^iilt  in  thp  nrp*^pnrp  nf  npHmiiim  nr  nnp  nr  mnrp  nf  it*^ 

\J .     111^  \^IOV^IICllUw   lilCiy    IwOLJIL  III    lllw  k^l^O^IIV^w  \J  I                  IIIILJIII    \Jl    \Jl          \Jl    IIIV_/I^  \J  I    1  LO 

compounds  containing  Cadmium  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

6.3-8.1 

4.2  -  6 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

HVA 

SGRA 

580 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to 
report  and  the  report  must  include  information  in  relation  to  a  substance  listed  in 
Group  1 ,  2,  3  or  4  of  Part  1  of  Schedule  1  or  Part  2  of  Schedule  1  of  the  notice. 

3.  The  discharge  may  result  in  the  presence  of  Carbon  Tetrachloride  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

6.3-8.1 

4.2  -  6 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

HVA 

SGRA 

581 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to 
report  and  the  report  must  include  information  in  relation  to  a  substance  listed  in 
Group  1 ,  2,  3  or  4  of  Part  1  of  Schedule  1  or  Part  2  of  Schedule  1  of  the  notice. 

3.  The  discharge  may  result  in  the  presence  of  Chloride  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

V  V  111  rA  U 

HVA 

SGRA 

130 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

582 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to 
report  and  the  report  must  include  information  in  relation  to  a  substance  listed  in 
Group  1 ,  2,  3  or  4  of  Part  1  of  Schedule  1  or  Part  2  of  Schedule  1  of  the  notice. 
3  Thp  rijcirhprnp  max/  rp<^iilt  in  thp  nrp*^pnrp  nf  nhlnrnfnrm  in  nrniinriwafpr  nr 

\J .     111^  \.JIOV^IICllUw   IllCiy    IwOLJIL  III    Lllw  k^l^O^IIV^w  \J  I    \_/l  IIV_/IV_/IV_/IIII    III   UIV_/LJII\.>IVVC1L^I  \Jl 

surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 

ijifi_m  A  n 

WHPA-D 

HVA 

SGRA 

583 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to 
report  and  the  report  must  include  information  in  relation  to  a  substance  listed  in 
Group  1 ,  2,  3  or  4  of  Part  1  of  Schedule  1  or  Part  2  of  Schedule  1  of  the  notice. 
3  Thp  rli*^phprnp  mav  rp*^iilt  in  thp  nrp*^pnpp  nf  r^hrnmiiim  Vl  in  nrniindwatpr  nr 

\J .     111^  \..IIOV.fllCllU^   lilCiy    IwOLJIL  III    Lll^  I^I^O^IIw^  \J  I    \_/l  ll\_/IIIILJIII    VI    III   UIV_/LJIIUVVClLwl  \Jl 

surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

6.3-8.1 

4.2  -  6 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

HVA 

SGRA 

584 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to 
report  and  the  report  must  include  information  in  relation  to  a  substance  listed  in 
Group  1 ,  2,  3  or  4  of  Part  1  of  Schedule  1  or  Part  2  of  Schedule  1  of  the  notice. 
3  Thp  Hi<^rhprnp  max/  rp^iiiit  in  thp  nrp*^pnrp  nf  Onhpit  nr  nnp  nr  mnrp  nf  it<^ 

O.     Illv>  UIOV^IICllUV>  IMdV    IWOLJIl  III   lllv>  l^/IC^OWIIvyW  Ul            L^Clll  V_/l    V_/IIW  \Ji    lll\_/lw  KJi    1  lO 

compounds  containing  Cobalt  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

HVA 

SGRA 

585 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to 
report  and  the  report  must  include  information  in  relation  to  a  substance  listed  in 
Group  1 ,  2,  3  or  4  of  Part  1  of  Schedule  1  or  Part  2  of  Schedule  1  of  the  notice. 

3.  The  discharge  may  result  in  the  presence  of  Copper  or  one  or  more  of  its 
compounds  containing  Copper  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

HVA 

SGRA 

586 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to 
report  and  the  report  must  include  information  in  relation  to  a  substance  listed  in 
Group  1 ,  2,  3  or  4  of  Part  1  of  Schedule  1  or  Part  2  of  Schedule  1  of  the  notice. 

3.  The  discharge  may  result  in  the  presence  of  Cyanide  (CN-)  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

6.4-8.1 

4.5-6.3 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

HVA 

SGRA 

131 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

587 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to 
report  and  the  report  must  include  information  in  relation  to  a  substance  listed  in 
Group  1 ,  2,  3  or  4  of  Part  1  of  Schedule  1  or  Part  2  of  Schedule  1  of  the  notice. 
3  Thp  rijcirhprnp  max/  rp^iiiit  in  thp  nrp*^pnrp  nf  r)irhlnrnhpn7Pnp-1  ?  /^nrthn^  in 

\J .     111^  \.JIOV^IICllUw   IllCiy    IwOLJIL  III    Lllw  k^l^O^IIV^w  \J  I    l-J  IV^IIIV_/IV_/I.^^II^^II^     Ij^    IV_/ILIIV_//  III 

groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

4.8  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 

ijifi_m  A  n 

WHPA-D 

HVA 

SGRA 

588 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to 
report  and  the  report  must  include  information  in  relation  to  a  substance  listed  in 
Group  1 ,  2,  3  or  4  of  Part  1  of  Schedule  1  or  Part  2  of  Schedule  1  of  the  notice. 
3  Thp  rli*^phprnp  mav  rp^iiiit  in  thp  nrp*^pnpp  nf  niphlnrnhpn7Pnp-1  4  ^nara^  in 

O.     Illv>  \..IIOV.fllCll^^  IllCiy    IVyOLJIL  III   lllw  lu/IWOWIIV.iW  V_/l        IV.flllV_/IV_/l_/v>II^WllW  l,^tlu'CllCl/lll 

groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

HVA 

SGRA 

589 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to 
report  and  the  report  must  include  information  in  relation  to  a  substance  listed  in 
Group  1 ,  2,  3  or  4  of  Part  1  of  Schedule  1  or  Part  2  of  Schedule  1  of  the  notice. 

3  Thp  rli<^phprnp  max/  rp<^iilt  in  thp  nrp*^pnpp  nf  Diphinrnpthanp-I  ?  in  nrniinriwatpr 

O.     Illv>  \.JIOV^IICllUV>  IllCiy    IV^OLJIL  III   lllv>  l^/IWOWIIv^W  V_/l        IV^IIIWIV_/WlllClllW     l,^IIIUI\_/LJII\.JVV  CllV>  1 

or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

HVA 

SGRA 

590 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to 
report  and  the  report  must  include  information  in  relation  to  a  substance  listed  in 
Group  1 ,  2,  3  or  4  of  Part  1  of  Schedule  1  or  Part  2  of  Schedule  1  of  the  notice. 

3.  The  discharge  may  result  in  the  presence  of  Ethylene  Glycol  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

HVA 

SGRA 

591 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to 
report  and  the  report  must  include  information  in  relation  to  a  substance  listed  in 
Group  1 ,  2,  3  or  4  of  Part  1  of  Schedule  1  or  Part  2  of  Schedule  1  of  the  notice. 

3.  The  discharge  may  result  in  the  presence  of  Formaldehyde  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

HVA 

SGRA 

132 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

592 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to 
report  and  the  report  must  include  information  in  relation  to  a  substance  listed  in 
Group  1 ,  2,  3  or  4  of  Part  1  of  Schedule  1  or  Part  2  of  Schedule  1  of  the  notice. 

3  Thp  rijcirhprnp  max/  rp<^iilt  in  thp  nrp*^pnrp  nf  Hpyprhlnrnhpn7Pnp  in  nrniinriwatpi' 

O.     1  llv>  \.JIOV^IICllUV>  IlldV    IV^OLJIl  III   lllv>  j-ZIWOWIIvyW  KJi    1  1  WAdVy  1  WKJi             I             i\j  III  UIV_/LJII\.JVVCllWl 

or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

6.3-8.1 

4.2  -  6 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

HVA 

SGRA 

593 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to 
report  and  the  report  must  include  information  in  relation  to  a  substance  listed  in 
Group  1 ,  2,  3  or  4  of  Part  1  of  Schedule  1  or  Part  2  of  Schedule  1  of  the  notice. 
3  Thp  rli*^phprnp  mav  rp^iiiit  in  thp  nrp*^pnpp  nf  HpYPPhlnrnhiitariipnp  in 

O.     1  llv>  \..IIOV.fllCll^^  IllCiy    IVyOLJIL  III   lllw  lu/IWOWIIV.iW  KJi    1  IC^i'xClOl  1 1     1             ICI\..1 1 W 1  1  W  III 

groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

6.3-8.1 

4.2  -  6 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

HVA 

SGRA 

594 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to 
report  and  the  report  must  include  information  in  relation  to  a  substance  listed  in 
Group  1 ,  2,  3  or  4  of  Part  1  of  Schedule  1  or  Part  2  of  Schedule  1  of  the  notice. 

3  Thp  rli<^phprnp  max/  rp<^iilt  in  thp  nrp*^pnpp  nf  Hpypphinrnpthanp  in  nrniinriwatpr 

O.     1  llv>  \.JIOV^IICllUV>  lilCiy    IV^OLJIL  III   lllv>  l^/IWOWIIv^W  KJi    1  i\>  /^CX\^I  iiKJi  \J\>\.I  iCLi  i\>  III  UIV_/LJIIl.JVV  CllV>  1 

or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

6.4-8.1 

4.5-6.3 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

HVA 

SGRA 

595 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to 
report  and  the  report  must  include  information  in  relation  to  a  substance  listed  in 
Group  1 ,  2,  3  or  4  of  Part  1  of  Schedule  1  or  Part  2  of  Schedule  1  of  the  notice. 

3.  The  discharge  may  result  in  the  presence  of  Hydrazine  or  its  salts  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

HVA 

SGRA 

596 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to 
report  and  the  report  must  include  information  in  relation  to  a  substance  listed  in 
Group  1 ,  2,  3  or  4  of  Part  1  of  Schedule  1  or  Part  2  of  Schedule  1  of  the  notice. 

3.  The  discharge  may  result  in  the  presence  of  Hydroquinone  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

6.3-8.1 

4.2  -  6 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

HVA 

SGRA 

133 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

597 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to 
report  and  the  report  must  include  information  in  relation  to  a  substance  listed  in 
Group  1 ,  2,  3  or  4  of  Part  1  of  Schedule  1  or  Part  2  of  Schedule  1  of  the  notice. 
3  Thp  rijcirhprnp  max/  rp<^iilt  in  thp  nrp*^pnrp  nf  Irnn  in  nrniinriwatpi'  nr  *^iirfprp 

O.     1  llv>  \.JIOV^IICllUV>  IlldV    IV^OLJIl  III   lllv>  j-ZIWOWIIvyW  V_/l    IIUII   III  UIV_/LJIIUVV  dlw  1    U 1    O  LJ 1  1 CIV.^  W 

water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 

ijifi_m  A  n 

WHPA-D 

HVA 

SGRA 

598 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to 
report  and  the  report  must  include  information  in  relation  to  a  substance  listed  in 
Group  1 ,  2,  3  or  4  of  Part  1  of  Schedule  1  or  Part  2  of  Schedule  1  of  the  notice. 
3  Thp  rli*^phprnp  mav  rp^iiiit  in  thp  nrp^ipnpp  nf  1  pad  nr  nnp  nr  mnrp  nf  it*^ 

O.     Illw  \..IIOV.fllCll^^  IllCiy    I^OLJIl  III   lllv>  lu/IWOWIlOV^  V_/l    1— ^Cltvl  V_/l    Ullw  V_/l    lll\_/lw  V_/l    1  lO 

compounds  containing  Lead  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

6.3-8.1 

4.2  -  6 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

HVA 

SGRA 

599 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to 
report  and  the  report  must  include  information  in  relation  to  a  substance  listed  in 
Group  1 ,  2,  3  or  4  of  Part  1  of  Schedule  1  or  Part  2  of  Schedule  1  of  the  notice. 
3  Thp  Hi<^rhprnp  max/  rp^iiiit  in  thp  nrp*^pnrp  nf  Mannanp^^p  nr  nnp  nr  mnrp  nf  it<^ 

O.     1  llv>  UIOV^IICllUV>  IllCiy    IWOLJIl  III   lllv>  l^/IC^OWIIv^V^  V_/l    lvlClllUClllV>OV>  \_/l    Ullw  V_/l    lil\_/lv>  \Ji    1  lO 

compounds  containing  Manganese  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

HVA 

SGRA 

600 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to 
report  and  the  report  must  include  information  in  relation  to  a  substance  listed  in 
Group  1 ,  2,  3  or  4  of  Part  1  of  Schedule  1  or  Part  2  of  Schedule  1  of  the  notice. 

3.  The  discharge  may  result  in  the  presence  of  Mercury  or  one  or  more  of  its 
compounds  containing  Mercury  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

6  -  7.2 

4.2-5.6 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

HVA 

SGRA 

601 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to 
report  and  the  report  must  include  information  in  relation  to  a  substance  listed  in 
Group  1 ,  2,  3  or  4  of  Part  1  of  Schedule  1  or  Part  2  of  Schedule  1  of  the  notice. 

3.  The  discharge  may  result  in  the  presence  of  Methanol  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

V  V  111  rA  U 

HVA 

SGRA 

134 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

602 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to 
report  and  the  report  must  include  information  in  relation  to  a  substance  listed  in 
Group  1 ,  2,  3  or  4  of  Part  1  of  Schedule  1  or  Part  2  of  Schedule  1  of  the  notice. 

3  Thp  rijcirhprnp  max/  rp<^iilt  in  thp  nrp*^pnrp  nf  Mpthvl  pfhv!  kptnnp  in  nrniinHwatpr 

O.     1  llv>  \.JIOV^IICllUV>  IlldV    IV^OLJIl  III   lllv>  j-ZIWOWIIvyW  KJi    IVIwlllVI  WlllVI          \.\J  I  i\>  III  UIV_/LJII1vlVV  dlw  1 

or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

4.8  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WnPA-D 

HVA 

SGRA 

603 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to 
report  and  the  report  must  include  information  in  relation  to  a  substance  listed  in 
Group  1 ,  2,  3  or  4  of  Part  1  of  Schedule  1  or  Part  2  of  Schedule  1  of  the  notice. 
3  Thp  rli*^phprnp  mav  rp^iiiit  in  thp  nrp^ipnpp  nf  Mpfhvipnp  rhinridp 

\j .    iii(>\..iiov.fiiciiuwiiiciy  i^ouiLiii  iii^i^i^o^iiw^v./i  ivi^iiiyi^ii^\.^iii\_/ii\..i^ 

(Dichloromethane)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

HVA 

SGRA 

604 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to 
report  and  the  report  must  include  information  in  relation  to  a  substance  listed  in 
Group  1 ,  2,  3  or  4  of  Part  1  of  Schedule  1  or  Part  2  of  Schedule  1  of  the  notice. 
3  Thp  Hi<^phprnp  max/  rp<^iilt  in  thp  nrp*^pnrp  nf  MnlvhHpniim  in  nrniinHwatpr  nr 

\J .     lll^\.JIOV^IICllUwlllCly    IwOLJILIII    Lllwk^l^O^IIVywV_/l    IVI\_/lyk^\.J^IILJIII    IIIUIV_/LJIIV..IVVClLwl  \Jl 

surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

6.4-8.1 

4.5-6.3 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

HVA 

SGRA 

605 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to 
report  and  the  report  must  include  information  in  relation  to  a  substance  listed  in 
Group  1 ,  2,  3  or  4  of  Part  1  of  Schedule  1  or  Part  2  of  Schedule  1  of  the  notice. 

3.  The  discharge  may  result  in  the  presence  of  Naphthalene  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

HVA 

SGRA 

606 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to 
report  and  the  report  must  include  information  in  relation  to  a  substance  listed  in 
Group  1 ,  2,  3  or  4  of  Part  1  of  Schedule  1  or  Part  2  of  Schedule  1  of  the  notice. 

3.  The  discharge  may  result  in  the  presence  of  Nickel  or  one  or  more  of  its 
compounds  containing  Nickel  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

6.4-8.1 

4.5-6.3 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

HVA 

SGRA 

135 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

607 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to 
report  and  the  report  must  include  information  in  relation  to  a  substance  listed  in 
Group  1 ,  2,  3  or  4  of  Part  1  of  Schedule  1  or  Part  2  of  Schedule  1  of  the  notice. 

3  Thp  rijcirhprnp  max/  rp<^iilt  in  thp  nrp*^pnrp  nf  Nitrnnpn  in  nrniinriwafpr  nr  <^iirfppp 

O.     Illv>  \.JIOV^IICllUV>  IlldV    IV^OLJIl  III   lllv>  j-ZIWOWIIvyW  V_/l    INIIIV_/Uwll   III  UIV_/LJII\.JVV  CllV>  1    W 1    O  LJ 1  1  CX\j\> 

water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 

ijifi_m  A  n 

WHPA-D 

HVA 

SGRA 

608 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to 
report  and  the  report  must  include  information  in  relation  to  a  substance  listed  in 
Group  1 ,  2,  3  or  4  of  Part  1  of  Schedule  1  or  Part  2  of  Schedule  1  of  the  notice. 

3  Thp  rli*^phprnp  mav  rp^iiiit  in  thp  nrp*^pnpp  nf  Nitrn^inriimpthvipminp-N  ^NDMA^  in 

\J .     lll(>\..IIOV.fllCllV^VylllCiy    I^OLJILIII    LII^I^I^O^IIw^V^/l    l>llll\_/OX_/Ullll^lliyidllllll^    1  't    yi'l  1^  1 V  l#l  1  III 

groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

HVA 

SGRA 

609 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to 
report  and  the  report  must  include  information  in  relation  to  a  substance  listed  in 
Group  1 ,  2,  3  or  4  of  Part  1  of  Schedule  1  or  Part  2  of  Schedule  1  of  the  notice. 
3  Thp  rli<^rhprnp  max/  rp^iiiit  in  thp  nrp*^pnrp  nf  nnp  nr  mnrp  AH^^nrhahip  Ornanir 

O.     1  llv>  \.JIOV^IICllUV>  llldy    IWOLJIl  III   lllv>  l^/IWOWIIv^W  V_/l   Ullw  \Ji    IIIUIw  rvjt^\j  1  UCXK/i\j        I  U  Cll  1 1  v.^ 

Halides  (AOXs)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

6  -  7.2 

4.2-5.6 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

HVA 

SGRA 

610 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to 
report  and  the  report  must  include  information  in  relation  to  a  substance  listed  in 
Group  1 ,  2,  3  or  4  of  Part  1  of  Schedule  1  or  Part  2  of  Schedule  1  of  the  notice. 

3.  The  discharge  may  result  in  the  presence  of  one  or  more  Polycyclic  Aromatic 
Hydrocarbons  (PAHs)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

6.3-8.1 

4.2  -  6 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

HVA 

SGRA 

611 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to 
report  and  the  report  must  include  information  in  relation  to  a  substance  listed  in 
Group  1 ,  2,  3  or  4  of  Part  1  of  Schedule  1  or  Part  2  of  Schedule  1  of  the  notice. 

3.  The  discharge  may  result  in  the  presence  of  Pentachlorobenzene  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

6.4-8.1 

4.5-6.3 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

HVA 

SGRA 

136 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

612 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to 
report  and  the  report  must  include  information  in  relation  to  a  substance  listed  in 
Group  1 ,  2,  3  or  4  of  Part  1  of  Schedule  1  or  Part  2  of  Schedule  1  of  the  notice. 

3  Thp  rijcirhprnp  max/  rp<^iilt  in  thp  nrp*^pnrp  nf  Ppfrnipiim  Hvrlrnrprhnn*^  F1  ^nr^fi- 

O.     1  llv>  \.JIOV^IICllUV>  IllCiy    IV^OLJIl  III   lllv>  j-ZIWOWIIvyW  KJi    1    V^IIUIWLJIII  1  iyivllV_/V^CllLy\_/IIO  1     1    tl  1  V.a'U 

nCI  0)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

4.8  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 

ijifi_m  A  n 

WHPA-D 

HVA 

SGRA 

613 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to 
report  and  the  report  must  include  information  in  relation  to  a  substance  listed  in 
Group  1 ,  2,  3  or  4  of  Part  1  of  Schedule  1  or  Part  2  of  Schedule  1  of  the  notice. 
3  Thp  rjjciphprnp  mav  rp^iiiit  in  thp  nrp^ipnpp  nf  Ppfrnipiim  Hx/Hrnrarhnnc; 

o.   iiiw  \..iiov.fiicii^^  iiiciy  i^oLJii  III  iiiv>  iu'iwowiiv_>w  v_/i  1  wii\_/iwLJiii  1  iyiviiv_/v.fCiii-'V_/iio 

F4  (>nG34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

HVA 

SGRA 

614 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to 
report  and  the  report  must  include  information  in  relation  to  a  substance  listed  in 
Group  1 ,  2,  3  or  4  of  Part  1  of  Schedule  1  or  Part  2  of  Schedule  1  of  the  notice. 
3  Thp  rli<^rhprnp  max/  rp^iiiit  in  thp  nrp*^pnrp  nf  Pptrnlpiim  Hvrlrnpprhnn*^  F? 

O.     Illv>  UIOV^IICllUV>  IllCiy    IWOLJIL  III   lllv>  j-ZIWOWIIvyW  V_/l    1    V^IIUIWLJIII  1  iyivll\_/V^CllLy\_/IIO  1  £— 

(>nC1 0-nC1 6)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

HVA 

SGRA 

615 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to 
report  and  the  report  must  include  information  in  relation  to  a  substance  listed  in 
Group  1 ,  2,  3  or  4  of  Part  1  of  Schedule  1  or  Part  2  of  Schedule  1  of  the  notice. 

3.  The  discharge  may  result  in  the  presence  of  Petroleum 
Hydrocarbons  F3  (>nG16-nG34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

6.4-8.1 

4.5-6.3 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

HVA 

SGRA 

616 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to 
report  and  the  report  must  include  information  in  relation  to  a  substance  listed  in 
Group  1 ,  2,  3  or  4  of  Part  1  of  Schedule  1  or  Part  2  of  Schedule  1  of  the  notice. 

3.  The  discharge  may  result  in  the  presence  of  Phenol  (or  its  salts)  in  groundwater 
or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

4.8  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

V  V  111  rA  U 

HVA 

SGRA 

137 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

617 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to 
report  and  the  report  must  include  information  in  relation  to  a  substance  listed  in 
Group  1 ,  2,  3  or  4  of  Part  1  of  Schedule  1  or  Part  2  of  Schedule  1  of  the  notice. 

3  Thp  rijcirhprnp  max/  rp<^iilt  in  thp  nrp*^pnrp  nf  Phn*^nhnrii<^  ^tntah  in  nrniinriwafpr 

or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 

ijifi_m  A  n 

WHPA-D 

HVA 

SGRA 

618 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to 
report  and  the  report  must  include  information  in  relation  to  a  substance  listed  in 
Group  1 ,  2,  3  or  4  of  Part  1  of  Schedule  1  or  Part  2  of  Schedule  1  of  the  notice. 
3  Thp  rli*^phprnp  mav  rp^iiiit  in  thp  nrp^ipnpp  nf  Spjpniiim  nr  nnp  nr  mnrp  nf  it^; 

\J .     111^  \..IIOV.fllCllV^Vy    IllCiy    IwOLJIl  III    Lll^  k^l^OwllOw  \J  I    V_>'^  I^IIILJIil   \Jl    \J  I  l\y  \Jl     lll\_/l^   \J  I  IIO 

compounds  containing  Selenium  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

6.4-8.1 

4.5-6.3 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

HVA 

SGRA 

619 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to 
report  and  the  report  must  include  information  in  relation  to  a  substance  listed  in 
Group  1 ,  2,  3  or  4  of  Part  1  of  Schedule  1  or  Part  2  of  Schedule  1  of  the  notice. 
3  Thp  rli<^rhprnp  max/  rp^iiiit  in  thp  nrp*^pnrp  nf  Silvpr  nr  nnp  nr  mnrp  nf  it*^ 

\J .     111^  \^IOV^IICllUw   IlldV    I^OLJIL  III    lllw  k^l^O^IIV^w  \J  I    \.Jl  IV^I    \Jl    \Jl          \Jl    IIIV_/I^  \J  I    1 LO 

compounds  containing  Silver  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

6.4-8.1 

4.5-6.3 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

HVA 

SGRA 

620 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to 
report  and  the  report  must  include  information  in  relation  to  a  substance  listed  in 
Group  1 ,  2,  3  or  4  of  Part  1  of  Schedule  1  or  Part  2  of  Schedule  1  of  the  notice. 

3.  The  discharge  may  result  in  the  presence  of  Sodium  fluoride  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

HVA 

SGRA 

621 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to 
report  and  the  report  must  include  information  in  relation  to  a  substance  listed  in 
Group  1 ,  2,  3  or  4  of  Part  1  of  Schedule  1  or  Part  2  of  Schedule  1  of  the  notice. 

3.  The  discharge  may  result  in  the  presence  of  Styrene  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

V  V  III  rA  U 

HVA 

SGRA 

138 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

622 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to 
report  and  the  report  must  include  information  in  relation  to  a  substance  listed  in 
Group  1 ,  2,  3  or  4  of  Part  1  of  Schedule  1  or  Part  2  of  Schedule  1  of  the  notice. 
3  Thp  rijcirhprnp  max/  rp^iiiit  in  thp  nrp*^pnrp  nf  Siilnhirip  ^Hx/Hrnnpn^  in 

O.                \.JIOV^IICllUV>  IllCiy    IV^OLJIl  III   lllv>  l^/IWOWIIv^W  V_/l    v_JLJ  Ij-ZllltvlW  tl  lyUIWUC^II/  III 

groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 

ijifi_m  A  n 

WHPA-D 

HVA 

SGRA 

623 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to 
report  and  the  report  must  include  information  in  relation  to  a  substance  listed  in 
Group  1 ,  2,  3  or  4  of  Part  1  of  Schedule  1  or  Part  2  of  Schedule  1  of  the  notice. 
3  Thp  rli*^phprnp  mav  rp^iiiit  in  thp  nrp*^pnpp  nf  Tptrpphlnrnhpn7Pnp-1  ?  4  5  in 

\J .     lll(>\..IIOV.fllCllV^VylllCiy    I^OLJILIII    LII^I^I^O^IIw^V^/l      I^LIdOIIIV_/IV_/l.^^ll^^ll^     1,^,  ~  III 

groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

6.4-8.1 

4.5-6.3 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

HVA 

SGRA 

624 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to 
report  and  the  report  must  include  information  in  relation  to  a  substance  listed  in 
Group  1 ,  2,  3  or  4  of  Part  1  of  Schedule  1  or  Part  2  of  Schedule  1  of  the  notice. 
3  Thp  rli<^rhprnp  max/  rp^iiiit  in  thp  nrp*^pnrp  nf  Tptrarhinrnpthvipnp  ^POF^  in 

O.     IIIV>UIOV^IICllUV>IMCiy    IWOLJIllll   lllWl-'IWOWIIvyV^V^I     lv>ll  Clv.'l  ll\_/l\_/C>lliyiV>IIV>  M    \J  1 —  /  III 

groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

HVA 

SGRA 

625 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to 
report  and  the  report  must  include  information  in  relation  to  a  substance  listed  in 
Group  1 ,  2,  3  or  4  of  Part  1  of  Schedule  1  or  Part  2  of  Schedule  1  of  the  notice. 

3.  The  discharge  may  result  in  the  presence  of  Trichlorobenzene-1 ,2,4  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

HVA 

SGRA 

626 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to 
report  and  the  report  must  include  information  in  relation  to  a  substance  listed  in 
Group  1 ,  2,  3  or  4  of  Part  1  of  Schedule  1  or  Part  2  of  Schedule  1  of  the  notice. 

3.  The  discharge  may  result  in  the  presence  of  Trichloroethylene  or  another 
DNAPL  that  could  degrade  to  Trichloroethylene  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

HVA 

SGRA 

139 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

627 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to 
report  and  the  report  must  include  information  in  relation  to  a  substance  listed  in 
Group  1 ,  2,  3  or  4  of  Part  1  of  Schedule  1  or  Part  2  of  Schedule  1  of  the  notice. 

3  Thp  rijcirhprnp  max/  rp<^iilt  in  thp  nrp*^pnrp  nf  Tritium  in  nrniinriwatpr  nr  c^iirfarp 

O.     1  llv>  \.JIOV^IICllUV>  IlldV    IV^OLJIl  III   lllv>  j-ZIWOWIIvyW  KJi     1  llllLJIil  III  UIV_/LJII\.JVV  CllV>  1    W 1    O  LJ 1  1  CIV^W 

water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

6.4-8.1 

4.5-6.3 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 

ijifi_m  A  n 

WHPA-D 

HVA 

SGRA 

628 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to 
report  and  the  report  must  include  information  in  relation  to  a  substance  listed  in 
Group  1 ,  2,  3  or  4  of  Part  1  of  Schedule  1  or  Part  2  of  Schedule  1  of  the  notice. 
3  Thp  rli*^phprnp  mav  rp*^iilt  in  thp  nrp*^pnpp  nf  Vanariiiim  in  nrniindwatpr  nr 

O.     1  1  i\j  \..IIOV.fllCllUV>  IllCiy    IWOLJIl  III   lllw  lu/IWOWIIV.fW  V_/l    Vdll  Cl^..!  ILJIII  III  UIV_/LJIIUVV  dlw  1  1 

surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

6.4-8.1 

4.5-6.3 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

HVA 

SGRA 

629 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to 
report  and  the  report  must  include  information  in  relation  to  a  substance  listed  in 
Group  1 ,  2,  3  or  4  of  Part  1  of  Schedule  1  or  Part  2  of  Schedule  1  of  the  notice. 

3.  The  discharge  may  result  in  the  presence  of  Vinyl  chloride  or  another  DNAPL 
that  could  degrade  to  vinyl  chloride  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

6.4-8.1 

4.5-6.3 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

HVA 

SGRA 

630 

1 .  The  system  discharges  to  surface  water  and  has  as  its  primary  function  the 
collection,  transmission  or  treatment  of  industrial  sewage. 

2.  The  system  is  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to 
report  and  the  report  must  include  information  in  relation  to  a  substance  listed  in 
Group  1 ,  2,  3  or  4  of  Part  1  of  Schedule  1  or  Part  2  of  Schedule  1  of  the  notice. 

3.  The  discharge  may  result  in  the  presence  of  Zinc  or  one  or  more  of  its 
compounds  containing  Zinc  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
VVrlr  A-U 

HVA 

SGRA 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 

631 

1 .  The  system  is  part  of  a  wastewater  collection  facility  that  collects  or  transmits 
sewage  containing  human  waste,  but  does  not  include  a  sewage  storage  tank  or  a 
designed  bypass. 

2.  The  system  is  designed  to  convey  not  more  than  250  cubic  metres  of  sewage 
per  day. 

3.  The  discharge  from  the  system  may  result  in  the  presence  of  BTEX  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

V  V  III  U 

10 

8 

HVA 

SGRA 

140 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

632 

1 .  The  system  is  part  of  a  wastewater  collection  facility  that  collects  or  transmits 
sewage  containing  human  waste,  but  does  not  include  a  sewage  storage  tank  or  a 
designed  bypass. 

2.  The  system  is  designed  to  convey  not  more  than  250  cubic  metres  of  sewage 
per  day. 

3  Thp  rli<^rhprnp  frnm  thp  *^\/c;tpm  max/  rp*^iilt  in  thp  nrp<^pnrp  nf  npHmiiim  nr  nnp 
or  more  of  its  compounds  containing  Cadmium  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

HVA 

SGRA 

633 

1 .  The  system  is  part  of  a  wastewater  collection  facility  that  collects  or  transmits 
sewage  containing  human  waste,  but  does  not  include  a  sewage  storage  tank  or  a 
designed  bypass. 

2.  The  system  is  designed  to  convey  not  more  than  250  cubic  metres  of  sewage 
per  day. 

3  Thp  rli*^phprnp  frnm  thp  c;\/c;tpm  mav  rp^iiiit  in  thp  nrp^ipnrp  nf  Cnnnpr  nr  nnp  nr 
more  of  its  compounds  containing  Copper  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

8-10 

HVA 

SGRA 

634 

1 .  The  system  is  part  of  a  wastewater  collection  facility  that  collects  or  transmits 
sewage  containing  human  waste,  but  does  not  include  a  sewage  storage  tank  or  a 
designed  bypass. 

2.  The  system  is  designed  to  convey  not  more  than  250  cubic  metres  of  sewage 
per  day. 

3  Thp  Hi^^rharnp  frnm  thp  *^\/c;tpm  max/  rp*^iilt  in  thp  nrp^ipnpp  nf  r)iphlnrnhpn7irlinp- 

\J .     111^  \..IIOV^IICllUw    IIV_/III    Lll^   OyOLwIII    llldy    I^OLJIL  III    lllw   l.^lwOwllV.yw   \J  I    l-J         IIV_/I  \Jt^\^  I  l^l\.JII  1^ 

3,3'  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

8-10 

HVA 

SGRA 

635 

1 .  The  system  is  part  of  a  wastewater  collection  facility  that  collects  or  transmits 
sewage  containing  human  waste,  but  does  not  include  a  sewage  storage  tank  or  a 
designed  bypass. 

2.  The  system  is  designed  to  convey  not  more  than  250  cubic  metres  of  sewage 
per  day. 

3.  The  discharge  from  the  system  may  result  in  the  presence  of 
Hexachlorobenzene  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

8-10 

HVA 

SGRA 

636 

1 .  The  system  is  part  of  a  wastewater  collection  facility  that  collects  or  transmits 
sewage  containing  human  waste,  but  does  not  include  a  sewage  storage  tank  or  a 
designed  bypass. 

2.  The  system  is  designed  to  convey  not  more  than  250  cubic  metres  of  sewage 
per  day. 

3.  The  discharge  from  the  system  may  result  in  the  presence  of  Lead  or  one  or 
more  of  its  compounds  containing  Lead  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

8 

HVA 

SGRA 

141 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

637 

1 .  The  system  is  part  of  a  wastewater  collection  facility  that  collects  or  transmits 
sewage  containing  human  waste,  but  does  not  include  a  sewage  storage  tank  or  a 
designed  bypass. 

2.  The  system  is  designed  to  convey  not  more  than  250  cubic  metres  of  sewage 
per  day. 

3  Thp  rli<^rhprnp  frnm  thp  *^\/c;tpm  max/  rp*^iilt  in  thp  nrp^ipnpp  nf  Mprnirv  nr  nnp  nr 
more  of  its  compounds  containing  Mercury  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WnPA-D 

10 

8 

HVA 

SGRA 

638 

1 .  The  system  is  part  of  a  wastewater  collection  facility  that  collects  or  transmits 
sewage  containing  human  waste,  but  does  not  include  a  sewage  storage  tank  or  a 
designed  bypass. 

2.  The  system  is  designed  to  convey  not  more  than  250  cubic  metres  of  sewage 
per  day. 

3  Thp  rli*^phprnp  frnm  thp  c;\/*^tpm  mav  rp^iiiit  in  thp  nrp^ipnrp  nf  Nitrnnpn  in 

\J .     111^  \..IIOV.fllCllUVy    IIV_/lil    lll^  OyOlwIII    IIIQy    I^OUIl  III    Lllw   k^l^OwllV.fW   \J  I    l>IILIV_/v^V>ll  III 

groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

HVA 

SGRA 

639 

1 .  The  system  is  part  of  a  wastewater  collection  facility  that  collects  or  transmits 
sewage  containing  human  waste,  but  does  not  include  a  sewage  storage  tank  or  a 
designed  bypass. 

2.  The  system  is  designed  to  convey  not  more  than  250  cubic  metres  of  sewage 
per  day. 

3  Thp  rli<^rhprnp  frnm  thp  *^\/<^tpm  max/  rp*^iilt  in  thp  nrp^ipnrp  nf  nnp  nr  mnrp 

\J .     1  11^  \.JIOV^IICllUw    IIV_/III    Lll^   OyOLwIII    IllCly    I^OLJIL  III    Lllw   l.^lwOwllV.yw   \J  I    \Jl  l\y   \Jl  IIIV_/lw 

Polychlorinated  Biphenyls  (PCBs)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

8-10 

HVA 

SGRA 

640 

1 .  The  system  is  part  of  a  wastewater  collection  facility  that  collects  or  transmits 
sewage  containing  human  waste,  but  does  not  include  a  sewage  storage  tank  or  a 
designed  bypass. 

2.  The  system  is  designed  to  convey  not  more  than  250  cubic  metres  of  sewage 
per  day. 

3.  The  discharge  from  the  system  may  result  in  the  presence  of  one  or  more 
Polycyclic  Aromatic  Hydrocarbons  (PAHs)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

8-10 

HVA 

SGRA 

641 

1 .  The  system  is  part  of  a  wastewater  collection  facility  that  collects  or  transmits 
sewage  containing  human  waste,  but  does  not  include  a  sewage  storage  tank  or  a 
designed  bypass. 

2.  The  system  is  designed  to  convey  not  more  than  250  cubic  metres  of  sewage 
per  day. 

3.  The  discharge  from  the  system  may  result  in  the  presence  of  Pentachlorophenol 
in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

8-10 

HVA 

SGRA 

142 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

642 

1 .  The  system  is  part  of  a  wastewater  collection  facility  that  collects  or  transmits 
sewage  containing  human  waste,  but  does  not  include  a  sewage  storage  tank  or  a 
designed  bypass. 

2.  The  system  is  designed  to  convey  not  more  than  250  cubic  metres  of  sewage 
per  day. 

3  Thp  rli<^rhprnp  frnm  thp  *^\/c;tpm  max/  rp*^iilt  in  thp  nrp<^pnrp  nf  7inr  nr  nnp  nr 
more  of  its  compounds  containing  Zinc  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

8-10 

HVA 

SGRA 

643 

1 .  The  system  is  part  of  a  wastewater  collection  facility  that  collects  or  transmits 
sewage  containing  human  waste,  but  does  not  include  a  sewage  storage  tank  or  a 
designed  bypass. 

2.  The  system  is  designed  to  convey  more  than  250,  but  not  more  than  1 ,000 
cubic  metres  of  sewage  per  day. 

3  Thp  rli*^phprnp  frnm  thp  c;\/*^tpm  mav  rp^iiiit  in  thp  nrp*^pnpp  nf  RTFX  in 

\J ,     111^  \..IIOV.flldlUVy                     Lll^  OyOlwIII    IIICIV    I^OUIl  III    Lllw   l.^lwO^II\.f^  \J\    \—l  1  1  '  v  1 1  1 

groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

644 

1 .  The  system  is  part  of  a  wastewater  collection  facility  that  collects  or  transmits 
sewage  containing  human  waste,  but  does  not  include  a  sewage  storage  tank  or  a 
designed  bypass. 

2.  The  system  is  designed  to  convey  more  than  250,  but  not  more  than  1 ,000 
cubic  metres  of  sewage  per  day. 

3  Thp  rli<^rhprnp  frnm  thp  *^\/<^tpm  max/  rp*^iilt  in  thp  nrp^ipnpp  nf  npHmiiim  nr  nnp 

\J ,     111^  \.JIOV^IICllUw    IIV_/III    Lll^   OyOLwIII    IllCly    I^OUIIL  III    lllw   l.^lwOwllV.yw  \J\    V  1  Kj^KJI  IIIILJIII   \J\  \J\ 

or  more  of  its  compounds  containing  Cadmium  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 

iJifLf  n  A  n 

WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

645 

1 .  The  system  is  part  of  a  wastewater  collection  facility  that  collects  or  transmits 
sewage  containing  human  waste,  but  does  not  include  a  sewage  storage  tank  or  a 
designed  bypass. 

2.  The  system  is  designed  to  convey  more  than  250,  but  not  more  than  1 ,000 
cubic  metres  of  sewage  per  day. 

3.  The  discharge  from  the  system  may  result  in  the  presence  of  Copper  or  one  or 
more  of  its  compounds  containing  Copper  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WnPA-D 

10 

8 

HVA 

SGRA 

646 

1 .  The  system  is  part  of  a  wastewater  collection  facility  that  collects  or  transmits 
sewage  containing  human  waste,  but  does  not  include  a  sewage  storage  tank  or  a 
designed  bypass. 

2.  The  system  is  designed  to  convey  more  than  250,  but  not  more  than  1 ,000 
cubic  metres  of  sewage  per  day. 

3.  The  discharge  from  the  system  may  result  in  the  presence  of  Dichlorobenzidine- 
3,3'  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

V  V  111  VJ 

8-10 

HVA 

SGRA 

143 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

647 

1 .  The  system  is  part  of  a  wastewater  collection  facility  that  collects  or  transmits 
sewage  containing  human  waste,  but  does  not  include  a  sewage  storage  tank  or  a 
designed  bypass. 

2.  The  system  is  designed  to  convey  more  than  250,  but  not  more  than  1 ,000 
cubic  metres  of  sewage  per  day. 

^  Thp  rli<^rhprnp  frnm  thp  *^\/<^tpm  mav  rp*^iilt  in  thp  nrp^ipnpp  nf 

Hexachlorobenzene  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 

ijifi_m  A  n 

WHPA-D 

10 

8 

HVA 

SGRA 

648 

1 .  The  system  is  part  of  a  wastewater  collection  facility  that  collects  or  transmits 
sewage  containing  human  waste,  but  does  not  include  a  sewage  storage  tank  or  a 
designed  bypass. 

2.  The  system  is  designed  to  convey  more  than  250,  but  not  more  than  1 ,000 
cubic  metres  of  sewage  per  day. 

^  Thp  rli*^phprnp  frnm  thp  c;vc;tpm  mav  rp^iiiit  in  thp  nrp^ipnrp  nf  1  pad  nr  nnp  nr 

O.     Illw  \..IIOV.fllCllUV>  IIV_/III  lllw  OyOlV>lll  IllCiy    IwOLJII  hi   IIIV>  lu/IV^OC^I  l  V.fV>       1    l— Vy  Ulvl  U 1        1  1 W  1 

more  of  its  compounds  containing  Lead  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WnPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

649 

1 .  The  system  is  part  of  a  wastewater  collection  facility  that  collects  or  transmits 
sewage  containing  human  waste,  but  does  not  include  a  sewage  storage  tank  or  a 
designed  bypass. 

2.  The  system  is  designed  to  convey  more  than  250,  but  not  more  than  1 ,000 
cubic  metres  of  sewage  per  day. 

^  Thp  Hi<^rhprnp  frnm  thp  *^v<^tpm  mav  rp*^iilt  in  thp  nrp^ipnrp  nf  Mprnirv  nr  nnp  nr 

\J .     1  11^  \..IIOVyllCllUw    IIV_/III    Lll^   OyOLwIII    IllCiy    I^OmiL  lll    LII^   k^lwOwllV^w   \J  l    IVI^IVyUly    \Jl    \Jl  l\y  \Jl 

more  of  its  compounds  containing  Mercury  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 

iJifLf  n  A  n 

WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

650 

1 .  The  system  is  part  of  a  wastewater  collection  facility  that  collects  or  transmits 
sewage  containing  human  waste,  but  does  not  include  a  sewage  storage  tank  or  a 
designed  bypass. 

2.  The  system  is  designed  to  convey  more  than  250,  but  not  more  than  1 ,000 
cubic  metres  of  sewage  per  day. 

3.  The  discharge  from  the  system  may  result  in  the  presence  of  Nitrogen  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

651 

1 .  The  system  is  part  of  a  wastewater  collection  facility  that  collects  or  transmits 
sewage  containing  human  waste,  but  does  not  include  a  sewage  storage  tank  or  a 
designed  bypass. 

2.  The  system  is  designed  to  convey  more  than  250,  but  not  more  than  1 ,000 
cubic  metres  of  sewage  per  day. 

3.  The  discharge  from  the  system  may  result  in  the  presence  of  one  or  more 
Polychlorinated  Biphenyls  (PCBs)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

V  V  111  rA  U 

10 

6-8 

HVA 

6 

SGRA 

6 

144 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

652 

1 .  The  system  is  part  of  a  wastewater  collection  facility  that  collects  or  transmits 
sewage  containing  human  waste,  but  does  not  include  a  sewage  storage  tank  or  a 
designed  bypass. 

2.  The  system  is  designed  to  convey  more  than  250,  but  not  more  than  1 ,000 
cubic  metres  of  sewage  per  day. 

3  Thp  rli<^rhprnp  frnm  thp  *^\/<^tpm  max/  rp*^iilt  in  thp  nrpcipnrp  nf  nnp  nr  mnrp 

Polycyclic  Aromatic  Hydrocarbons  (PAHs)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 

ijifi_m  A  n 

WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

653 

1 .  The  system  is  part  of  a  wastewater  collection  facility  that  collects  or  transmits 
sewage  containing  human  waste,  but  does  not  include  a  sewage  storage  tank  or  a 
designed  bypass. 

2.  The  system  is  designed  to  convey  more  than  250,  but  not  more  than  1 ,000 
cubic  metres  of  sewage  per  day. 

3  Thp  Hi^iphprnp  frnm  thp  c;v*^tpm  mav  rp^iiiit  in  thp  nrp*^pnpp  of  PpntprhlnrnnhpnnI 
in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

HVA 

SGRA 

654 

1 .  The  system  is  part  of  a  wastewater  collection  facility  that  collects  or  transmits 
sewage  containing  human  waste,  but  does  not  include  a  sewage  storage  tank  or  a 
designed  bypass. 

2.  The  system  is  designed  to  convey  more  than  250,  but  not  more  than  1 ,000 
cubic  metres  of  sewage  per  day. 

3  Thp  rli<^rhprnp  frnm  thp  *^v<^tpm  mav  rp*^iilt  in  thp  nrp^ipnrp  nf  Phn^inhnriic;  /'tntah 

O.     Illv>  UIOV^IICllUV>  IIV_/III  lllw  OyOlV^III  IllCiy    IWOLJIL  III    Lll^  l-/IV>OV>l  1  V.yV>  Wl    1    IIUOI-'IIUILJO  \       LCll  / 

in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 

iJifLf  n  A  n 

WHPA-D 

HVA 

SGRA 

655 

1 .  The  system  is  part  of  a  wastewater  collection  facility  that  collects  or  transmits 
sewage  containing  human  waste,  but  does  not  include  a  sewage  storage  tank  or  a 
designed  bypass. 

2.  The  system  is  designed  to  convey  more  than  250,  but  not  more  than  1 ,000 
cubic  metres  of  sewage  per  day. 

3.  The  discharge  from  the  system  may  result  in  the  presence  of  Zinc  or  one  or 
more  of  its  compounds  containing  Zinc  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

8 

HVA 

SGRA 

656 

1 .  The  system  is  part  of  a  wastewater  collection  facility  that  collects  or  transmits 
sewage  containing  human  waste,  but  does  not  include  a  sewage  storage  tank  or  a 
designed  bypass. 

2.  The  system  is  designed  to  convey  more  than  1 ,000,  but  not  more  than  10,000 
cubic  metres  of  sewage  per  day. 

3.  The  discharge  from  the  system  may  result  in  the  presence  of  BTEX  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 

V  V  111  rA  U 

8  -  10 

6 

HVA 

6 

SGRA 

6 

145 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

657 

1 .  The  system  is  part  of  a  wastewater  collection  facility  that  collects  or  transmits 
sewage  containing  human  waste,  but  does  not  include  a  sewage  storage  tank  or  a 
designed  bypass. 

2.  The  system  is  designed  to  convey  more  than  1 ,000,  but  not  more  than  10,000 
cubic  metres  of  sewage  per  day. 

^  Thp  rli<^rhprnp  frnm  thp  *^\/<^tpm  max/  rp*^iilt  in  thp  nrp^^pnrp  nf  npHmiiim  nr  nnp 

KJ  •     111^  \.JIOV^IICllUw                    Lll^  OyOLwIII    IlldV    I^OLJIl  III    Lllw   l.^lwOwllV.yw   \J  I    \^Cl\A  IIIILJIII   \Jl    \Jl  l\y 

or  more  of  its  compounds  containing  Cadmium  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7.2-10 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

658 

1 .  The  system  is  part  of  a  wastewater  collection  facility  that  collects  or  transmits 
sewage  containing  human  waste,  but  does  not  include  a  sewage  storage  tank  or  a 
designed  bypass. 

2.  The  system  is  designed  to  convey  more  than  1 ,000,  but  not  more  than  10,000 
cubic  metres  of  sewage  per  day. 

^  Thp  rli*^phprnp  frnm  thp  c^v^itpm  mav  rp^iiiit  in  thp  nrp^ipnrp  nf  Cnnnpr  nr  nnp  nr 

O.     Illw  \..IIOV.fllCllUV>  IIV_/III  lllw  OyOlVylll  IMCiy    IWOLJIL  III    Lll^  l^/IWOC^I  1  V.fV>       1   \J\JhJhJ\>  1    KJi    KJi  i\j  1 

more  of  its  compounds  containing  Copper  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

659 

1 .  The  system  is  part  of  a  wastewater  collection  facility  that  collects  or  transmits 
sewage  containing  human  waste,  but  does  not  include  a  sewage  storage  tank  or  a 
designed  bypass. 

2.  The  system  is  designed  to  convey  more  than  1 ,000,  but  not  more  than  10,000 
cubic  metres  of  sewage  per  day. 

^  Thp  rli<^rhprnp  frnm  thp  *^vc;tpm  mav  rp*^iilt  in  thp  nrp^ipnrp  nf  r)iphlnrnhpn7irlinp- 

\J .     111^  \.JIOV^IICllUw    IIV_/III    Lll^   OyOLwIII    llldy    I^OLJIL  III    Lll^   k^lwOwllV^w   \J  I    l-J         IIV_/I  \Jt^\^  I  l^l\.JII  1^ 

3,3'  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

660 

1 .  The  system  is  part  of  a  wastewater  collection  facility  that  collects  or  transmits 
sewage  containing  human  waste,  but  does  not  include  a  sewage  storage  tank  or  a 
designed  bypass. 

2.  The  system  is  designed  to  convey  more  than  1 ,000,  but  not  more  than  10,000 
cubic  metres  of  sewage  per  day. 

3.  The  discharge  from  the  system  may  result  in  the  presence  of 
Hexachlorobenzene  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

661 

1 .  The  system  is  part  of  a  wastewater  collection  facility  that  collects  or  transmits 
sewage  containing  human  waste,  but  does  not  include  a  sewage  storage  tank  or  a 
designed  bypass. 

2.  The  system  is  designed  to  convey  more  than  1 ,000,  but  not  more  than  10,000 
cubic  metres  of  sewage  per  day. 

3.  The  discharge  from  the  system  may  result  in  the  presence  of  Lead  or  one  or 
more  of  its  compounds  containing  Lead  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 

WHPA-D 
V V  nr n  u 

8  -  10 

6 

HVA 

6 

SGRA 

6 

146 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

662 

1 .  The  system  is  part  of  a  wastewater  collection  facility  that  collects  or  transmits 
sewage  containing  human  waste,  but  does  not  include  a  sewage  storage  tank  or  a 
designed  bypass. 

2.  The  system  is  designed  to  convey  more  than  1 ,000,  but  not  more  than  10,000 
cubic  metres  of  sewage  per  day. 

3  Thp  rli<^rhprnp  frnm  thp  *^\/<^tpm  max/  rp*^iilt  in  thp  nrp^ipnpp  nf  Mprnirv  nr  nnp  nr 

\J .     1  11^  \..IIOV^IICllUw                    Lll^   OyOLwIII    IlldV    I^OLJIL  III    Lll^   k^lwOwllV^w   \J  I    IVI^IV^LJIV    \Jl    \Jl  l\y  \Jl 

more  of  its  compounds  containing  Mercury  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7.2-10 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

663 

1 .  The  system  is  part  of  a  wastewater  collection  facility  that  collects  or  transmits 
sewage  containing  human  waste,  but  does  not  include  a  sewage  storage  tank  or  a 
designed  bypass. 

2.  The  system  is  designed  to  convey  more  than  1 ,000,  but  not  more  than  10,000 
cubic  metres  of  sewage  per  day. 

3  Thp  rli*^phprnp  frnm  thp  c;v*^tpm  mav  rp^iiiit  in  thp  nrp^ipnrp  nf  Nitrnnpn  in 

\J .     111^  \..IIOV.flldlUVy    IIV_/III    Lll^  OyOlwIII    IIIQy    I^OUIl  III    Lllw   k^l^OwllV.fW   \J  I    l>IILIV_/v^V>ll  III 

groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

664 

1 .  The  system  is  part  of  a  wastewater  collection  facility  that  collects  or  transmits 
sewage  containing  human  waste,  but  does  not  include  a  sewage  storage  tank  or  a 
designed  bypass. 

2.  The  system  is  designed  to  convey  more  than  1 ,000,  but  not  more  than  10,000 
cubic  metres  of  sewage  per  day. 

3  Thp  rli<^rhprnp  frnm  thp  *^v<^tpm  mav  rp*^iilt  in  thp  nrp<^pnrp  nf  nnp  nr  mnrp 

\J .     1  11^  \.JIOV^IICllUw    IIV_/III    Lll^   OyOLwIII    IllCly    I^OLJIL  III    Lllw   l.^lwOwllV.yw   \J  I    \Jl  l\y   \Jl  IIIV_/lw 

Polychlorinated  Biphenyls  (PCBs)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

665 

1 .  The  system  is  part  of  a  wastewater  collection  facility  that  collects  or  transmits 
sewage  containing  human  waste,  but  does  not  include  a  sewage  storage  tank  or  a 
designed  bypass. 

2.  The  system  is  designed  to  convey  more  than  1 ,000,  but  not  more  than  10,000 
cubic  metres  of  sewage  per  day. 

3.  The  discharge  from  the  system  may  result  in  the  presence  of  one  or  more 
Polycyclic  Aromatic  Hydrocarbons  (PAHs)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

666 

1 .  The  system  is  part  of  a  wastewater  collection  facility  that  collects  or  transmits 
sewage  containing  human  waste,  but  does  not  include  a  sewage  storage  tank  or  a 
designed  bypass. 

2.  The  system  is  designed  to  convey  more  than  1 ,000,  but  not  more  than  10,000 
cubic  metres  of  sewage  per  day. 

3.  The  discharge  from  the  system  may  result  in  the  presence  of  Pentachlorophenol 
in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 

V  V  111  rA  U 

10 

6-8 

HVA 

6 

SGRA 

6 

147 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

667 

1 .  The  system  is  part  of  a  wastewater  collection  facility  that  collects  or  transmits 
sewage  containing  human  waste,  but  does  not  include  a  sewage  storage  tank  or  a 
designed  bypass. 

2.  The  system  is  designed  to  convey  more  than  1 ,000,  but  not  more  than  10,000 
cubic  metres  of  sewage  per  day. 

3  Thp  rli<^rhprnp  frnm  thp  *^\/<^tpm  max/  rp*^iilt  in  thp  nrp^ipnrp  nf  Phn^inhnriic;  /'tntah 
in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

HVA 

SGRA 

668 

1 .  The  system  is  part  of  a  wastewater  collection  facility  that  collects  or  transmits 
sewage  containing  human  waste,  but  does  not  include  a  sewage  storage  tank  or  a 
designed  bypass. 

2.  The  system  is  designed  to  convey  more  than  1 ,000,  but  not  more  than  10,000 
cubic  metres  of  sewage  per  day. 

3  Thp  rli*^phprnp  frnm  thp  c;vc;tpm  mav  rp^iiiit  in  thp  nrp^ipnrp  nf  7inp  nr  nnp  nr 
more  of  its  compounds  containing  Zinc  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

669 

1 .  The  system  is  part  of  a  wastewater  collection  facility  that  collects  or  transmits 
sewage  containing  human  waste,  but  does  not  include  a  sewage  storage  tank  or  a 
designed  bypass. 

2.  The  system  is  designed  to  convey  more  than  1 0,000,  but  not  more  than  1 00,000 
cubic  metres  of  sewage  per  day. 

3  Thp  rli<^rhprnp  frnm  thp  *^v<^tpm  mav  rp*^iilt  in  thp  nrp^ipnpp  nf  RTFX  in 

groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 

iJifLf  n  A  n 

WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

670 

1 .  The  system  is  part  of  a  wastewater  collection  facility  that  collects  or  transmits 
sewage  containing  human  waste,  but  does  not  include  a  sewage  storage  tank  or  a 
designed  bypass. 

2.  The  system  is  designed  to  convey  more  than  1 0,000,  but  not  more  than  1 00,000 
cubic  metres  of  sewage  per  day. 

3.  The  discharge  from  the  system  may  result  in  the  presence  of  Cadmium  or  one 
or  more  of  its  compounds  containing  Cadmium  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WnPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

671 

1 .  The  system  is  part  of  a  wastewater  collection  facility  that  collects  or  transmits 
sewage  containing  human  waste,  but  does  not  include  a  sewage  storage  tank  or  a 
designed  bypass. 

2.  The  system  is  designed  to  convey  more  than  1 0,000,  but  not  more  than  1 00,000 
cubic  metres  of  sewage  per  day. 

3.  The  discharge  from  the  system  may  result  in  the  presence  of  Copper  or  one  or 
more  of  its  compounds  containing  Copper  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7.2-10 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 

V  V  111  r\  VJ 

8  -  10 

6 

HVA 

6 

SGRA 

6 

148 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

672 

1 .  The  system  is  part  of  a  wastewater  collection  facility  that  collects  or  transmits 
sewage  containing  human  waste,  but  does  not  include  a  sewage  storage  tank  or  a 
designed  bypass. 

2.  The  system  is  designed  to  convey  more  than  1 0,000,  but  not  more  than  1 00,000 
cubic  metres  of  sewage  per  day. 

3  Thp  rijcirhprnp  frnm  thp  *^\/<^tpm  max/  rp*^iilt  in  thp  nrp^ipnrp  nf  r)irhlnrnhpn7irlinp- 
3,3'  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 

ijifi_m  A  n 

WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

673 

1 .  The  system  is  part  of  a  wastewater  collection  facility  that  collects  or  transmits 
sewage  containing  human  waste,  but  does  not  include  a  sewage  storage  tank  or  a 
designed  bypass. 

2.  The  system  is  designed  to  convey  more  than  1 0,000,  but  not  more  than  1 00,000 
cubic  metres  of  sewage  per  day. 

3  Thp  rli*^phprnp  frnm  thp  c;vc;tpm  mav  rp^iiiit  in  thp  nrp*^pnpp  of 

Hexachlorobenzene  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

674 

1 .  The  system  is  part  of  a  wastewater  collection  facility  that  collects  or  transmits 
sewage  containing  human  waste,  but  does  not  include  a  sewage  storage  tank  or  a 
designed  bypass. 

2.  The  system  is  designed  to  convey  more  than  1 0,000,  but  not  more  than  1 00,000 
cubic  metres  of  sewage  per  day. 

3  Thp  Hi^^rharnp  frnm  thp  *^v<^tpm  mav  rp*^iilt  in  thp  nrp^ipnrp  nf  1  ppH  nr  nnp  nr 

o.   iiiv>  \..iiov^iiciiuv>  iiv_/iii  iiiw  oyoiv^iii  iiiciy  iwoljil  hi  iiiv>  i-/iv>ov>i  i  v.yv>  w  i  i— ^ciu  u  i  u  i  i  ^  u  i 

more  of  its  compounds  containing  Lead  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 

iJifLf  n  A  n 

WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

675 

1 .  The  system  is  part  of  a  wastewater  collection  facility  that  collects  or  transmits 
sewage  containing  human  waste,  but  does  not  include  a  sewage  storage  tank  or  a 
designed  bypass. 

2.  The  system  is  designed  to  convey  more  than  1 0,000,  but  not  more  than  1 00,000 
cubic  metres  of  sewage  per  day. 

3.  The  discharge  from  the  system  may  result  in  the  presence  of  Mercury  or  one  or 
more  of  its  compounds  containing  Mercury  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WnPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

676 

1 .  The  system  is  part  of  a  wastewater  collection  facility  that  collects  or  transmits 
sewage  containing  human  waste,  but  does  not  include  a  sewage  storage  tank  or  a 
designed  bypass. 

2.  The  system  is  designed  to  convey  more  than  1 0,000,  but  not  more  than  1 00,000 
cubic  metres  of  sewage  per  day. 

3.  The  discharge  from  the  system  may  result  in  the  presence  of  Nitrogen  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 

V  V  111  rA  U 

10 

8 

6 

HVA 

6 

SGRA 

6 

149 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

677 

1 .  The  system  is  part  of  a  wastewater  collection  facility  that  collects  or  transmits 
sewage  containing  human  waste,  but  does  not  include  a  sewage  storage  tank  or  a 
designed  bypass. 

2.  The  system  is  designed  to  convey  more  than  1 0,000,  but  not  more  than  1 00,000 
cubic  metres  of  sewage  per  day. 

^  Thp  rli<^rhprnp  frnm  thp  *^\/<^tpm  max/  rp*^iilt  in  thp  nrp<^pnrp  of  nnp  nr  mnrp 
Polychlorinated  Biphenyls  (PCBs)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 

ijifi_m  A  n 

WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

678 

1 .  The  system  is  part  of  a  wastewater  collection  facility  that  collects  or  transmits 
sewage  containing  human  waste,  but  does  not  include  a  sewage  storage  tank  or  a 
designed  bypass. 

2.  The  system  is  designed  to  convey  more  than  1 0,000,  but  not  more  than  1 00,000 
cubic  metres  of  sewage  per  day. 

^  Thp  rli*^phprnp  frnm  thp  c;v*^tpm  mav  rp^iiiit  in  thp  nrp^ipnrp  nf  nnp  nr  mnrp 

Polycyclic  Aromatic  Hydrocarbons  (PAHs)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

679 

1 .  The  system  is  part  of  a  wastewater  collection  facility  that  collects  or  transmits 
sewage  containing  human  waste,  but  does  not  include  a  sewage  storage  tank  or  a 
designed  bypass. 

2.  The  system  is  designed  to  convey  more  than  1 0,000,  but  not  more  than  1 00,000 
cubic  metres  of  sewage  per  day. 

^  Thp  rli<^rhprnp  frnm  thp  *^v<^tpm  mav  rp*^iilt  in  thp  nrp^ipnrp  nf  Ppntpphlnrnnhpnni 

O.     Illv>  UIOV^IICllUV>  IIV_/III  lllw  OyOlV^III  IllCiy    IWOLJIL  III    Lll^  l-/IV>OV>l  1  V.yV>  \Ji    1    \ji  I  ICIV^I  ll\_/l  V_/l_/l  Iwl  IWI 

in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7.2-10 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 

iJifLin  A  n 

WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

680 

1 .  The  system  is  part  of  a  wastewater  collection  facility  that  collects  or  transmits 
sewage  containing  human  waste,  but  does  not  include  a  sewage  storage  tank  or  a 
designed  bypass. 

2.  The  system  is  designed  to  convey  more  than  1 0,000,  but  not  more  than  1 00,000 
cubic  metres  of  sewage  per  day. 

3.  The  discharge  from  the  system  may  result  in  the  presence  of  Phosphorus  (total) 
in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7-10 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WnPA-D 

HVA 

SGRA 

681 

1 .  The  system  is  part  of  a  wastewater  collection  facility  that  collects  or  transmits 
sewage  containing  human  waste,  but  does  not  include  a  sewage  storage  tank  or  a 
designed  bypass. 

2.  The  system  is  designed  to  convey  more  than  1 0,000,  but  not  more  than  1 00,000 
cubic  metres  of  sewage  per  day. 

3.  The  discharge  from  the  system  may  result  in  the  presence  of  Zinc  or  one  or 
more  of  its  compounds  containing  Zinc  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7.2-10 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

150 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

682 

1 .  The  system  is  part  of  a  wastewater  collection  facility  that  collects  or  transmits 
sewage  containing  human  waste,  but  does  not  include  a  sewage  storage  tank  or  a 
designed  bypass. 

2.  The  system  is  designed  to  convey  more  than  1 00,000  cubic  metres  of  sewage 
per  day. 

3  Thp  rli<^rhprnp  frnm  thp  *^\/<^tpm  max/  rp*^iilt  in  thp  nrp^ipnpp  nf  RTFX  in 

groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 

ijifi_m  A  n 

WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

683 

1 .  The  system  is  part  of  a  wastewater  collection  facility  that  collects  or  transmits 
sewage  containing  human  waste,  but  does  not  include  a  sewage  storage  tank  or  a 
designed  bypass. 

2.  The  system  is  designed  to  convey  more  than  1 00,000  cubic  metres  of  sewage 
per  day. 

3  Thp  rli*^phprnp  frnm  thp  c;vc;tpm  mav  rp^iiiit  in  thp  nrp^ipnrp  nf  riaHmiiim  nr  nnp 

\J .     111^  \..IIOV.fllCllUVy                     Lllw  OyOl^lll    IllCly    IwOLJIL  III    Lll^   k./I^Owll\.f^   \J  I    V  /          IIIIUIII   \Jl    \Jl  l\j 

or  more  of  its  compounds  containing  Cadmium  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

684 

1 .  The  system  is  part  of  a  wastewater  collection  facility  that  collects  or  transmits 
sewage  containing  human  waste,  but  does  not  include  a  sewage  storage  tank  or  a 
designed  bypass. 

2.  The  system  is  designed  to  convey  more  than  1 00,000  cubic  metres  of  sewage 
per  day. 

3  Thp  Hi^^rharnp  frnm  thp  *^vc;tpm  mav  rp*^iilt  in  thp  nrp^ipnrp  nf  Onnnpr  nr  nnp  nr 

O.     Illv>  \..IIOV^IICllUV>  IIV_/III  lllw  OyOlWlM  IllCiy    IWOUIL  III    Lll^  l-/IV>OV>l  1  V.yV>  W 1   \_/ 1    W 1    W 1  1 W  U 1 

more  of  its  compounds  containing  Copper  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 

iJifLf  n  A  n 

WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

685 

1 .  The  system  is  part  of  a  wastewater  collection  facility  that  collects  or  transmits 
sewage  containing  human  waste,  but  does  not  include  a  sewage  storage  tank  or  a 
designed  bypass. 

2.  The  system  is  designed  to  convey  more  than  1 00,000  cubic  metres  of  sewage 
per  day. 

3.  The  discharge  from  the  system  may  result  in  the  presence  of  Dichlorobenzidine- 
3,3'  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WnPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

686 

1 .  The  system  is  part  of  a  wastewater  collection  facility  that  collects  or  transmits 
sewage  containing  human  waste,  but  does  not  include  a  sewage  storage  tank  or  a 
designed  bypass. 

2.  The  system  is  designed  to  convey  more  than  1 00,000  cubic  metres  of  sewage 
per  day. 

3.  The  discharge  from  the  system  may  result  in  the  presence  of 
Hexachlorobenzene  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

V  V  111  rA  U 

10 

8 

6 

HVA 

6 

SGRA 

6 

151 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

687 

1 .  The  system  is  part  of  a  wastewater  collection  facility  that  collects  or  transmits 
sewage  containing  human  waste,  but  does  not  include  a  sewage  storage  tank  or  a 
designed  bypass. 

2.  The  system  is  designed  to  convey  more  than  1 00,000  cubic  metres  of  sewage 
per  day. 

^  Thp  rli<^rhprnp  frnm  thp  *^\/c;tpm  max/  rp*^iilt  in  thp  nrp^ipnrp  nf  1  pad  nr  nnp  nr 
more  of  its  compounds  containing  Lead  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 

ijifi_m  A  n 

WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

688 

1 .  The  system  is  part  of  a  wastewater  collection  facility  that  collects  or  transmits 
sewage  containing  human  waste,  but  does  not  include  a  sewage  storage  tank  or  a 
designed  bypass. 

2.  The  system  is  designed  to  convey  more  than  1 00,000  cubic  metres  of  sewage 
per  day. 

^  Thp  Hi*^phprnp  frnm  thp  c^v^itpm  mav  rp^iiiit  in  thp  nrp*^pnpp  nf  Mprnirv  nr  nnp  nr 

\J .     1  11^  \..IIOV.fllCllUVy                     lll^  OyOl^lll    IIIQy    IwOLJIL  III    Lll^   k^lwO^IIV.*^   \J  I    IVI^IOLJIy    \Jl    \Jl  l\j  \Jl 

more  of  its  compounds  containing  Mercury  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WnPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

689 

1 .  The  system  is  part  of  a  wastewater  collection  facility  that  collects  or  transmits 
sewage  containing  human  waste,  but  does  not  include  a  sewage  storage  tank  or  a 
designed  bypass. 

2.  The  system  is  designed  to  convey  more  than  1 00,000  cubic  metres  of  sewage 
per  day. 

^  Thp  Hi<^rhprnp  frnm  thp  *^vc;tpm  mav  rp*^iilt  in  thp  nrp^ipnpp  nf  Nitrnnpn  in 

\J .     111^  \.JIOV^IICllUw    IIV_/III    Lll^   OyOlwIII    IllCly    I^OUIIL  III    lllw   l.^lwOwllV.yw   \J  I    I  ^  H.I  \J\A\^  I  I  III 

groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 

iJifLf  n  A  n 

WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

690 

1 .  The  system  is  part  of  a  wastewater  collection  facility  that  collects  or  transmits 
sewage  containing  human  waste,  but  does  not  include  a  sewage  storage  tank  or  a 
designed  bypass. 

2.  The  system  is  designed  to  convey  more  than  1 00,000  cubic  metres  of  sewage 
per  day. 

3.  The  discharge  from  the  system  may  result  in  the  presence  of  one  or  more 
Polychlorinated  Biphenyls  (PCBs)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

691 

1 .  The  system  is  part  of  a  wastewater  collection  facility  that  collects  or  transmits 
sewage  containing  human  waste,  but  does  not  include  a  sewage  storage  tank  or  a 
designed  bypass. 

2.  The  system  is  designed  to  convey  more  than  1 00,000  cubic  metres  of  sewage 
per  day. 

3.  The  discharge  from  the  system  may  result  in  the  presence  of  one  or  more 
Polycyclic  Aromatic  Hydrocarbons  (PAHs)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

V  V  111  rA  U 

10 

8 

6 

HVA 

6 

SGRA 

6 
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TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

692 

1 .  The  system  is  part  of  a  wastewater  collection  facility  that  collects  or  transmits 
sewage  containing  human  waste,  but  does  not  include  a  sewage  storage  tank  or  a 
designed  bypass. 

2.  The  system  is  designed  to  convey  more  than  1 00,000  cubic  metres  of  sewage 
per  day. 

3  Thp  rli<^rhprnp  frnm  thp  *^\/<^tpm  max/  rp*^iilt  in  thp  nrp^ipnpp  nf  PpntprhlnrnnhpnnI 
in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

693 

1 .  The  system  is  part  of  a  wastewater  collection  facility  that  collects  or  transmits 
sewage  containing  human  waste,  but  does  not  include  a  sewage  storage  tank  or  a 
designed  bypass. 

2.  The  system  is  designed  to  convey  more  than  1 00,000  cubic  metres  of  sewage 
per  day. 

3.  The  discharge  from  the  system  may  result  in  the  presence  of  Phosphorus  (total) 
in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

HVA 

SGRA 

694 

1 .  The  system  is  part  of  a  wastewater  collection  facility  that  collects  or  transmits 
sewage  containing  human  waste,  but  does  not  include  a  sewage  storage  tank  or  a 
designed  bypass. 

2.  The  system  is  designed  to  convey  more  than  1 00,000  cubic  metres  of  sewage 
per  day. 

3.  The  discharge  from  the  system  may  result  in  the  presence  of  Zinc  or  one  or 
more  of  its  compounds  containing  Zinc  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
Wrir  A-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

695 

1 .  The  system  is  an  earth  pit  privy,  privy  vault,  greywater  system,  cesspool,  or  a 
leaching  bed  system  and  its  associated  treatment  unit. 

2.  The  system  is  subject  to  the  Ontario  Building  Code  Act,  1992. 

3.  The  discharge  from  the  system  may  result  in  the  presence  of  Acetone  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7.2-10 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 

ijifi_m  A  n 

WnPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

696 

1 .  The  system  is  an  earth  pit  privy,  privy  vault,  greywater  system,  cesspool,  or  a 
leaching  bed  system  and  its  associated  treatment  unit. 

2.  The  system  is  subject  to  the  Ontario  Building  Code  Act,  1992. 

3.  The  discharge  from  the  system  may  result  in  the  presence  of  Chloride  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7-10 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

V  V  III  U 

8  -  10 

6 

HVA 

6 

SGRA 

6 
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TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

697 

1 .  The  system  is  an  earth  pit  privy,  privy  vault,  greywater  system,  cesspool,  or  a 
leaching  bed  system  and  its  associated  treatment  unit. 

2.  The  system  is  subject  to  the  Ontario  Building  Code  Act,  1992. 

3.  The  discharge  from  the  system  may  result  in  the  presence  of  Dichlorobenzene- 
1,4  (para)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7.2-10 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 

ijifi_m  A  n 

WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

698 

1 .  The  system  is  an  earth  pit  privy,  privy  vault,  greywater  system,  cesspool,  or  a 
leaching  bed  system  and  its  associated  treatment  unit. 

2.  The  system  is  subject  to  the  Ontario  Building  Code  Act,  1992. 

3.  The  discharge  from  the  system  may  result  in  the  presence  of  Nitrogen  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

699 

1 .  The  system  is  an  earth  pit  privy,  privy  vault,  greywater  system,  cesspool,  or  a 
leaching  bed  system  and  its  associated  treatment  unit. 

2.  The  system  is  subject  to  the  Ontario  Building  Code  Act,  1992. 

3.  The  discharge  from  the  system  may  result  in  the  presence  of  Phosphorus  (total) 
in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7-10 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

HVA 

SGRA 

700 

1 .  The  system  is  an  earth  pit  privy,  privy  vault,  greywater  system,  cesspool,  or  a 
leaching  bed  system  and  its  associated  treatment  unit. 

2.  The  system  is  subject  to  the  Ontario  Building  Code  Act,  1992. 

3.  The  discharge  from  the  system  may  result  in  the  presence  of  Sodium  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7-10 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

701 

1 .  The  system  is  an  earth  pit  privy,  privy  vault,  greywater  system,  cesspool,  or  a 
leaching  bed  system  and  its  associated  treatment  unit. 

2.  The  system  is  a  sewage  works  within  the  meaning  of  the  Ontario  Water 
Resources  Act . 

3.  The  discharge  from  the  system  may  result  in  the  presence  of  Acetone  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

V  V  111  rA  U 

10 

8 

6 

HVA 

6 

SGRA 

6 

154 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 

o  w 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 

Threat  is 

Threat  Is 

Threat  is  Low  in 

THREATS: 

Vulnerable  Area 

Significant  in 

Moderate  in 

Areas  with  a 

Refer 
Nu 

Areas  with  a 
Vulnerability 
Score  of: 

Areas  with  a 
Vulnerablltity 
Score  of: 

Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 

702 

1 .  The  system  is  an  earth  pit  privy,  privy  vault,  greywater  system,  cesspool,  or  a 
leaching  bed  system  and  its  associated  treatment  unit. 

2.  The  system  is  a  sewage  works  within  the  meaning  of  the  Ontario  Water 

1  I^JL/UI  Lf^J  /not  . 

Thp  rilQphprnp  frnm  thp  <?\/Qtpm  max/  rpQiilt  in  thp  nrpQpnpp  of  Ohinririp  in 

O.    Illw  UIOOIICllUw  II^JIII  lllw  oyolwlll  IllCly   ICOUIL  III  lllw  L/lwOwl  lOw  \J  1  \J  1  1  l\J  1  1 U  w  III 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

6 

collects,  stores. 

nrniinrlwatpr  nr  Qiirfapp  watpr 

^  1  L/U  1  lU Vv Cllwl    KJI   OU 1  1  CIV>W  VVdlwl  . 

HVA 

6 

transmits,  treats 

SGRA 

6 

or  disposes  of 
sewage. 

703 

1 .  The  system  is  an  earth  pit  privy,  privy  vault,  greywater  system,  cesspool,  or  a 
leaching  bed  system  and  its  associated  treatment  unit. 

2.  The  system  is  a  sewage  works  within  the  meaning  of  the  Ontario  Water 

Rf^cni irn/^f^  Ant 

^  Thp  rliQpharnp  frnm  thp  Qvcitpm  mav  rpQiilt  in  thp  nrp<?pnpp  of  r)iphlnrnhpn7Pnp- 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WnPA-D 

10 

8 

6 

1  A  ^nprp^  In  nrniinrlwatpr  nr  Qiirfppp  w/ptpr 

HVA 

6 

SGRA 

6 

704 

1 .  The  system  is  an  earth  pit  privy,  privy  vault,  greywater  system,  cesspool,  or  a 
leaching  bed  system  and  its  associated  treatment  unit. 

2.  The  system  is  a  sewage  works  within  the  meaning  of  the  Ontario  Water 

f^ficnnrnfic  Ant 

^  Thp  rli<^ph?irnp  frnm  thp  <?\/Qtpm  mpv  rp^iilt  in  thp  nrpQpnpp  nf  Mitrnnpn  in 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

8 

6 

nrniinrlw/atpr  nr  Qiirfapp  w/atpr 

HVA 

6 

SGRA 

6 

705 

1 .  The  system  is  an  earth  pit  privy,  privy  vault,  greywater  system,  cesspool,  or  a 
leaching  bed  system  and  its  associated  treatment  unit. 

2.  The  system  is  a  sewage  works  within  the  meaning  of  the  Ontario  Water 

Rf^cni im/^t^  Ant 

^  Thp  rli<?ph?irnp  frnm  thp  QVQtpm  mav  rpQiilt  in  thp  nrp<?pnpp  nf  Phn<?nhnriic;  ^tntah 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WnPA-D 

in  groundwater  or  surface  water. 

HVA 

SGRA 

706 

1 .  The  system  is  an  earth  pit  privy,  privy  vault,  greywater  system,  cesspool,  or  a 
leaching  bed  system  and  its  associated  treatment  unit. 

2.  The  system  is  a  sewage  works  within  the  meaning  of  the  Ontario  Water 
Resources  Act . 

3.  The  discharge  from  the  system  may  result  in  the  presence  of  Sodium  in 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

V  V  111  rA  U 

10 

8 

6 

groundwater  or  surface  water. 

HVA 

6 

SGRA 

6 

155 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

707 

1 .  The  system  requires  or  uses  a  holding  tank  for  the  retention  of  hauled  sewage 
at  the  site  where  it  is  produced  before  its  collection  by  a  hauled  sewage  system. 

2.  The  system  is  subject  to  the  Ontario  Building  Code  Act,  1992. 

3.  A  spill  from  the  holding  tank  may  result  in  the  presence  of  Acetone  to  land  or 
water 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7.2-10 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

708 

1 .  The  system  requires  or  uses  a  holding  tank  for  the  retention  of  hauled  sewage 
at  the  site  where  it  is  produced  before  its  collection  by  a  hauled  sewage  system. 

2.  The  system  is  subject  to  the  Ontario  Building  Code  Act,  1992. 

3.  A  spill  from  the  holding  tank  may  result  in  the  presence  of  Chloride  to  land  or 
water 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7-10 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

709 

1 .  The  system  requires  or  uses  a  holding  tank  for  the  retention  of  hauled  sewage 
at  the  site  where  it  is  produced  before  its  collection  by  a  hauled  sewage  system. 

2.  The  system  is  subject  to  the  Ontario  Building  Code  Act,  1992. 

3.  A  spill  from  the  holding  tank  may  result  in  the  presence  of  Dichlorobenzene-1 ,4 
(para)  to  land  or  water 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7.2-10 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WnPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

710 

1 .  The  system  requires  or  uses  a  holding  tank  for  the  retention  of  hauled  sewage 
at  the  site  where  it  is  produced  before  its  collection  by  a  hauled  sewage  system. 

2.  The  system  is  subject  to  the  Ontario  Building  Code  Act,  1992. 

3.  A  spill  from  the  holding  tank  may  result  in  the  presence  of  Nitrogen  to  land  or 
water 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

711 

1 .  The  system  requires  or  uses  a  holding  tank  for  the  retention  of  hauled  sewage 
at  the  site  where  it  is  produced  before  its  collection  by  a  hauled  sewage  system. 

2.  The  system  is  subject  to  the  Ontario  Building  Code  Act,  1992. 

3.  A  spill  from  the  holding  tank  may  result  in  the  presence  of  Phosphorus  (total)  to 
land  or  water 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7-10 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

HVA 

SGRA 

156 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

712 

1 .  The  system  requires  or  uses  a  holding  tank  for  the  retention  of  hauled  sewage 
at  the  site  where  it  is  produced  before  its  collection  by  a  hauled  sewage  system. 

2.  The  system  is  subject  to  the  Ontario  Building  Code  Act,  1992. 

3.  A  spill  from  the  holding  tank  may  result  in  the  presence  of  Sodium  to  land  or 
water 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7-10 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

713 

1 .  The  system  requires  or  uses  a  holding  tank  for  the  retention  of  hauled  sewage 
at  the  site  where  it  is  produced  before  its  collection  by  a  hauled  sewage  system. 

2.  The  system  is  a  sewage  works  within  the  meaning  of  the  Ontario  Water 
Resources  Act. 

3.  A  spill  from  the  holding  tank  may  result  in  the  presence  of  Acetone  to  land  or 

wpfpr 

VVClld 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

714 

1 .  The  system  requires  or  uses  a  holding  tank  for  the  retention  of  hauled  sewage 
at  the  site  where  it  is  produced  before  its  collection  by  a  hauled  sewage  system. 

2.  The  system  is  a  sewage  works  within  the  meaning  of  the  Ontario  Water 
Resources  Act . 

3.  A  spill  from  the  holding  tank  may  result  in  the  presence  of  Chloride  to  land  or 

vvclld 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

715 

1 .  The  system  requires  or  uses  a  holding  tank  for  the  retention  of  hauled  sewage 
at  the  site  where  it  is  produced  before  its  collection  by  a  hauled  sewage  system. 

2.  The  system  is  a  sewage  works  within  the  meaning  of  the  Ontario  Water 
Resources  Act. 

3.  A  spill  from  the  holding  tank  may  result  in  the  presence  of  Dichlorobenzene-1 ,4 
(para)  to  land  or  water 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

716 

1 .  The  system  requires  or  uses  a  holding  tank  for  the  retention  of  hauled  sewage 
at  the  site  where  it  is  produced  before  its  collection  by  a  hauled  sewage  system. 

2.  The  system  is  a  sewage  works  within  the  meaning  of  the  Ontario  Water 
Resources  Act . 

3.  A  spill  from  the  holding  tank  may  result  in  the  presence  of  Nitrogen  to  land  or 
water 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

157 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

717 

1 .  The  system  requires  or  uses  a  holding  tank  for  the  retention  of  hauled  sewage 
at  the  site  where  it  is  produced  before  its  collection  by  a  hauled  sewage  system. 

2.  The  system  is  a  sewage  works  within  the  meaning  of  the  Ontario  Water 
Resources  Act . 

3.  A  spill  from  the  holding  tank  may  result  in  the  presence  of  Phosphorus  (total)  to 
land  or  water 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

HVA 

SGRA 

718 

1 .  The  system  requires  or  uses  a  holding  tank  for  the  retention  of  hauled  sewage 
at  the  site  where  it  is  produced  before  its  collection  by  a  hauled  sewage  system. 

2.  The  system  is  a  sewage  works  within  the  meaning  of  the  Ontario  Water 
Resources  Act . 

3.  A  spill  from  the  holding  tank  may  result  in  the  presence  of  Sodium  to  land  or 
water 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

fi 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

719 

1 .  The  system  is  a  wastewater  treatment  facility  that  may  discharge  sanitary 
sewage  containing  human  waste  to  surface  water  by  way  of  a  designed  bypass. 

2.  The  wastewater  treatment  facility  is  designed  to  discharge  treated  sanitary 
sewage  at  an  average  daily  rate  that  is  not  more  than  500  cubic  metres  on  an 
annual  basis. 

3.  The  discharge  from  the  designed  bypass  may  result  in  the  presence  of  BTEX  in 
grounuwaier  or  suriace  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

HVA 

SGRA 

720 

1 .  The  system  is  a  wastewater  treatment  facility  that  may  discharge  sanitary 
sewage  containing  human  waste  to  surface  water  by  way  of  a  designed  bypass. 

2.  The  wastewater  treatment  facility  is  designed  to  discharge  treated  sanitary 
sewage  at  an  average  daily  rate  that  is  not  more  than  500  cubic  metres  on  an 
annual  basis. 

3.  The  discharge  from  the  designed  bypass  may  result  in  the  presence  of 
Cadmium  or  one  or  more  of  its  compounds  containing  Cadmium  in  groundwater  or 

bUridOc  Wdlci. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

HVA 

SGRA 

721 

1 .  The  system  is  a  wastewater  treatment  facility  that  may  discharge  sanitary 
sewage  containing  human  waste  to  surface  water  by  way  of  a  designed  bypass. 

2.  The  wastewater  treatment  facility  is  designed  to  discharge  treated  sanitary 
sewage  at  an  average  daily  rate  that  is  not  more  than  500  cubic  metres  on  an 
annual  basis. 

3.  The  discharge  from  the  designed  bypass  may  result  in  the  presence  of  Copper 
or  one  or  more  of  its  compounds  containing  Copper  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

HVA 

SGRA 

158 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

722 

1 .  The  system  is  a  wastewater  treatment  facility  tinat  may  disclnarge  sanitary 
sewage  containing  Inuman  waste  to  surface  water  by  way  of  a  designed  bypass. 

2.  Tine  wastewater  treatment  facility  is  designed  to  discharge  treated  sanitary 
sewage  at  an  average  daily  rate  that  is  not  more  than  500  cubic  metres  on  an 
annual  basis. 

3.  The  discharge  from  the  designed  bypass  may  result  in  the  presence  of 
nexacnioroDenzene  in  grounawaier  or  suriace  waier. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

HVA 

SGRA 

723 

1 .  The  system  is  a  wastewater  treatment  facility  that  may  discharge  sanitary 
sewage  containing  human  waste  to  surface  water  by  way  of  a  designed  bypass. 

2.  The  wastewater  treatment  facility  is  designed  to  discharge  treated  sanitary 
sewage  at  an  average  daily  rate  that  is  not  more  than  500  cubic  metres  on  an 
annual  basis. 

3.  The  discharge  from  the  designed  bypass  may  result  in  the  presence  of  Lead  or 
one  or  more  of  its  compounds  containing  Lead  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

HVA 

SGRA 

724 

1 .  The  system  is  a  wastewater  treatment  facility  that  may  discharge  sanitary 
sewage  containing  human  waste  to  surface  water  by  way  of  a  designed  bypass. 

2.  The  wastewater  treatment  facility  is  designed  to  discharge  treated  sanitary 
sewage  at  an  average  daily  rate  that  is  not  more  than  500  cubic  metres  on  an 
annual  basis. 

3.  The  discharge  from  the  designed  bypass  may  result  in  the  presence  of  Mercury 
or  one  or  more  ot  iis  compounus  containing  iviercury  in  grounawaier  or  suriace 
water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

HVA 

SGRA 

725 

1 .  The  system  is  a  wastewater  treatment  facility  that  may  discharge  sanitary 
sewage  containing  human  waste  to  surface  water  by  way  of  a  designed  bypass. 

2.  The  wastewater  treatment  facility  is  designed  to  discharge  treated  sanitary 
sewage  at  an  average  daily  rate  that  is  not  more  than  500  cubic  metres  on  an 
annual  basis. 

3.  The  discharge  from  the  designed  bypass  may  result  in  the  presence  of  Nitrogen 
in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

HVA 

SGRA 

726 

1 .  The  system  is  a  wastewater  treatment  facility  that  may  discharge  sanitary 
sewage  containing  human  waste  to  surface  water  by  way  of  a  designed  bypass. 

2.  The  wastewater  treatment  facility  is  designed  to  discharge  treated  sanitary 
sewage  at  an  average  daily  rate  that  is  not  more  than  500  cubic  metres  on  an 
annual  basis. 

3.  The  discharge  from  the  designed  bypass  may  result  in  the  presence  of 
Nitrosodimethylamine-N  (NDMA)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

V  V  III  U 

HVA 

SGRA 

159 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

727 

1 .  The  system  is  a  wastewater  treatment  facility  tinat  may  disclnarge  sanitary 
sewage  containing  Inuman  waste  to  surface  water  by  way  of  a  designed  bypass. 

2.  Tine  wastewater  treatment  facility  is  designed  to  discharge  treated  sanitary 
sewage  at  an  average  daily  rate  that  is  not  more  than  500  cubic  metres  on  an 
annual  basis. 

3  Thp  rijcirhprnp  frnm  thp  rlp*^innprl  hvnp*^*^  max/  rp^iiiit  in  thp  nrp^^pnrp  nf  nnp  nr 
more  Polychlorinated  Biphenyls  (PCBs)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

HVA 

SGRA 

728 

1 .  The  system  is  a  wastewater  treatment  facility  that  may  discharge  sanitary 
sewage  containing  human  waste  to  surface  water  by  way  of  a  designed  bypass. 

2.  The  wastewater  treatment  facility  is  designed  to  discharge  treated  sanitary 
sewage  at  an  average  daily  rate  that  is  not  more  than  500  cubic  metres  on  an 
annual  basis. 

3.  The  discharge  from  the  designed  bypass  may  result  in  the  presence  of 
r eniacnioropnenoi  in  grounuwaier  or  sunace  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

HVA 

SGRA 

729 

1 .  The  system  is  a  wastewater  treatment  facility  that  may  discharge  sanitary 
sewage  containing  human  waste  to  surface  water  by  way  of  a  designed  bypass. 

2.  The  wastewater  treatment  facility  is  designed  to  discharge  treated  sanitary 
sewage  at  an  average  daily  rate  that  is  not  more  than  500  cubic  metres  on  an 
annual  basis. 

3.  The  discharge  from  the  designed  bypass  may  result  in  the  presence  of 
Trichloroethylene  or  another  DNAPL  that  could  degrade  to  Trichloroethylene  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WnrA-U 

HVA 

SGRA 

730 

1 .  The  system  is  a  wastewater  treatment  facility  that  may  discharge  sanitary 
sewage  containing  human  waste  to  surface  water  by  way  of  a  designed  bypass. 

2.  The  wastewater  treatment  facility  is  designed  to  discharge  treated  sanitary 
sewage  at  an  average  daily  rate  that  is  not  more  than  500  cubic  metres  on  an 
annual  basis. 

3.  The  discharge  from  the  designed  bypass  may  result  in  the  presence  of  Vinyl 
chloride  or  another  DNAPL  that  could  degrade  to  vinyl  chloride  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WnrA-U 

HVA 

SGRA 

731 

1  .The  system  is  a  wastewater  treatment  facility  that  may  discharge  sanitary 
sewage  containing  human  waste  to  surface  water  by  way  of  a  designed  bypass. 

2.  The  wastewater  treatment  facility  is  designed  to  discharge  treated  sanitary 
sewage  at  an  average  daily  rate  that  is  not  more  than  500  cubic  metres  on  an 
annual  basis. 

3.  The  discharge  from  the  designed  bypass  may  result  in  the  presence  of  Zinc  or 
one  or  more  of  its  compounds  containing  Zinc  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7-10 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

HVA 

SGRA 

160 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

732 

1 .  The  system  is  a  wastewater  treatment  facility  tinat  may  disclnarge  sanitary 
sewage  containing  Inuman  waste  to  surface  water  by  way  of  a  designed  bypass. 

2.  Tine  wastewater  treatment  facility  is  designed  to  discharge  treated  sanitary 
sewage  at  an  average  daily  rate  that  is  more  than  500  but  not  more  than  2,500 
cubic  metres  on  an  annual  basis. 

3.  The  discharge  from  the  designed  bypass  may  result  in  the  presence  of  BTEX  in 
grounawaier  or  suriace  waier. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

HVA 

SGRA 

733 

1 .  The  system  is  a  wastewater  treatment  facility  that  may  discharge  sanitary 
sewage  containing  human  waste  to  surface  water  by  way  of  a  designed  bypass. 

2.  The  wastewater  treatment  facility  is  designed  to  discharge  treated  sanitary 
sewage  at  an  average  daily  rate  that  is  more  than  500  but  not  more  than  2,500 
cubic  metres  on  an  annual  basis. 

3.  The  discharge  from  the  designed  bypass  may  result  in  the  presence  of 
Cadmium  or  one  or  more  of  its  compounds  containing  Cadmium  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

HVA 

SGRA 

734 

1 .  The  system  is  a  wastewater  treatment  facility  that  may  discharge  sanitary 
sewage  containing  human  waste  to  surface  water  by  way  of  a  designed  bypass. 

2.  The  wastewater  treatment  facility  is  designed  to  discharge  treated  sanitary 
sewage  at  an  average  daily  rate  that  is  more  than  500  but  not  more  than  2,500 
cubic  metres  on  an  annual  basis. 

3.  The  discharge  from  the  designed  bypass  may  result  in  the  presence  of  Copper 
or  one  or  more  of  its  compounds  containing  Copper  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

HVA 

SGRA 

735 

1 .  The  system  is  a  wastewater  treatment  facility  that  may  discharge  sanitary 
sewage  containing  human  waste  to  surface  water  by  way  of  a  designed  bypass. 

2.  The  wastewater  treatment  facility  is  designed  to  discharge  treated  sanitary 
sewage  at  an  average  daily  rate  that  is  more  than  500  but  not  more  than  2,500 
cubic  metres  on  an  annual  basis. 

^  Xhp  HiQphprnp  frnm  thp  rlpQinnpH  h\/n?iQQ  rn?i\/  rpQiilt  in  thp  nrpQpnPA  nf 
o .  1  1  ic  uiov_>i  icii^c  iiuiii  11  ic  tJCoi^i  icu  uy  pcioo  1 1  iciy  i  cou  1 1  1 1 1  ii  ic  yji  coci  il^c  \Ji 

Hexachlorobenzene  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

HVA 

SGRA 

736 

1 .  The  system  is  a  wastewater  treatment  facility  that  may  discharge  sanitary 
sewage  containing  human  waste  to  surface  water  by  way  of  a  designed  bypass. 

2.  The  wastewater  treatment  facility  is  designed  to  discharge  treated  sanitary 
sewage  at  an  average  daily  rate  that  is  more  than  500  but  not  more  than  2,500 
cubic  metres  on  an  annual  basis. 

3.  The  discharge  from  the  designed  bypass  may  result  in  the  presence  of  Lead  or 
one  or  more  of  its  compounds  containing  Lead  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

HVA 

SGRA 

161 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

737 

1 .  The  system  is  a  wastewater  treatment  facility  tinat  may  disclnarge  sanitary 
sewage  containing  Inuman  waste  to  surface  water  by  way  of  a  designed  bypass. 

2.  Tine  wastewater  treatment  facility  is  designed  to  discharge  treated  sanitary 
sewage  at  an  average  daily  rate  that  is  more  than  500  but  not  more  than  2,500 
cubic  metres  on  an  annual  basis. 

3.  The  discharge  from  the  designed  bypass  may  result  in  the  presence  of  Mercury 
or  one  or  more  ot  iis  compounas  coniaining  iviercury  in  grounawaier  or  suriace 
water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
Wr!rA-U 

HVA 

SGRA 

738 

1 .  The  system  is  a  wastewater  treatment  facility  that  may  discharge  sanitary 
sewage  containing  human  waste  to  surface  water  by  way  of  a  designed  bypass. 

2.  The  wastewater  treatment  facility  is  designed  to  discharge  treated  sanitary 
sewage  at  an  average  daily  rate  that  is  more  than  500  but  not  more  than  2,500 
cubic  metres  on  an  annual  basis. 

^  Thp  Hjciphprnp  frnm  thp  rlp*^innprl  hvnp*^*^  max/  rp*5iilt  in  thp  nrp*^pnpp  of  Nitrnnpn 

\Jm     1  lie  \_IIO\.fllCllUV^  ll\_/lll  11                                             MClOO  llluy    leOUIL  III   Lll^  Iw/IWOWl  l\.fC>  \J\  I^IIIV_/UWII 

in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 

WMPA-D 

HVA 

SGRA 

739 

1 .  The  system  is  a  wastewater  treatment  facility  that  may  discharge  sanitary 
sewage  containing  human  waste  to  surface  water  by  way  of  a  designed  bypass. 

2.  The  wastewater  treatment  facility  is  designed  to  discharge  treated  sanitary 
sewage  at  an  average  daily  rate  that  is  more  than  500  but  not  more  than  2,500 
cubic  metres  on  an  annual  basis. 

^  Thp  Hi^^rharnp  frnm  thp  rlp*^innprl  hvnp*^*^  max/  rp*5iilt  in  thp  nrp<^pnrp  nf 

\jm   1  iio  \..iiov.yiiciiuv>  ii\_/iii  11  iw  uwoiuiiwi..!  *Jy  Mcioo  llluy  1  com  il  hi  lii^  i-/iv>ov>i  ll_rC^  \J  1 

Nitrosodimethylamine-N  (NDMA)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

HVA 

SGRA 

740 

1 .  The  system  is  a  wastewater  treatment  facility  that  may  discharge  sanitary 
sewage  containing  human  waste  to  surface  water  by  way  of  a  designed  bypass. 

2.  The  wastewater  treatment  facility  is  designed  to  discharge  treated  sanitary 
sewage  at  an  average  daily  rate  that  is  more  than  500  but  not  more  than  2,500 
cubic  metres  on  an  annual  basis. 

3.  The  discharge  from  the  designed  bypass  may  result  in  the  presence  of  one  or 
more  Polychlorinated  Biphenyls  (PCBs)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WnPA-D 

HVA 

SGRA 

741 

1 .  The  system  is  a  wastewater  treatment  facility  that  may  discharge  sanitary 
sewage  containing  human  waste  to  surface  water  by  way  of  a  designed  bypass. 

2.  The  wastewater  treatment  facility  is  designed  to  discharge  treated  sanitary 
sewage  at  an  average  daily  rate  that  is  more  than  500  but  not  more  than  2,500 
cubic  metres  on  an  annual  basis. 

3.  The  discharge  from  the  designed  bypass  may  result  in  the  presence  of 
Pentachlorophenol  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

HVA 

SGRA 

162 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

742 

1 .  The  system  is  a  wastewater  treatment  facility  tinat  may  disclnarge  sanitary 
sewage  containing  Inuman  waste  to  surface  water  by  way  of  a  designed  bypass. 

2.  Tine  wastewater  treatment  facility  is  designed  to  discharge  treated  sanitary 
sewage  at  an  average  daily  rate  that  is  more  than  500  but  not  more  than  2,500 
cubic  metres  on  an  annual  basis. 

3.  The  discharge  from  the  designed  bypass  may  result  in  the  presence  of 
Trichloroethylene  or  another  DNAPL  that  could  degrade  to  Trichloroethylene  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

HVA 

SGRA 

743 

1 .  The  system  is  a  wastewater  treatment  facility  that  may  discharge  sanitary 
sewage  containing  human  waste  to  surface  water  by  way  of  a  designed  bypass. 

2.  The  wastewater  treatment  facility  is  designed  to  discharge  treated  sanitary 
sewage  at  an  average  daily  rate  that  is  more  than  500  but  not  more  than  2,500 
cubic  metres  on  an  annual  basis. 

3.  The  discharge  from  the  designed  bypass  may  result  in  the  presence  of  Vinyl 
chloride  or  another  DNAPL  that  could  degrade  to  vinyl  chloride  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WHPA-D 

HVA 

SGRA 

744 

1  .The  system  is  a  wastewater  treatment  facility  that  may  discharge  sanitary 
sewage  containing  human  waste  to  surface  water  by  way  of  a  designed  bypass. 

2.  The  wastewater  treatment  facility  is  designed  to  discharge  treated  sanitary 
sewage  at  an  average  daily  rate  that  is  more  than  500  but  not  more  than  2,500 
cubic  metres  on  an  annual  basis. 

3.  The  discharge  from  the  designed  bypass  may  result  in  the  presence  of  Zinc  or 
one  or  more  of  its  compounds  containing  Zinc  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

HVA 

SGRA 

745 

1 .  The  system  is  a  wastewater  treatment  facility  that  may  discharge  sanitary 
sewage  containing  human  waste  to  surface  water  by  way  of  a  designed  bypass. 

2.  The  wastewater  treatment  facility  is  designed  to  discharge  treated  sanitary 
sewage  at  an  average  daily  rate  that  is  more  than  2,500  but  not  more  than  1 7,500 
cubic  metres  on  an  annual  basis. 

3.  The  discharge  from  the  designed  bypass  may  result  in  the  presence  of  BTEX  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

HVA 

SGRA 

746 

1 .  The  system  is  a  wastewater  treatment  facility  that  may  discharge  sanitary 
sewage  containing  human  waste  to  surface  water  by  way  of  a  designed  bypass. 

2.  The  wastewater  treatment  facility  is  designed  to  discharge  treated  sanitary 
sewage  at  an  average  daily  rate  that  is  more  than  2,500  but  not  more  than  17,500 
cubic  metres  on  an  annual  basis. 

3.  The  discharge  from  the  designed  bypass  may  result  in  the  presence  of 
Cadmium  or  one  or  more  of  its  compounds  containing  Cadmium  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

4.9  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WHPA-D 

HVA 

SGRA 

163 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

747 

1 .  The  system  is  a  wastewater  treatment  facility  tinat  may  disclnarge  sanitary 
sewage  containing  Inuman  waste  to  surface  water  by  way  of  a  designed  bypass. 

2.  Tine  wastewater  treatment  facility  is  designed  to  discharge  treated  sanitary 
sewage  at  an  average  daily  rate  that  is  more  than  2,500  but  not  more  than  17,500 
cubic  metres  on  an  annual  basis. 

3.  The  discharge  from  the  designed  bypass  may  result  in  the  presence  of  Copper 
or  one  or  more  of  its  compounds  containing  Copper  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

HVA 

SGRA 

748 

1 .  The  system  is  a  wastewater  treatment  facility  that  may  discharge  sanitary 
sewage  containing  human  waste  to  surface  water  by  way  of  a  designed  bypass. 

2.  The  wastewater  treatment  facility  is  designed  to  discharge  treated  sanitary 
sewage  at  an  average  daily  rate  that  is  more  than  2,500  but  not  more  than  17,500 
cubic  metres  on  an  annual  basis. 

3.  The  discharge  from  the  designed  bypass  may  result  in  the  presence  of 
Hexachlorobenzene  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

HVA 

SGRA 

749 

1 .  The  system  is  a  wastewater  treatment  facility  that  may  discharge  sanitary 
sewage  containing  human  waste  to  surface  water  by  way  of  a  designed  bypass. 

2.  The  wastewater  treatment  facility  is  designed  to  discharge  treated  sanitary 
sewage  at  an  average  daily  rate  that  is  more  than  2,500  but  not  more  than  17,500 
cubic  metres  on  an  annual  basis. 

3.  The  discharge  from  the  designed  bypass  may  result  in  the  presence  of  Lead  or 
one  or  more  of  its  compounds  containing  Lead  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

4.9  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WHPA-D 

HVA 

SGRA 

750 

1 .  The  system  is  a  wastewater  treatment  facility  that  may  discharge  sanitary 
sewage  containing  human  waste  to  surface  water  by  way  of  a  designed  bypass. 

2.  The  wastewater  treatment  facility  is  designed  to  discharge  treated  sanitary 
sewage  at  an  average  daily  rate  that  is  more  than  2,500  but  not  more  than  17,500 
cubic  metres  on  an  annual  basis. 

3.  The  discharge  from  the  designed  bypass  may  result  in  the  presence  of  Mercury 
or  one  or  more  of  its  compounds  containing  Mercury  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7.2  -  9 

4.8  -  7 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WHPA-D 

HVA 

SGRA 

751 

1 .  The  system  is  a  wastewater  treatment  facility  that  may  discharge  sanitary 
sewage  containing  human  waste  to  surface  water  by  way  of  a  designed  bypass. 

2.  The  wastewater  treatment  facility  is  designed  to  discharge  treated  sanitary 
sewage  at  an  average  daily  rate  that  is  more  than  2,500  but  not  more  than  17,500 
cubic  metres  on  an  annual  basis. 

3.  The  discharge  from  the  designed  bypass  may  result  in  the  presence  of  Nitrogen 
in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 

V  V  111  rA  U 

HVA 

SGRA 

164 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

752 

1 .  The  system  is  a  wastewater  treatment  facility  tinat  may  disclnarge  sanitary 
sewage  containing  Inuman  waste  to  surface  water  by  way  of  a  designed  bypass. 

2.  Tine  wastewater  treatment  facility  is  designed  to  discharge  treated  sanitary 
sewage  at  an  average  daily  rate  that  is  more  than  2,500  but  not  more  than  17,500 
cubic  metres  on  an  annual  basis. 

3  Thp  rli<^phprnp  frnm  thp  rlp*^innprl  hvnp*^*^  max/  rp^iiiit  in  thp  nrp^^pnrp  nf 
Nitrosodimethylamine-N  (NDMA)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

HVA 

SGRA 

753 

1 .  The  system  is  a  wastewater  treatment  facility  that  may  discharge  sanitary 
sewage  containing  human  waste  to  surface  water  by  way  of  a  designed  bypass. 

2.  The  wastewater  treatment  facility  is  designed  to  discharge  treated  sanitary 
sewage  at  an  average  daily  rate  that  is  more  than  2,500  but  not  more  than  17,500 
cubic  metres  on  an  annual  basis. 

3  Thp  rli*^phprnp  frnm  thp  Hp^iinnpri  hvnac;^;  mav  rp^iiiit  in  thp  nrp^ipnrp  nf  nnp  nr 

O.     Illw  \..IIOV.fllCll^V>  IIV_/III  lllw  1vlwOIUIIV>V..I  L^ylu/ClOO  llluy    IWOLJIL  III   lllv>  lu/IWOC^I  1  V.fC>       1  U 1  1 W  1 

more  Polychlorinated  Biphenyls  (PCBs)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7.2  -  9 

4.8  -  7 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

HVA 

SGRA 

754 

1 .  The  system  is  a  wastewater  treatment  facility  that  may  discharge  sanitary 
sewage  containing  human  waste  to  surface  water  by  way  of  a  designed  bypass. 

2.  The  wastewater  treatment  facility  is  designed  to  discharge  treated  sanitary 
sewage  at  an  average  daily  rate  that  is  more  than  2,500  but  not  more  than  17,500 
cubic  metres  on  an  annual  basis. 

3.  The  discharge  from  the  designed  bypass  may  result  in  the  presence  of 
r eniacnioropnenoi  in  grounawaier  or  suriace  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 

iJifLf  n  A  n 

WHPA-D 

HVA 

SGRA 

755 

1 .  The  system  is  a  wastewater  treatment  facility  that  may  discharge  sanitary 
sewage  containing  human  waste  to  surface  water  by  way  of  a  designed  bypass. 

2.  The  wastewater  treatment  facility  is  designed  to  discharge  treated  sanitary 
sewage  at  an  average  daily  rate  that  is  more  than  2,500  but  not  more  than  17,500 
cubic  metres  on  an  annual  basis. 

3.  The  discharge  from  the  designed  bypass  may  result  in  the  presence  of 
Trichloroethylene  or  another  DNAPL  that  could  degrade  to  Trichloroethylene  in 
gruuiiuwdici  ur  buridCc  wdici. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

HVA 

SGRA 

756 

1 .  The  system  is  a  wastewater  treatment  facility  that  may  discharge  sanitary 
sewage  containing  human  waste  to  surface  water  by  way  of  a  designed  bypass. 

2.  The  wastewater  treatment  facility  is  designed  to  discharge  treated  sanitary 
sewage  at  an  average  daily  rate  that  is  more  than  2,500  but  not  more  than  17,500 
cubic  metres  on  an  annual  basis. 

3.  The  discharge  from  the  designed  bypass  may  result  in  the  presence  of  Vinyl 
chloride  or  another  DNAPL  that  could  degrade  to  vinyl  chloride  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

HVA 

SGRA 

165 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

757 

1 .  The  system  is  a  wastewater  treatment  facility  tinat  may  disclnarge  sanitary 
sewage  containing  Inuman  waste  to  surface  water  by  way  of  a  designed  bypass. 

2.  Tine  wastewater  treatment  facility  is  designed  to  discharge  treated  sanitary 
sewage  at  an  average  daily  rate  that  is  more  than  2,500  but  not  more  than  17,500 
cubic  metres  on  an  annual  basis. 

3.  The  discharge  from  the  designed  bypass  may  result  in  the  presence  of  Zinc  or 
one  or  more  of  its  compounds  containing  Zinc  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

HVA 

SGRA 

758 

1 .  The  system  is  a  wastewater  treatment  facility  that  may  discharge  sanitary 
sewage  containing  human  waste  to  surface  water  by  way  of  a  designed  bypass. 

2.  The  wastewater  treatment  facility  is  designed  to  discharge  treated  sanitary 
sewage  at  an  average  daily  rate  that  is  more  than  1 7,500  but  not  more  than 
50,000  cubic  metres  on  an  annual  basis. 

3.  The  discharge  from  the  designed  bypass  may  result  in  the  presence  of  BTEX  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

4.8  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

HVA 

SGRA 

759 

1 .  The  system  is  a  wastewater  treatment  facility  that  may  discharge  sanitary 
sewage  containing  human  waste  to  surface  water  by  way  of  a  designed  bypass. 

2.  The  wastewater  treatment  facility  is  designed  to  discharge  treated  sanitary 
sewage  at  an  average  daily  rate  that  is  more  than  17,500  but  not  more  than 
50,000  cubic  metres  on  an  annual  basis. 

3.  The  discharge  from  the  designed  bypass  may  result  in  the  presence  of 
Cadmium  or  one  or  more  of  its  compounds  containing  Cadmium  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

HVA 

SGRA 

760 

1 .  The  system  is  a  wastewater  treatment  facility  that  may  discharge  sanitary 
sewage  containing  human  waste  to  surface  water  by  way  of  a  designed  bypass. 

2.  The  wastewater  treatment  facility  is  designed  to  discharge  treated  sanitary 
sewage  at  an  average  daily  rate  that  is  more  than  1 7,500  but  not  more  than 
50,000  cubic  metres  on  an  annual  basis. 

3.  The  discharge  from  the  designed  bypass  may  result  in  the  presence  of  Copper 
or  one  or  more  of  its  compounds  containing  Copper  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

4.9  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

HVA 

SGRA 

761 

1 .  The  system  is  a  wastewater  treatment  facility  that  may  discharge  sanitary 
sewage  containing  human  waste  to  surface  water  by  way  of  a  designed  bypass. 

2.  The  wastewater  treatment  facility  is  designed  to  discharge  treated  sanitary 
sewage  at  an  average  daily  rate  that  is  more  than  17,500  but  not  more  than 
50,000  cubic  metres  on  an  annual  basis. 

3.  The  discharge  from  the  designed  bypass  may  result  in  the  presence  of 
Hexachlorobenzene  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

4.8  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

HVA 

SGRA 

166 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

762 

1 .  The  system  is  a  wastewater  treatment  facility  tinat  may  disclnarge  sanitary 
sewage  containing  Inuman  waste  to  surface  water  by  way  of  a  designed  bypass. 

2.  Tine  wastewater  treatment  facility  is  designed  to  discharge  treated  sanitary 
sewage  at  an  average  daily  rate  that  is  more  than  17,500  but  not  more  than 
50,000  cubic  metres  on  an  annual  basis. 

3.  The  discharge  from  the  designed  bypass  may  result  in  the  presence  of  Lead  or 
one  or  more  of  its  compounds  containing  Lead  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHrA-U 

HVA 

SGRA 

763 

1 .  The  system  is  a  wastewater  treatment  facility  that  may  discharge  sanitary 
sewage  containing  human  waste  to  surface  water  by  way  of  a  designed  bypass. 

2.  The  wastewater  treatment  facility  is  designed  to  discharge  treated  sanitary 
sewage  at  an  average  daily  rate  that  is  more  than  1 7,500  but  not  more  than 
50,000  cubic  metres  on  an  annual  basis. 

3.  The  discharge  from  the  designed  bypass  may  result  in  the  presence  of  Mercury 
or  one  or  more  ot  iis  compounus  containing  iviercury  in  grounuwaier  or  suriace 
water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WnrA-U 

HVA 

SGRA 

764 

1 .  The  system  is  a  wastewater  treatment  facility  that  may  discharge  sanitary 
sewage  containing  human  waste  to  surface  water  by  way  of  a  designed  bypass. 

2.  The  wastewater  treatment  facility  is  designed  to  discharge  treated  sanitary 
sewage  at  an  average  daily  rate  that  is  more  than  17,500  but  not  more  than 
50,000  cubic  metres  on  an  annual  basis. 

3  Thp  rjjcirhprnp  frnm  thp  Hpciinnpri  hvnp*^^?  mfiv  rpmilt  in  thp  nrp*?pnrp  of  Nitrnnpn 
in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7.2  -  9 

4.8  -  7 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

HVA 

SGRA 

765 

1 .  The  system  is  a  wastewater  treatment  facility  that  may  discharge  sanitary 
sewage  containing  human  waste  to  surface  water  by  way  of  a  designed  bypass. 

2.  The  wastewater  treatment  facility  is  designed  to  discharge  treated  sanitary 
sewage  at  an  average  daily  rate  that  is  more  than  17,500  but  not  more  than 
50,000  cubic  metres  on  an  annual  basis. 

3.  The  discharge  from  the  designed  bypass  may  result  in  the  presence  of 
Nitrosodimethylamine-N  (NDMA)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7.2  -  9 

4.8  -  7 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WnPA-D 

HVA 

SGRA 

766 

1 .  The  system  is  a  wastewater  treatment  facility  that  may  discharge  sanitary 
sewage  containing  human  waste  to  surface  water  by  way  of  a  designed  bypass. 

2.  The  wastewater  treatment  facility  is  designed  to  discharge  treated  sanitary 
sewage  at  an  average  daily  rate  that  is  more  than  17,500  but  not  more  than 
50,000  cubic  metres  on  an  annual  basis. 

3.  The  discharge  from  the  designed  bypass  may  result  in  the  presence  of  one  or 
more  Polychlorinated  Biphenyls  (PCBs)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

V  V  III  U 

HVA 

SGRA 

167 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

767 

1 .  The  system  is  a  wastewater  treatment  facility  tinat  may  disclnarge  sanitary 
sewage  containing  Inuman  waste  to  surface  water  by  way  of  a  designed  bypass. 

2.  Tine  wastewater  treatment  facility  is  designed  to  discharge  treated  sanitary 
sewage  at  an  average  daily  rate  that  is  more  than  17,500  but  not  more  than 
50,000  cubic  metres  on  an  annual  basis. 

3.  The  discharge  from  the  designed  bypass  may  result  in  the  presence  of 
r eniacnioropnenoi  in  grounawaier  or  suriace  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7.2  -  9 

4.8  -  7 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

HVA 

SGRA 

768 

1 .  The  system  is  a  wastewater  treatment  facility  that  may  discharge  sanitary 
sewage  containing  human  waste  to  surface  water  by  way  of  a  designed  bypass. 

2.  The  wastewater  treatment  facility  is  designed  to  discharge  treated  sanitary 
sewage  at  an  average  daily  rate  that  is  more  than  17,500  but  not  more  than 
50,000  cubic  metres  on  an  annual  basis. 

3.  The  discharge  from  the  designed  bypass  may  result  in  the  presence  of 
Trichloroethylene  or  another  DNAPL  that  could  degrade  to  Trichloroethylene  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7.2  -  9 

4.8  -  7 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

HVA 

SGRA 

769 

1 .  The  system  is  a  wastewater  treatment  facility  that  may  discharge  sanitary 
sewage  containing  human  waste  to  surface  water  by  way  of  a  designed  bypass. 

2.  The  wastewater  treatment  facility  is  designed  to  discharge  treated  sanitary 
sewage  at  an  average  daily  rate  that  is  more  than  17,500  but  not  more  than 
50,000  cubic  metres  on  an  annual  basis. 

3.  The  discharge  from  the  designed  bypass  may  result  in  the  presence  of  Vinyl 
cnioriue  or  anoiner  UNMrL  inai  couiu  oegraue  lo  vinyi  cnioriue  in  grounawaier  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

4.8  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

HVA 

SGRA 

770 

1  .The  system  is  a  wastewater  treatment  facility  that  may  discharge  sanitary 
sewage  containing  human  waste  to  surface  water  by  way  of  a  designed  bypass. 

2.  The  wastewater  treatment  facility  is  designed  to  discharge  treated  sanitary 
sewage  at  an  average  daily  rate  that  is  more  than  17,500  but  not  more  than 
50,000  cubic  metres  on  an  annual  basis. 

3.  The  discharge  from  the  designed  bypass  may  result  in  the  presence  of  Zinc  or 
one  or  more  of  its  compounds  containing  Zinc  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

4.9  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

HVA 

SGRA 

771 

1 .  The  system  is  a  wastewater  treatment  facility  that  may  discharge  sanitary 
sewage  containing  human  waste  to  surface  water  by  way  of  a  designed  bypass. 

2.  The  wastewater  treatment  facility  is  designed  to  discharge  treated  sanitary 
sewage  at  an  average  daily  rate  that  is  more  than  50,000  cubic  metres  on  an 
annual  basis. 

3.  The  discharge  from  the  designed  bypass  may  result  in  the  presence  of  BTEX  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

6.4-8.1 

4.5-6.3 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

V  V  111  U 

HVA 

SGRA 

168 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

772 

1 .  The  system  is  a  wastewater  treatment  facility  tliat  may  discliarge  sanitary  sewage 
containing  human  waste  to  surface  water  by  way  of  a  designed  bypass. 

2.  The  wastewater  treatment  facility  is  designed  to  discharge  treated  sanitary  sewage  at  an 
average  daily  rate  that  is  more  than  50,000  cubic  metres  on  an  annual  basis. 

3.  The  discharge  from  the  designed  bypass  may  result  in  the  presence  of  Cadmium  or  one 
or  more  of  its  compounds  containing  Cadmium  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

6.3-8.1 

4.2  -  6 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

HVA 

SGRA 

773 

1 .  The  system  is  a  wastewater  treatment  facility  that  may  discharge  sanitary  sewage 
containing  human  waste  to  surface  water  by  way  of  a  designed  bypass. 

2.  The  wastewater  treatment  facility  is  designed  to  discharge  treated  sanitary  sewage  at  an 
average  daily  rate  that  is  more  than  50,000  cubic  metres  on  an  annual  basis. 

3.  The  discharge  from  the  designed  bypass  may  result  in  the  presence  of  Copper  or  one  or 
more  of  its  compounds  containing  Copper  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

HVA 

SGRA 

774 

1 .  The  system  is  a  wastewater  treatment  facility  that  may  discharge  sanitary  sewage 
containing  human  waste  to  surface  water  by  way  of  a  designed  bypass. 

2.  The  wastewater  treatment  facility  is  designed  to  discharge  treated  sanitary  sewage  at  an 
average  daily  rate  that  is  more  than  50,000  cubic  metres  on  an  annual  basis. 

3.  The  discharge  from  the  designed  bypass  may  result  in  the  presence  of 
Hexachlorobenzene  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

6.3-8.1 

4.2  -  6 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

HVA 

SGRA 

775 

1  .The  system  is  a  wastewater  treatment  facility  that  may  discharge  sanitary  sewage 
containing  human  waste  to  surface  water  by  way  of  a  designed  bypass. 

2  The  wastewater  treatment  facility  is  designed  to  discharge  treated  sanitary  sewage  at  an 
average  daily  rate  that  is  more  than  50,000  cubic  metres  on  an  annual  basis. 

3  The  discharge  from  the  designed  bypass  may  result  in  the  presence  of  Lead  or  one  or 
more  of  its  compounds  containing  Lead  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

6.3-8.1 

4.2  -  6 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

HVA 

SGRA 

776 

1 .  The  system  is  a  wastewater  treatment  facility  that  may  discharge  sanitary  sewage 
containing  human  waste  to  surface  water  by  way  of  a  designed  bypass. 

2.  The  wastewater  treatment  facility  is  designed  to  discharge  treated  sanitary  sewage  at  an 
average  daily  rate  that  is  more  than  50,000  cubic  metres  on  an  annual  basis. 

3.  The  discharge  from  the  designed  bypass  may  result  in  the  presence  of  Mercury  or  one 
or  more  of  its  compounds  containing  IVIercury  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

6  -  7.2 

4.2-5.6 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

V  V  111  rA  U 

HVA 

SGRA 

169 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

777 

1 .  The  system  is  a  wastewater  treatment  facility  tinat  may  disclnarge  sanitary 
sewage  containing  Inuman  waste  to  surface  water  by  way  of  a  designed  bypass. 

2.  Tine  wastewater  treatment  facility  is  designed  to  discharge  treated  sanitary 
sewage  at  an  average  daily  rate  that  is  more  than  50,000  cubic  metres  on  an 
annual  basis. 

^  Thp  rijcirhprnp  frnm  thp  rlp*^innprl  hvnp*^*^  max/  rp*^iilt  in  thp  nrp^^pnrp  nf  Nitrnnpn 
in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WnPA-D 

HVA 

SGRA 

778 

1 .  The  system  is  a  wastewater  treatment  facility  that  may  discharge  sanitary 
sewage  containing  human  waste  to  surface  water  by  way  of  a  designed  bypass. 

2.  The  wastewater  treatment  facility  is  designed  to  discharge  treated  sanitary 
sewage  at  an  average  daily  rate  that  is  more  than  50,000  cubic  metres  on  an 
annual  basis. 

^  Thp  rli*^phprnp  frnm  thp  Hp^iinnpri  hvnpc;^;  mpw  rpqult  in  thp  nrp*^pnpp  of 
Nitrosodimethylamine-N  (NDMA)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

HVA 

SGRA 

779 

1 .  The  system  is  a  wastewater  treatment  facility  that  may  discharge  sanitary 
sewage  containing  human  waste  to  surface  water  by  way  of  a  designed  bypass. 

2.  The  wastewater  treatment  facility  is  designed  to  discharge  treated  sanitary 
sewage  at  an  average  daily  rate  that  is  more  than  50,000  cubic  metres  on  an 
annual  basis. 

^  Thp  Hi^^pharnp  frnm  thp  rlp*^innprl  hvnp*^^;  max/  rp^iiiit  in  thp  nrp^ipnrp  nf  nnp  nr 

O.     Illv>  \..IIOV^IICllUV>  IIV_/III  lllw  1vlC^OIUIIV>\..l  L^yl-'CIOO  llldy    ICyOUIL  III    Lllv>  l-/IV>OV>l  1  V.yV>  U 1  U 1  1 W  U 1 

more  Polychlorinated  Biphenyls  (PCBs)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

6  -  7.2 

4.2-5.6 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

HVA 

SGRA 

780 

1 .  The  system  is  a  wastewater  treatment  facility  that  may  discharge  sanitary 
sewage  containing  human  waste  to  surface  water  by  way  of  a  designed  bypass. 

2.  The  wastewater  treatment  facility  is  designed  to  discharge  treated  sanitary 
sewage  at  an  average  daily  rate  that  is  more  than  50,000  cubic  metres  on  an 
annual  basis. 

3.  The  discharge  from  the  designed  bypass  may  result  in  the  presence  of 
Ppntachloronhpnol  in  oroundwatpr  or  surfaop  watpr 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

HVA 

SGRA 

781 

1 .  The  system  is  a  wastewater  treatment  facility  that  may  discharge  sanitary 
sewage  containing  human  waste  to  surface  water  by  way  of  a  designed  bypass. 

2.  The  wastewater  treatment  facility  is  designed  to  discharge  treated  sanitary 
sewage  at  an  average  daily  rate  that  is  more  than  50,000  cubic  metres  on  an 
annual  basis. 

3.  The  discharge  from  the  designed  bypass  may  result  in  the  presence  of 
Trichloroethylene  or  another  DNAPL  that  could  degrade  to  Trichloroethylene  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WHPA-D 

HVA 

SGRA 

170 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

782 

1 .  The  system  is  a  wastewater  treatment  facility  tinat  may  disclnarge  sanitary 
sewage  containing  Inuman  waste  to  surface  water  by  way  of  a  designed  bypass. 

2.  Tine  wastewater  treatment  facility  is  designed  to  discharge  treated  sanitary 
sewage  at  an  average  daily  rate  that  is  more  than  50,000  cubic  metres  on  an 
annual  basis. 

3.  The  discharge  from  the  designed  bypass  may  result  in  the  presence  of  Vinyl 
chloride  or  another  DNAPL  that  could  degrade  to  vinyl  chloride  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

6.4-8.1 

4.5-6.3 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

HVA 

SGRA 

783 

1 .  The  system  is  a  wastewater  treatment  facility  that  may  discharge  sanitary 
sewage  containing  human  waste  to  surface  water  by  way  of  a  designed  bypass. 

2.  The  wastewater  treatment  facility  is  designed  to  discharge  treated  sanitary 
sewage  at  an  average  daily  rate  that  is  more  than  50,000  cubic  metres  on  an 
annual  basis. 

3.  The  discharge  from  the  designed  bypass  may  result  in  the  presence  of  Zinc  or 

uiic;  ui  iiiuic;  ui  iio  uui  i  i|juui  lUo  uui  iiciiiiiiiy  z-iiiu  iii  yiuuiiuvvciid  ui  oui  iduc  vvciid  . 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WMP  A.n 

VV  rirM-LI 

HVA 

SGRA 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

784 

1 .  The  system  is  a  wastewater  treatment  facility  that  discharges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  not  more  than  500  cubic  metres  on  an  annual  basis. 

3.  The  discharge  may  result  in  the  presence  of  Antimony  or  one  or  more  of  its 
pnmnniinrl*^  rnntpininn  Antimnnv  in  nrniinHwafpr  nr  *^iirfarp  wpfpr 

1  1  1         LJ  1  lUO  \j\J  1  1 IQI 1  III  lU  r^i  llllll\_/liy    III  UI\_/LJII\..IVV  dlw  1    \Ji    O  U  1  1  CH-f^   vV  dlw  1  . 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WnPA-D 

8-10 

HVA 

SGRA 

785 

1 .  The  system  is  a  wastewater  treatment  facility  that  discharges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  not  more  than  500  cubic  metres  on  an  annual  basis. 

3.  The  discharge  may  result  in  the  presence  of  Arsenic  or  one  or  more  of  its 
compounds  containing  Arsenic  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 

ijiri_m  A  n 

WHPA-D 

8-10 

HVA 

SGRA 

786 

1 .  The  system  is  a  wastewater  treatment  facility  that  discharges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  not  more  than  500  cubic  metres  on  an  annual  basis. 

3.  The  discharge  may  result  in  the  presence  of  Barium  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-n 

V  V  III  rA  U 

10 

HVA 

SGRA 

171 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

787 

1 .  The  system  is  a  wastewater  treatment  facility  tinat  disclnarges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  not  more  than  500  cubic  metres  on  an  annual  basis. 

3.  The  discharge  may  result  in  the  presence  of  BTEX  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

8-10 

HVA 

SGRA 

788 

1 .  The  system  is  a  wastewater  treatment  facility  that  discharges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  not  more  than  500  cubic  metres  on  an  annual  basis. 

3.  The  discharge  may  result  in  the  presence  of  Cadmium  or  one  or  more  of  its 
mmnniinrjc;  rnntaininn  ripHmiiim  in  nrniinHwafpr  nr  c;iirfarp  watpr 

\jKJ  I  1  1  lu/V./  LJ  1  ItvIO  V.fV_/ 1  1  ICll  1  III  lU  \JCl\A  IIIILJIII  III  ^IV_/LJIIUVVCllWl    KJi    OUII  CjL\j\j  VV  ulw  I  . 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

8-10 

HVA 

SGRA 

789 

1 .  The  system  is  a  wastewater  treatment  facility  that  discharges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  not  more  than  500  cubic  metres  on  an  annual  basis. 

3.  The  discharge  may  result  in  the  presence  of  Chlorophenol-2  in  groundwater  or 
*^iirfprp  wpfpr 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 

iJifLf  n  A  n 

WHPA-D 

10 

HVA 

SGRA 

790 

1 .  The  system  is  a  wastewater  treatment  facility  that  discharges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  not  more  than  500  cubic  metres  on  an  annual  basis. 

3.  The  discharge  may  result  in  the  presence  of  Chromium  VI  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

8-10 

HVA 

SGRA 

791 

1 .  The  system  is  a  wastewater  treatment  facility  that  discharges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  not  more  than  500  cubic  metres  on  an  annual  basis. 

3.  The  discharge  may  result  in  the  presence  of  Copper  or  one  or  more  of  its 
compounds  containing  Copper  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7-10 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

HVA 

SGRA 

172 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

792 

1 .  The  system  is  a  wastewater  treatment  facility  tinat  disclnarges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  not  more  than  500  cubic  metres  on  an  annual  basis. 

3.  The  discharge  may  result  in  the  presence  of  Cyanide  (CN-)  in  groundwater  or 
*^iirfprp  wpfpr 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 

ijifi_m  A  n 

WHPA-D 

10 

HVA 

SGRA 

793 

1 .  The  system  is  a  wastewater  treatment  facility  that  discharges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  not  more  than  500  cubic  metres  on  an  annual  basis. 

3.  The  discharge  may  result  in  the  presence  of  Dibutyl  phthalate  in  groundwater  or 

ciiirfppp  wpfpr 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7-10 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

HVA 

SGRA 

794 

1 .  The  system  is  a  wastewater  treatment  facility  that  discharges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  not  more  than  500  cubic  metres  on  an  annual  basis. 

3.  The  discharge  may  result  in  the  presence  of  Dichlorobenzene-1 ,2  (ortho)  in 
nrniinrlwptpr  nr  *^iirfprp  wafpr 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 

ijifi_m  A  n 

WHPA-D 

10 

HVA 

SGRA 

795 

1 .  The  system  is  a  wastewater  treatment  facility  that  discharges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  not  more  than  500  cubic  metres  on  an  annual  basis. 

3.  The  discharge  may  result  in  the  presence  of  Dichlorobenzene-1 ,4  (para)  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7-10 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

HVA 

SGRA 

796 

1 .  The  system  is  a  wastewater  treatment  facility  that  discharges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  not  more  than  500  cubic  metres  on  an  annual  basis. 

3.  The  discharge  may  result  in  the  presence  of  Dichlorophenol-2,4  in  groundwater 
or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 

V  V  III  rA  U 

8-10 

HVA 

SGRA 

173 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

797 

1 .  The  system  is  a  wastewater  treatment  facility  tinat  disclnarges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  not  more  than  500  cubic  metres  on  an  annual  basis. 

3.  The  discharge  may  result  in  the  presence  of  Ethylene  Glycol  in  groundwater  or 
*^iirfprp  wpfpr 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7.2-10 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

8-10 

HVA 

SGRA 

798 

1 .  The  system  is  a  wastewater  treatment  facility  that  discharges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  not  more  than  500  cubic  metres  on  an  annual  basis. 

3.  The  discharge  may  result  in  the  presence  of  Lead  or  one  or  more  of  its 

mmnniinrjc;  rnntpininn  1  ppH  in  nrniindwatpr  nr  c;iirfppp  wafpr 

\jKJ  I  1  1  lu/V./  LJ  1  ItvIO  V.fV_/ 1  1  ICll  1  III  1^  l—\jCl\A  III  ^lULJIItvtVVClL^I    \Ji    OUII  ClV_f  w  VV  dlw  1  . 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

8-10 

HVA 

SGRA 

799 

1 .  The  system  is  a  wastewater  treatment  facility  that  discharges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  not  more  than  500  cubic  metres  on  an  annual  basis. 

3.  The  discharge  may  result  in  the  presence  of  MCPA  (2-methyl-4- 
rhlnrnnhpnnyvprptir  PPiH  ^  in  nrniindwatpr  nr  <^iirfprp  wafpr 

V^l  ll\_/l\_/l_/l  Iwl  lUAy  dV^W  LI      ClV^llvl    /  III  UIULJIIV.JVVCIIWI    V_/l    OLJII  Clvy  V>  VV  dlw  1  . 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

8-10 

HVA 

SGRA 

800 

1 .  The  system  is  a  wastewater  treatment  facility  that  discharges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  not  more  than  500  cubic  metres  on  an  annual  basis. 

3.  The  discharge  may  result  in  the  presence  of  Mercury  or  one  or  more  of  its 
compounds  containing  Mercury  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

8-10 

HVA 

SGRA 

801 

1 .  The  system  is  a  wastewater  treatment  facility  that  discharges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  not  more  than  500  cubic  metres  on  an  annual  basis. 

3.  The  discharge  may  result  in  the  presence  of  Nickel  or  one  or  more  of  its 
compounds  containing  Nickel  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

HVA 

SGRA 

174 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

802 

1 .  The  system  is  a  wastewater  treatment  facility  tinat  disclnarges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  not  more  than  500  cubic  metres  on  an  annual  basis. 

3.  The  discharge  may  result  in  the  presence  of  Nitrogen  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

8-10 

HVA 

SGRA 

803 

1 .  The  system  is  a  wastewater  treatment  facility  that  discharges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  not  more  than  500  cubic  metres  on  an  annual  basis. 

3.  The  discharge  may  result  in  the  presence  of  Nitrosodimethylamine-N  (NDMA)  in 
nrniinrlwptpr  nr  c;iirfapp  watpr 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WnPA-D 

8-10 

HVA 

SGRA 

804 

1 .  The  system  is  a  wastewater  treatment  facility  that  discharges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  not  more  than  500  cubic  metres  on  an  annual  basis. 

3.  The  discharge  may  result  in  the  presence  of  Phenol  (or  its  salts)  in  groundwater 
nr  *^iirfprp  wafpr 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

HVA 

SGRA 

805 

1 .  The  system  is  a  wastewater  treatment  facility  that  discharges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  not  more  than  500  cubic  metres  on  an  annual  basis. 

3.  The  discharge  may  result  in  the  presence  of  Phosphorus  (total)  in  groundwater 
or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7-10 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

HVA 

SGRA 

806 

1 .  The  system  is  a  wastewater  treatment  facility  that  discharges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  not  more  than  500  cubic  metres  on  an  annual  basis. 

3.  The  discharge  may  result  in  the  presence  of  Silver  or  one  or  more  of  its 
compounds  containing  Silver  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

HVA 

SGRA 

175 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

807 

1 .  The  system  is  a  wastewater  treatment  facility  tinat  disclnarges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  not  more  than  500  cubic  metres  on  an  annual  basis. 

3.  The  discharge  may  result  in  the  presence  of  Zinc  or  one  or  more  of  its 
rnmnniinrl*^  rnntaininn  7inr  in  nrniinHwatpr  nr  <^iirfprp  watpr 

1  1  1         LJ  1  ItvIO          1  1  ICll  1  III  lU  £—  IIIV^IIIUIWLJIIIvlVVCllV^I    V_/l    OLJII  CX\j\>  VV  dlw  1  . 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7-10 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WrlPA-D 

10 

HVA 

SGRA 

808 

1 .  The  system  is  a  wastewater  treatment  facility  that  discharges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  more  than  500  but  not  more  than  2,500  cubic  metres  on  an  annual 
basis. 

3  Thp  rli*^phprnp  mav  rp^iiiit  in  thp  nrp^ipnpp  nf  Antimnnv  nr  nnp  nr  mnrp  nf  it^; 

\J .     111^  \..IIOV.fllCllV^Vy    IllCiy    I^OLJIL  III    Lll^  k^l^O^IIO^  \J  I    #11  llllil\_/liy    \Jl    \J  I          \Jl     lilV_/l(>    \J  I  IIO 

compounds  containing  Antimony  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

8 

HVA 

SGRA 

809 

1 .  The  system  is  a  wastewater  treatment  facility  that  discharges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  more  than  500  but  not  more  than  2,500  cubic  metres  on  an  annual 
basis. 

3  Thp  rli<^rhprnp  mav  rp^iiiit  in  thp  nrp*^pnrp  nf  Ar*^pnir  nr  nnp  nr  mnrp  nf  it<^ 

\J .     111^  \^IOV^IICllUw   llldy    I^OLJIL  III    Lllw  k^l^O^IIV^w  \J  I    f\l  OwlllV^  \Jl    \Jl  l\y   \Jl    lil\_/l^   \J  I  ILO 

compounds  containing  Arsenic  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 

ijifi_m  A  n 

WHPA-D 

10 

8 

HVA 

SGRA 

810 

1 .  The  system  is  a  wastewater  treatment  facility  that  discharges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  more  than  500  but  not  more  than  2,500  cubic  metres  on  an  annual 
basis. 

3.  The  discharge  may  result  in  the  presence  of  Barium  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

8-10 

HVA 

SGRA 

811 

1 .  The  system  is  a  wastewater  treatment  facility  that  discharges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  more  than  500  but  not  more  than  2,500  cubic  metres  on  an  annual 
basis. 

3.  The  discharge  may  result  in  the  presence  of  BTEX  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

8 

HVA 

SGRA 

176 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

812 

1 .  The  system  is  a  wastewater  treatment  facility  tinat  disclnarges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  more  than  500  but  not  more  than  2,500  cubic  metres  on  an  annual 
basis. 

3  Thp  rijcirhprnp  max/  rp^^iiit  in  thp  nrp*^pnrp  nf  npHmiiim  nr  nnp  nr  mnrp  of  it*^ 

\J .     111^  \.JIOV^IICllUw   IllCiy    IwOLJIL  III    Lllw  k^l^O^IIV^w  \J  I                  lllimill    \Jl    \Jl  l\>   \Jl    IIIV_/I^  \J  I    1  LO 

compounds  containing  Cadmium  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WrlPA-D 

10 

8 

HVA 

SGRA 

813 

1 .  The  system  is  a  wastewater  treatment  facility  that  discharges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  more  than  500  but  not  more  than  2,500  cubic  metres  on  an  annual 
basis. 

3  Thp  rli*^phprnp  mav  rp*^iilt  in  thp  nrp*^pnpp  nf  rihinrnnhpnni-?  in  nrniinrlwatpr  nr 

O.     Illw  UIOV.fllCllUV>  IllCiy    IWOLJIl  III   lllw  lu/IWOWIIV.fW  V_/l    \_/l  ll\_/IV_/lw/llwllV^I   £—  III  UIV_/LJII1vlVV  ulw  1  1 

surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

8-10 

HVA 

SGRA 

814 

1 .  The  system  is  a  wastewater  treatment  facility  that  discharges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  more  than  500  but  not  more  than  2,500  cubic  metres  on  an  annual 
basis. 

3  Thp  rli<^rhprnp  max/  rp^iiiit  in  thp  nrp*^pnrp  nf  nhrnmiiim  Vl  in  nrniindwatpr  nr 

\j .    111^  \.jiov^iiciiuw  iiiciy  iwOLJiL  III  iiiw  k^i^o^iiv^w  \j  I  \_/i  iiv.^iiiimiii  vi  iii  uiv.^miiv..ivvciL^i  \ji 

surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

8 

HVA 

SGRA 

815 

1 .  The  system  is  a  wastewater  treatment  facility  that  discharges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  more  than  500  but  not  more  than  2,500  cubic  metres  on  an  annual 
basis. 

3.  The  discharge  may  result  in  the  presence  of  Copper  or  one  or  more  of  its 
compounds  containing  Copper  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

8-10 

HVA 

SGRA 

816 

1 .  The  system  is  a  wastewater  treatment  facility  that  discharges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  more  than  500  but  not  more  than  2,500  cubic  metres  on  an  annual 
basis. 

3.  The  discharge  may  result  in  the  presence  of  Cyanide  (CN-)  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

8-10 

HVA 

SGRA 

177 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

817 

1 .  The  system  is  a  wastewater  treatment  facility  tinat  disclnarges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  more  than  500  but  not  more  than  2,500  cubic  metres  on  an  annual 
basis. 

3  Thp  rijcirhprnp  max/  rp<^iilt  in  thp  nrp*^pnrp  nf  Dihiitv!  nhthaiatp  in  nrniinriwatpr  nr 

O.     1  llv>  \.JIOV^IICllUV>  IlldV    IV^OLJIl  III   lllv>  j-ZIWOWIIvyW  KJi        1  K/\Jt  LV  1  I^/IIIIICIICIIW  III  UIULJIII.JVVCIIWI  Wl 

surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 

ijifi_m  A  n 

WHPA-D 

8-10 

HVA 

SGRA 

818 

1 .  The  system  is  a  wastewater  treatment  facility  that  discharges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  more  than  500  but  not  more  than  2,500  cubic  metres  on  an  annual 
basis. 

3  Thp  rli*^phprnp  mav  rp^iiiit  in  thp  nrp*^pnpp  nf  niphlnrnhpn7Pnp-1  ?  ^nrthn^  in 

\J .     111^  \..IIOV.fllCllV^Vy    IllCiy    IwOLJIl  III    Lll^  I^I^O^IIw^  \J  I         l\.flllV_/IV_/lk^^ll^^ll^     '           IV_/IIIIV_//  III 

groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

8-10 

HVA 

SGRA 

819 

1 .  The  system  is  a  wastewater  treatment  facility  that  discharges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  more  than  500  but  not  more  than  2,500  cubic  metres  on  an  annual 
basis. 

3  Thp  rli<^rhprnp  max/  rp^iiiit  in  thp  nrp*^pnrp  nf  r)irhlnrnhpn7Pnp-1  4-  /^nara^  in 

O.     Illv>  UIOV^IICllUV>  IlldV    IWOLJIl  III   lllv>  l^/IC^OWIIv^V^  V_/l        IV^IIIWIV_/L^V>II^WllW  l,^tl-/CllCl/lll 

groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 

ijifi_m  A  n 

WHPA-D 

8-10 

HVA 

SGRA 

820 

1 .  The  system  is  a  wastewater  treatment  facility  that  discharges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  more  than  500  but  not  more  than  2,500  cubic  metres  on  an  annual 
basis. 

3.  The  discharge  may  result  in  the  presence  of  Dichlorophenol-2,4  in  groundwater 
or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WnPA-D 

10 

8 

HVA 

SGRA 

821 

1 .  The  system  is  a  wastewater  treatment  facility  that  discharges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  more  than  500  but  not  more  than  2,500  cubic  metres  on  an  annual 
basis. 

3.  The  discharge  may  result  in  the  presence  of  Ethylene  Glycol  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

8-10 

HVA 

SGRA 

178 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

822 

1 .  The  system  is  a  wastewater  treatment  facility  tinat  disclnarges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  more  than  500  but  not  more  than  2,500  cubic  metres  on  an  annual 
basis. 

3  Thp  rijcirhprnp  max/  rp<^iilt  in  thp  nrp*^pnrp  nf  1  ppH  nr  nnp  nr  mnrp  nf  it«5 
compounds  containing  Lead  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WrlPA-D 

10 

8 

HVA 

SGRA 

823 

1 .  The  system  is  a  wastewater  treatment  facility  that  discharges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  more  than  500  but  not  more  than  2,500  cubic  metres  on  an  annual 
basis. 

3  Thp  rli*^phprnp  mav  rp^iiiit  in  thp  nrp^ipnpp  nf  MOPA  ^?-mpth\/l-4- 

\j .    1  ii(>  \..iiov.fiiciiu^  iiiciy  iwOLJii  III  Liiw  i^i^o^iiww  \j I  IV 1  #1  \£—  1 1 1^  11  1  y  1  ^ 

chlorophenoxyacetic  acid  )  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

8 

HVA 

SGRA 

824 

1 .  The  system  is  a  wastewater  treatment  facility  that  discharges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  more  than  500  but  not  more  than  2,500  cubic  metres  on  an  annual 
basis. 

3  Thp  rli<^rhprnp  mav  rp^iiiit  in  thp  nrp*^pnrp  nf  Mprnirv  nr  nnp  nr  mnrp  nf  it*^ 

\J .     1  11^  \^IOV^IICllUw   IliCiy    I^OLJIL  III    lllw  k^l^O^IIV^w  \J  I    IVI^Iv^LJiy    \Jl    V_/llw   \Jl     IIIV_/I^   \J  I    1  LO 

compounds  containing  Mercury  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 

ijifi_m  A  n 

WHPA-D 

10 

8 

HVA 

SGRA 

825 

1 .  The  system  is  a  wastewater  treatment  facility  that  discharges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  more  than  500  but  not  more  than  2,500  cubic  metres  on  an  annual 
basis. 

3.  The  discharge  may  result  in  the  presence  of  Nickel  or  one  or  more  of  its 
compounds  containing  Nickel  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

8-10 

HVA 

SGRA 

826 

1 .  The  system  is  a  wastewater  treatment  facility  that  discharges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  more  than  500  but  not  more  than  2,500  cubic  metres  on  an  annual 
basis. 

3.  The  discharge  may  result  in  the  presence  of  Nitrogen  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

8 

HVA 

SGRA 

179 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

827 

1 .  The  system  is  a  wastewater  treatment  facility  tinat  disclnarges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  more  than  500  but  not  more  than  2,500  cubic  metres  on  an  annual 
basis. 

3  Thp  rijcirhprnp  max/  rp^iiiit  in  thp  nrp*^pnrp  nf  Nitrn*^nrlimpth\/lpminp-N  /^NDMA^  in 

groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WrlPA-D 

10 

8 

HVA 

SGRA 

828 

1 .  The  system  is  a  wastewater  treatment  facility  that  discharges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  more  than  500  but  not  more  than  2,500  cubic  metres  on  an  annual 
basis. 

3  Thp  rli*^phprnp  mav  rp*^iilt  in  thp  nrp*^pnrp  nf  PhpnnI  ^nr  it^;  Qaltc;^  in  nrniindwatpr 

O.     1  llv>  \..IIO\.fllCllUV>  llluy    IWOLJIl  III   lllw  lu/IWOWIIV.fW  \J\    1    llwllUI   yV^I    1 LO  Oul  lO  /  III  UIV_/LJII\..IVVCllWl 

or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WnPA-D 

8-10 

HVA 

SGRA 

829 

1 .  The  system  is  a  wastewater  treatment  facility  that  discharges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  more  than  500  but  not  more  than  2,500  cubic  metres  on  an  annual 
basis. 

3  Thp  Hi<^phprnp  max/  rp^iiiit  in  thp  nrp*^pnrp  nf  Phn^^nhnriic;  /'tntah  in  nrniinHwatpi' 

O.     IIIV>\.JIOV^IICllUV>IIICiy    IV^OLJIllll   lllV>l-'IWOWIIvyV>V_/l    1    IIUOI-/IIWILJOtLU  LQ 1/  III  UIWLJIIUVVdlWl 

or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 

iJifLf  n  A  n 

WHPA-D 

HVA 

SGRA 

830 

1 .  The  system  is  a  wastewater  treatment  facility  that  discharges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  more  than  500  but  not  more  than  2,500  cubic  metres  on  an  annual 
basis. 

3.  The  discharge  may  result  in  the  presence  of  Silver  or  one  or  more  of  its 
compounds  containing  Silver  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

8-10 

HVA 

SGRA 

831 

1 .  The  system  is  a  wastewater  treatment  facility  that  discharges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  more  than  500  but  not  more  than  2,500  cubic  metres  on  an  annual 
basis. 

3.  The  discharge  may  result  in  the  presence  of  Zinc  or  one  or  more  of  its 
compounds  containing  Zinc  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

V  V  111  U 

8-10 

HVA 

SGRA 

180 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

832 

1 .  The  system  is  a  wastewater  treatment  facility  tinat  disclnarges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  more  than  2,500  but  not  more  than  17,500  cubic  metres  on  an  annual 
basis. 

3  Thp  rijcirhprnp  max/  rp^iiiit  in  thp  nrp*^pnrp  nf  Antimnnv  nr  nnp  nr  mnrp  nf  it*^ 

\j .    1         \.jiov^iiciiuw  iiiciy  iwOLJiL  III  iiiw  k^i^owiiww  \j  I  f\i  iiiiiiwiiy  \ji  \j  i       \ji   iiiv.^1^  \j  i  ilo 

compounds  containing  Antimony  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7.2  -  9 

4.8  -  7 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WrlPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

833 

1 .  The  system  is  a  wastewater  treatment  facility  that  discharges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  more  than  2,500  but  not  more  than  17,500  cubic  metres  on  an  annual 
basis. 

3  Thp  rli*^phprnp  mav  rp^iiiit  in  thp  nrp^ipnpp  nf  Ar^ipnir  nr  nnp  nr  mnrp  nf  it*^ 

\J .     111^  \..IIOV.fllCllV^Vy    IIIQy    I^OLJIL  III    Lllw  I^I^O^IIww  \J  I    #11  O^IIIV.f  \Jl    \Jl  l\y   \Jl    lll\_/l^   \J  I  ILO 

compounds  containing  Arsenic  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7.2  -  9 

4.8  -  7 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

834 

1 .  The  system  is  a  wastewater  treatment  facility  that  discharges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  more  than  2,500  but  not  more  than  17,500  cubic  metres  on  an  annual 
basis. 

3  Thp  rli<^rhprnp  max/  rp<^iilt  in  thp  nrp*^pnrp  nf  Rariiim  in  nrniinriwatpr  nr  *^iirfprp 

O.     Illv>  UIOV^IICllUV>  IllCiy    IV^OLJIl  III   lllv>  j-ZIWOWIIvyW  V_/l    LJCXi  lUIIII  III  UIV_/LJIIUVVCl       1    W 1    O  LJ 1  1  CX\j\> 

water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WnPA-D 

10 

8 

HVA 

SGRA 

835 

1 .  The  system  is  a  wastewater  treatment  facility  that  discharges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  more  than  2,500  but  not  more  than  17,500  cubic  metres  on  an  annual 
basis. 

3.  The  discharge  may  result  in  the  presence  of  BTEX  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

836 

1 .  The  system  is  a  wastewater  treatment  facility  that  discharges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  more  than  2,500  but  not  more  than  17,500  cubic  metres  on  an  annual 
basis. 

3.  The  discharge  may  result  in  the  presence  of  Cadmium  or  one  or  more  of  its 
compounds  containing  Cadmium  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

4.9  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

181 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

837 

1 .  The  system  is  a  wastewater  treatment  facility  tinat  disclnarges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  more  than  2,500  but  not  more  than  17,500  cubic  metres  on  an  annual 
basis. 

3  Thp  rijcirhprnp  max/  rp<^iilt  in  thp  nrp*^pnrp  nf  nhlnrnnhpnni-?  in  nrniindwatpi'  nr 

O.     Illv>  \.JIOV^IICllUV>  IlldV    IV^OLJIl  III   lllv>  j-ZIWOWIIvyW  V_/l    \JI  IIWIV_/l-/IIWllWI    £—  III  UlULJIItvlVV  dlw  1    U 1 

surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

HVA 

SGRA 

838 

1 .  The  system  is  a  wastewater  treatment  facility  that  discharges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  more  than  2,500  but  not  more  than  17,500  cubic  metres  on  an  annual 
basis. 

3  Thp  rli*^phprnp  mav  rp*^iilt  in  thp  nrp*^pnpp  nf  nhrnmiiim  Vl  in  nrniinHwatpr  nr 

\J .     111^  \..IIOV.fllCllUw   IllCiy    I^OLJIl  III    Lll^  I^I^O^IIw^  \J  I    \_/l  IIV_/IIIILJIII    VI    III   UIV_/LJIIUVVdl^l  \Jl 

surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

4.9  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WnPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

839 

1 .  The  system  is  a  wastewater  treatment  facility  that  discharges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  more  than  2,500  but  not  more  than  17,500  cubic  metres  on  an  annual 
basis. 

3  Thp  rli<^rhprnp  mav  rp^iiiit  in  thp  nrp*^pnrp  nf  Onnnpr  nr  nnp  nr  mnrp  nf  it<^ 

O.     Illv>  UIOV^IICllUV>  IlldV    IWOLJIl  III   lllv>  l^/IWOWIIv^W  V_/l            l^/j-ZV^I    V_/l    Wllw  Wl    lilV_/lw  V_/l    1  lO 

compounds  containing  Copper  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WnPA-D 

10 

8 

HVA 

SGRA 

840 

1 .  The  system  is  a  wastewater  treatment  facility  that  discharges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  more  than  2,500  but  not  more  than  17,500  cubic  metres  on  an  annual 
basis. 

3.  The  discharge  may  result  in  the  presence  of  Cyanide  (CN-)  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

8 

HVA 

SGRA 

841 

1 .  The  system  is  a  wastewater  treatment  facility  that  discharges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  more  than  2,500  but  not  more  than  17,500  cubic  metres  on  an  annual 
basis. 

3.  The  discharge  may  result  in  the  presence  of  Dibutyl  phthalate  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

V  V  111  rA  U 

10 

8 

HVA 

SGRA 

182 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

842 

1 .  The  system  is  a  wastewater  treatment  facility  tinat  disclnarges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  more  than  2,500  but  not  more  than  17,500  cubic  metres  on  an  annual 
basis. 

3  Thp  rijcirhprnp  max/  rp^iiiit  in  thp  nrp*^pnrp  nf  r)iphlnrnhpn7Pnp-1  ?  /^nrthn^  in 

\J .     1  11^  \.JIOV^IICllUw   IllCiy    IwOLJIL  III    Lllw  k^l^O^IIV^w  \J  I    l-J  IV^IIIV_/IV_/l.^wll^^ll^     Ij^    IV_/ILIIV_//  III 

groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WrlPA-D 

10 

8 

HVA 

SGRA 

843 

1 .  The  system  is  a  wastewater  treatment  facility  that  discharges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  more  than  2,500  but  not  more  than  17,500  cubic  metres  on  an  annual 
basis. 

3  Thp  rli*^phprnp  mav  rp^iiiit  in  thp  nrp^ipnpp  nf  niphlnrnhpn7Pnp-1  4  ^nara^  in 

O.     Illw  \..IIO\.fllCll^^  IllCiy    I^OLJIL  III   lllw  lu'lwOwllv.fW  V_/l        IV.flllV_/IV_/L^wll^WllW  l,^tlu'CllCl/lll 

groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

8 

HVA 

SGRA 

844 

1 .  The  system  is  a  wastewater  treatment  facility  that  discharges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  more  than  2,500  but  not  more  than  17,500  cubic  metres  on  an  annual 
basis. 

3  Thp  rli<^phprnp  max/  rp<^iilt  in  thp  nrp*^pnpp  nf  niphlnrnnhpnni-?  4  in  nrniinHwatpr 

\J .     111^  \.JIOV^IICllUw   lilCiy    IwOLJIL  III    lllw  k^l^O^IIV^w  \J  I    l-J  IV^IIIV_/IV_/L^II^IIV_/I          ^  III  UIV.^milV..IVVClL^I 

or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WnPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

845 

1 .  The  system  is  a  wastewater  treatment  facility  that  discharges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  more  than  2,500  but  not  more  than  17,500  cubic  metres  on  an  annual 
basis. 

3.  The  discharge  may  result  in  the  presence  of  Ethylene  Glycol  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

846 

1 .  The  system  is  a  wastewater  treatment  facility  that  discharges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  more  than  2,500  but  not  more  than  17,500  cubic  metres  on  an  annual 
basis. 

3.  The  discharge  may  result  in  the  presence  of  Lead  or  one  or  more  of  its 
compounds  containing  Lead  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

4.9  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

V  V  III  U 

10 

6-8 

HVA 

6 

SGRA 

6 

183 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

847 

1 .  The  system  is  a  wastewater  treatment  facility  tinat  disclnarges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  more  than  2,500  but  not  more  than  17,500  cubic  metres  on  an  annual 
basis. 

^  Thp  rijcirhprnp  max/  rp<^iilt  in  thp  nrp*^pnrp  nf  MOPA  /^?-mpth\/l-4- 

KJ  •     1  llw  \^IOV^IICllUw   IllCiy    IwOLJIL  III    lllw  k^l^O^IIV^w  \J  I    IV  l\_/ 1    f  \  \£—    1  1  1^  LI  1  V  1  ~ 

chlorophenoxyacetic  acid  )  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7.2  -  9 

4.8  -  7 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WrlPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

848 

1 .  The  system  is  a  wastewater  treatment  facility  that  discharges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  more  than  2,500  but  not  more  than  17,500  cubic  metres  on  an  annual 
basis. 

^  Thp  rli*^phprnp  mav  rp^iiiit  in  thp  nrp^ipnpp  nf  Mprnirv  nr  nnp  nr  mnrp  nf  it*^ 

\J .     1  11^  \..IIOV.fllCllV^Vy    IliCiy    I^OLJIL  III    Lllw  I^I^O^IlOw  \J  I    iVi^lV.fLJiy    \Jl    \Jl          \Jl     lliV_/l^   \J  I    1 LO 

compounds  containing  Mercury  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7.2  -  9 

4.8  -  7 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

849 

1 .  The  system  is  a  wastewater  treatment  facility  that  discharges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  more  than  2,500  but  not  more  than  17,500  cubic  metres  on  an  annual 
basis. 

^  Thp  rli<^rhprnp  max/  rp^iiiit  in  thp  nrp*^pnrp  nf  Nirkpl  nr  nnp  nr  mnrp  nf  it*^ 

\J .     1  11^  \^IOV^IICLIUw   IliCLy    I^OLJIL  III    lllw  k^l^O^IIV^w  \J  I    l>IIV^I\^l    \Jl    \J  I          \Jl     IIIV_/lw   \J  I  ILO 

compounds  containing  Nickel  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WnPA-D 

10 

8 

HVA 

SGRA 

850 

1 .  The  system  is  a  wastewater  treatment  facility  that  discharges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  more  than  2,500  but  not  more  than  17,500  cubic  metres  on  an  annual 
basis. 

3.  The  discharge  may  result  in  the  presence  of  Nitrogen  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WnPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

851 

1 .  The  system  is  a  wastewater  treatment  facility  that  discharges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  more  than  2,500  but  not  more  than  17,500  cubic  metres  on  an  annual 
basis. 

3.  The  discharge  may  result  in  the  presence  of  Nitrosodimethylamine-N  (NDMA)  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

184 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

852 

1 .  The  system  is  a  wastewater  treatment  facility  tinat  disclnarges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  more  than  2,500  but  not  more  than  17,500  cubic  metres  on  an  annual 
basis. 

3  Thp  rijcirhprnp  max/  rp<^iilt  in  thp  nrp*^pnrp  nf  PhpnnI  (nr  it*^  <^plt<^^  in  nrniinriwafpi' 

O.     1  llv>  \.JIOV^IICllUV>  lilCiy    IV^OLJIl  III   lllv>  j-ZIWOWIIvyW  KJi    1    llwllV_/l   1^1    1 LO  OCll  lO  /  III  UIV_/LJII\.JVVCllWl 

or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 

ijifi_m  A  n 

WHPA-D 

10 

8 

HVA 

SGRA 

853 

1 .  The  system  is  a  wastewater  treatment  facility  that  discharges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  more  than  2,500  but  not  more  than  17,500  cubic  metres  on  an  annual 
basis. 

3  Thp  rli*^phprnp  mav  rp*^iilt  in  thp  nrp*^pnpp  nf  Phn^inhnriic;  /'tntah  in  nrniindwatpr 

O.     IIIV>\..IIO\.fllCllUV>IIICiy    IWOLJIllll   lllWlu'IWOWIIV_fWV_/l    1    IIUOI-'IIUILJOtLU  Lu  1/  III  UIV_/LJIIV..IVVCllWl 

or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WnPA-D 

HVA 

SGRA 

854 

1 .  The  system  is  a  wastewater  treatment  facility  that  discharges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  more  than  2,500  but  not  more  than  17,500  cubic  metres  on  an  annual 
basis. 

3  Thp  Hi<^rhprnp  max/  rp^iiiit  in  thp  nrp*^pnrp  nf  Rilvpr  nr  nnp  nr  mnrp  nf  it*^ 

\J .     111^  \^IOV^IICllUw   lilCiy    IwOLJIL  III    lllw  k^l^O^IIV^w  \J  I           IV^I    \Jl    \Jl          \Jl    IIIV_/I^  \J  I    1  LO 

compounds  containing  Silver  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WnPA-D 

10 

8 

HVA 

SGRA 

855 

1 .  The  system  is  a  wastewater  treatment  facility  that  discharges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  more  than  2,500  but  not  more  than  17,500  cubic  metres  on  an  annual 
basis. 

3.  The  discharge  may  result  in  the  presence  of  Zinc  or  one  or  more  of  its 
compounds  containing  Zinc  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

8 

HVA 

SGRA 

856 

1 .  The  system  is  a  wastewater  treatment  facility  that  discharges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  more  than  17,500  but  not  more  than  50,000  cubic  metres  on  an  annual 
basis. 

3.  The  discharge  may  result  in  the  presence  of  Antimony  or  one  or  more  of  its 
compounds  containing  Antimony  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

185 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

857 

1 .  The  system  is  a  wastewater  treatment  facility  tinat  disclnarges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  more  than  17,500  but  not  more  than  50,000  cubic  metres  on  an  annual 
basis. 

^  Thp  rijcirhprnp  max/  rp<^iilt  in  thp  nrp*^pnrp  nf  Ar^^pnir  nr  nnp  nr  mnrp  nf  it<^ 

\J .     111^  \.JIOV^IICllUw   IllCiy    IwOLJIL  III    lllw  k^l^O^IIV^w  \J  I    f\l  OwlllV^  \Jl    \Jl  l\y   \Jl    lilV_/l^   \J  I  ILO 

compounds  containing  Arsenic  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 

ijifi_m  A  n 

WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

858 

1 .  The  system  is  a  wastewater  treatment  facility  that  discharges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  more  than  17,500  but  not  more  than  50,000  cubic  metres  on  an  annual 
basis. 

^  Thp  rli*^phprnp  mav  rp*^iilt  in  thp  nrp*^pnpp  nf  Rariiim  in  nrniinHwatpr  nr  c;iirfarp 

O.     Illw  \..IIOV.fllCllMv  IllCiy    IWOLJIl  III   lllw  lu/IWOWIIV.fW  V_/l    L^CII  ILJIII  III  ^IV_/LJIIV..IVVCl       1            O  U  l  l  CjL\j\j 

water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7.2  -  9 

4.8  -  7 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

859 

1 .  The  system  is  a  wastewater  treatment  facility  that  discharges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  more  than  17,500  but  not  more  than  50,000  cubic  metres  on  an  annual 
basis. 

^  Thp  rli<^rhprnp  max/  rp<^iilt  in  thp  nrp*^pnrp  nf  RTFX  in  nrniinHwatpr  nr  c;iirfprp 

O.     Illv>  UIOV^IICllUV>  IllCiy    IV^OLJIl  III   lllv>  j-ZIWOWIIvyW  V_/l    LJ  1  1 — /\  IIIUI\_/LJIIV.JVVCllV>l    Ul    OLJII CIV^  V> 

water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

4.8  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 

iJifLf  n  A  n 

WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

860 

1 .  The  system  is  a  wastewater  treatment  facility  that  discharges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  more  than  17,500  but  not  more  than  50,000  cubic  metres  on  an  annual 
basis. 

3.  The  discharge  may  result  in  the  presence  of  Cadmium  or  one  or  more  of  its 
compounds  containing  Cadmium  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

861 

1 .  The  system  is  a  wastewater  treatment  facility  that  discharges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  more  than  17,500  but  not  more  than  50,000  cubic  metres  on  an  annual 
basis. 

3.  The  discharge  may  result  in  the  presence  of  Chlorophenol-2  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7.2  -  9 

4.8  -  7 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

186 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

862 

1 .  The  system  is  a  wastewater  treatment  facility  tinat  disclnarges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  more  than  17,500  but  not  more  than  50,000  cubic  metres  on  an  annual 
basis. 

3  Thp  rijcirhprnp  max/  rp<^iilt  in  thp  nrp*^pnrp  nf  nhrnmiiim  Vl  in  nrniinHwatpi'  nr 

\J .     111^  \.JIOV^IICllUw   IllCiy    IwOLJIL  III    lllw  k^l^O^IIV^w  \J  I    \_/l  IIV.^IIIimiM    VI    III   UIV.^LJIIV..IVVC1L^I  \Jl 

surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 

ijifi_m  A  n 

WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

863 

1 .  The  system  is  a  wastewater  treatment  facility  that  discharges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  more  than  17,500  but  not  more  than  50,000  cubic  metres  on  an  annual 
basis. 

3  Thp  rli*^phprnp  mav  rp^iiiit  in  thp  nrp^ipnpp  nf  Onnnpr  nr  nnp  nr  mnrp  nf  it*^ 

O.     Illw  \..IIOV.fllCll^^  IMCiy    IWOLJIl  III   lllw  lu'lwOWIIV.fW  V_/l            lu/k/Wl    V_/l    V_/IIW  V_/l    IIIV_/lw  V_/l  ILO 

compounds  containing  Copper  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

4.9  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

864 

1 .  The  system  is  a  wastewater  treatment  facility  that  discharges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  more  than  17,500  but  not  more  than  50,000  cubic  metres  on  an  annual 
basis. 

3  Thp  rli<^rhprnp  max/  rp<^iilt  in  thp  nrp*^pnrp  nf  Ovpnirip  /^CN-^  in  nrniinriwatpr  nr 

O.     Illv>  \.JIOV^IICllUV>  IllCiy    IV^OLJIl  III   lllv>  j-ZIWOWIIvyW  V_/l    ^-^y  Cll  1 1     V>  V      '  ^    /          MlvLJII\.JVVCllWl  Ul 

surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

4.8  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 

iJifLf  n  A  n 

WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

865 

1 .  The  system  is  a  wastewater  treatment  facility  that  discharges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  more  than  17,500  but  not  more  than  50,000  cubic  metres  on  an  annual 
basis. 

3.  The  discharge  may  result  in  the  presence  of  Dibutyl  phthalate  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

4.9  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WnPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

866 

1 .  The  system  is  a  wastewater  treatment  facility  that  discharges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  more  than  17,500  but  not  more  than  50,000  cubic  metres  on  an  annual 
basis. 

3.  The  discharge  may  result  in  the  presence  of  Dichlorobenzene-1 ,2  (ortho)  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

187 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

867 

1 .  The  system  is  a  wastewater  treatment  facility  tinat  disclnarges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  more  than  17,500  but  not  more  than  50,000  cubic  metres  on  an  annual 
basis. 

^  Thp  rijcirhprnp  max/  rp^iiiit  in  thp  nrp*^pnrp  nf  r)irhlnrnhpn7Pnp-1  4-  /^nara^  in 

O.     1  llv>  \.JIOV^IICllUV>  IllCiy    IV^OLJIl  III   lllv>  j-ZIWOWIIvyW  KJi        IV^IIIk_flV_/L^v>II^WllW  l,^tl-/CllCl/lll 

groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

4.9  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 

ijifi_m  A  n 

WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

868 

1 .  The  system  is  a  wastewater  treatment  facility  that  discharges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  more  than  17,500  but  not  more  than  50,000  cubic  metres  on  an  annual 
basis. 

^  Thp  rli*^pharnp  mav  rp*^iilt  in  thp  nrp*^pnpp  nf  niphlnrnnhpnni-?  4-  in  nrniinHwatpr 

\J .     1  I          \Al<J\jl  I  dl  \A\^   IllCiy    I^OLJIl  III    Lll^  I^I^O^IIw^  \J  I         IV.flllV_/IV_/I^II^IIV_/l          ^  III  UIV_/LJIIUVVCIL^I 

or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7.2  -  9 

4.8  -  7 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WnPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

869 

1 .  The  system  is  a  wastewater  treatment  facility  that  discharges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  more  than  17,500  but  not  more  than  50,000  cubic  metres  on  an  annual 
basis. 

^  Thp  rli<^rharnp  mav  rp<^iilt  in  thp  nrp*^pnrp  nf  Fthvlpnp  fnivmi  in  nrniinHwatpr  nr 

o.   iiiv>\.jiov^iiciiuv>iiiciy  iv^oLJiiiii  iiiv>i-'iwowiivyv>v_/i  1 —  iiiyiwiiw      lyv^ui  iii  ^iuljiiv.jvvcil^i  wi 

surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

5-7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 

iJifLf  n  A  n 

WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

870 

1 .  The  system  is  a  wastewater  treatment  facility  that  discharges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  more  than  17,500  but  not  more  than  50,000  cubic  metres  on  an  annual 
basis. 

3.  The  discharge  may  result  in  the  presence  of  Lead  or  one  or  more  of  its 
compounds  containing  Lead  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

871 

1 .  The  system  is  a  wastewater  treatment  facility  that  discharges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  more  than  17,500  but  not  more  than  50,000  cubic  metres  on  an  annual 
basis. 

3.  The  discharge  may  result  in  the  presence  of  MCPA  (2-methyl-4- 
chlorophenoxyacetic  acid  )  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

188 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

872 

1 .  The  system  is  a  wastewater  treatment  facility  tinat  disclnarges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  more  than  17,500  but  not  more  than  50,000  cubic  metres  on  an  annual 
basis. 

3  Thp  rijcirhprnp  max/  rp^iiiit  in  thp  nrp*^pnrp  nf  Mprnirv  nr  nnp  nr  mnrp  nf  it*^ 

\J .     1  11^  \.JIOV^IICllUw   IllCiy    IwOLJIL  III    lllw  k^l^O^IIV^w  \J  I    IVI^IV^LJiy    \Jl    V_/llw   \Jl     IIIV_/I^   \J  I    1 LO 

compounds  containing  Mercury  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 

ijifi_m  A  n 

WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

873 

1 .  The  system  is  a  wastewater  treatment  facility  that  discharges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  more  than  17,500  but  not  more  than  50,000  cubic  metres  on  an  annual 
basis. 

3  Thp  rli*^phprnp  mav  rp^iiiit  in  thp  nrp^ipnpp  nf  Nirkpi  nr  nnp  nr  mnrp  nf  it^; 

\J .     1  11^  \..IIOV.fllCllV^Vy    IIIQy    I^OLJIL  III    Lll^  I^I^O^IIw^  \J  I    l>ll\.fl\^l    \Jl    \J  I          \Jl     IIIV_/I(>    \J  I  IIO 

compounds  containing  Nickel  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

4.8  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

874 

1 .  The  system  is  a  wastewater  treatment  facility  that  discharges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  more  than  17,500  but  not  more  than  50,000  cubic  metres  on  an  annual 
basis. 

3  Thp  rli<^rhprnp  max/  rp<^iilt  in  thp  nrp*^pnrp  nf  Nitrnnpn  in  nrniinriwatpr  nr  c;iirfprp 

O.     Illv>  UIOV^IICllUV>  IllCiy    IV^OLJIl  III   lllv>  j-ZIWOWIIvyW  V_/l    INIII\_/Uwll   III  UIV_/LJII\.JVV  CllV>  1    W 1    O  LJ 1  1  CIV^W 

water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7.2  -  9 

4.8  -  7 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 

iJifLf  n  A  n 

WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

875 

1 .  The  system  is  a  wastewater  treatment  facility  that  discharges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  more  than  17,500  but  not  more  than  50,000  cubic  metres  on  an  annual 
basis. 

3.  The  discharge  may  result  in  the  presence  of  Nitrosodimethylamine-N  (NDMA)  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7.2  -  9 

4.8  -  7 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

876 

1 .  The  system  is  a  wastewater  treatment  facility  that  discharges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  more  than  17,500  but  not  more  than  50,000  cubic  metres  on  an  annual 
basis. 

3.  The  discharge  may  result  in  the  presence  of  Phenol  (or  its  salts)  in  groundwater 
or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 

V  V  111  rA  U 

10 

6-8 

HVA 

6 

SGRA 

6 

189 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

877 

1 .  The  system  is  a  wastewater  treatment  facility  tinat  disclnarges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  more  than  17,500  but  not  more  than  50,000  cubic  metres  on  an  annual 
basis. 

^  Thp  rijcirhprnp  max/  rp<^iilt  in  thp  nrp*^pnrp  nf  Phn^^nhnriic;  /'tntah  in  nrniinriwatpi' 

O.     IIIV>\.JIOV^IICllUV>lilCiy    IV^OLJIllll   lllV^j-ZIWOWIIv^V^UI    1    IIWOI-/IIWILJOtlU Id  1/  III  UIV.'LJIIl.JVVCllWl 

or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

4.9  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

HVA 

SGRA 

878 

1 .  The  system  is  a  wastewater  treatment  facility  that  discharges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  more  than  17,500  but  not  more  than  50,000  cubic  metres  on  an  annual 
basis. 

^  Thp  rli*^phprnp  mav  rp^iiiit  in  thp  nrp^ipnpp  nf  Rilvpr  nr  nnp  nr  mnrp  nf  it^; 

\J .     111^  \..IIOV.fllCllV^Vy    IllCiy    I^OLJIL  III    Lllw  I^I^O^IlOw  \J  I    \Jl  IV^I    \Jl    \Jl  l\y   \Jl    IIIV_/I^  \J  I    1 LO 

compounds  containing  Silver  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

4.8  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

879 

1 .  The  system  is  a  wastewater  treatment  facility  that  discharges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  more  than  17,500  but  not  more  than  50,000  cubic  metres  on  an  annual 
basis. 

^  Thp  rli<^rhprnp  max/  rp^iiiit  in  thp  nrp*^pnrp  nf  7inr  nr  nnp  nr  mnrp  nf  it<^ 

\J .     111^  \^IOV^IICllUw   IlldV    I^OLJIL  III    lllw  k^l^O^IIV^w  \J  I    £—1 IIV.^  \J  I    \Jl  l\y   \Jl    IIIV_/lw  \J  I  ILO 

compounds  containing  Zinc  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

4.9  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 

iJifLf  n  A  n 

WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

880 

1 .  The  system  is  a  wastewater  treatment  facility  that  discharges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  more  than  50,000  cubic  metres  on  an  annual  basis. 

3.  The  discharge  may  result  in  the  presence  of  Antimony  or  one  or  more  of  its 
compounds  containing  Antimony  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

6  -  7.2 

4.2-5.6 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

881 

1 .  The  system  is  a  wastewater  treatment  facility  that  discharges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  more  than  50,000  cubic  metres  on  an  annual  basis. 

3.  The  discharge  may  result  in  the  presence  of  Arsenic  or  one  or  more  of  its 
compounds  containing  Arsenic  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

6  -  7.2 

4.2-5.6 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

190 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

882 

1 .  The  system  is  a  wastewater  treatment  facility  tinat  disclnarges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  more  than  50,000  cubic  metres  on  an  annual  basis. 

3.  The  discharge  may  result  in  the  presence  of  Barium  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

883 

1 .  The  system  is  a  wastewater  treatment  facility  that  discharges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  more  than  50,000  cubic  metres  on  an  annual  basis. 

3.  The  discharge  may  result  in  the  presence  of  BTEX  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

6.4-8.1 

4.5-6.3 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

884 

1 .  The  system  is  a  wastewater  treatment  facility  that  discharges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  more  than  50,000  cubic  metres  on  an  annual  basis. 

3.  The  discharge  may  result  in  the  presence  of  Cadmium  or  one  or  more  of  its 
rnmnniinrl*^  rnntaininn  riprlmiiim  in  nrniinriwafpr  nr  *^iirfppp  wpfpr 

1  1  1 LJ  1  lUO          1  1  ICll  1  III  1^  V.a'ClU  IIIILJIII  III  UIV_/LJIIUVVCllWl    \Ji    OLJII  CIV.^  W  vV  CllV>  1  . 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

6.3-8.1 

4.2  -  6 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 

ijifi_m  A  n 

WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

885 

1 .  The  system  is  a  wastewater  treatment  facility  that  discharges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  more  than  50,000  cubic  metres  on  an  annual  basis. 

3.  The  discharge  may  result  in  the  presence  of  Chlorophenol-2  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

886 

1 .  The  system  is  a  wastewater  treatment  facility  that  discharges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  more  than  50,000  cubic  metres  on  an  annual  basis. 

3.  The  discharge  may  result  in  the  presence  of  Chromium  VI  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

6.3-8.1 

4.2  -  6 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

V  V  111  rA  U 

10 

8 

6 

HVA 

6 

SGRA 

6 

191 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

887 

1 .  The  system  is  a  wastewater  treatment  facility  tinat  disclnarges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  more  than  50,000  cubic  metres  on  an  annual  basis. 

3.  The  discharge  may  result  in  the  presence  of  Copper  or  one  or  more  of  its 
rnmnniinrl*^  rnntaininn  Cnnnpr  in  nrniinHwatpr  nr  *^iirfprp  wafpr 

1  1  1         LJ  1  ItvIO          1  1  ICll  1  III  lU  \jyjlJYJ\>  1    III  UIWLJIItvlVV  dlw  1    KJi    O  LJ  1  1  CX\^\j  VV  dlw  1  . 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WrlPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

888 

1 .  The  system  is  a  wastewater  treatment  facility  that  discharges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  more  than  50,000  cubic  metres  on  an  annual  basis. 

3.  The  discharge  may  result  in  the  presence  of  Cyanide  (CN-)  in  groundwater  or 
ciiirfppp  watpr 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

6.4-8.1 

4.5-6.3 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

889 

1 .  The  system  is  a  wastewater  treatment  facility  that  discharges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  more  than  50,000  cubic  metres  on  an  annual  basis. 

3.  The  discharge  may  result  in  the  presence  of  Dibutyl  phthalate  in  groundwater  or 

*^iirfprp  wpfpr 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 

ijifi_m  A  n 

WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

890 

1 .  The  system  is  a  wastewater  treatment  facility  that  discharges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  more  than  50,000  cubic  metres  on  an  annual  basis. 

3.  The  discharge  may  result  in  the  presence  of  Dichlorobenzene-1 ,2  (ortho)  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

4.8  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

891 

1 .  The  system  is  a  wastewater  treatment  facility  that  discharges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  more  than  50,000  cubic  metres  on  an  annual  basis. 

3.  The  discharge  may  result  in  the  presence  of  Dichlorobenzene-1 ,4  (para)  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

192 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

892 

1 .  The  system  is  a  wastewater  treatment  facility  tinat  disclnarges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  more  than  50,000  cubic  metres  on  an  annual  basis. 

3.  The  discharge  may  result  in  the  presence  of  Dichlorophenol-2,4  in  groundwater 
nr  *^iirfprp  wafpr 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

893 

1 .  The  system  is  a  wastewater  treatment  facility  that  discharges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  more  than  50,000  cubic  metres  on  an  annual  basis. 

3.  The  discharge  may  result  in  the  presence  of  Ethylene  Glycol  in  groundwater  or 
ciiirfppp  watpr 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WnPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

894 

1 .  The  system  is  a  wastewater  treatment  facility  that  discharges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  more  than  50,000  cubic  metres  on  an  annual  basis. 

3.  The  discharge  may  result  in  the  presence  of  Lead  or  one  or  more  of  its 

rnmnniinrl*^  rnntaininn  1  pari  in  nrniinHwafpr  nr  <^iirfprp  wafpr 

1  1  1 LJ  1  lUO          1  1  ICll  1  III  lU  1 — C^CIU  III  UIWLJIItvlVVCllV^I    V_/l    OLJII  Clvy  V>  VV  dlw  1  . 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

6.3-8.1 

4.2  -  6 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

895 

1 .  The  system  is  a  wastewater  treatment  facility  that  discharges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  more  than  50,000  cubic  metres  on  an  annual  basis. 

3.  The  discharge  may  result  in  the  presence  of  MCPA  (2-methyl-4- 
chlorophenoxyacetic  acid  )  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

6  -  7.2 

4.2-5.6 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

896 

1 .  The  system  is  a  wastewater  treatment  facility  that  discharges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  more  than  50,000  cubic  metres  on  an  annual  basis. 

3.  The  discharge  may  result  in  the  presence  of  Mercury  or  one  or  more  of  its 
compounds  containing  Mercury  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

6  -  7.2 

4.2-5.6 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

193 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

897 

1 .  The  system  is  a  wastewater  treatment  facility  tinat  disclnarges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  more  than  50,000  cubic  metres  on  an  annual  basis. 

3.  The  discharge  may  result  in  the  presence  of  Nickel  or  one  or  more  of  its 

rnmnniinrl*^  rnntaininn  Nirkpl  in  nrniinHwafpr  nr  <^iirfprp  wpfpr 

1  1  1         LJ  1  ItvIO          IIICIIIIIIIU  I^IV^iXwl   III  UIWLJII\..IVV  CllV>  1    U 1    O  LJ  1  1  CIV^  V>  VV  dlw  1  . 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

6.4-8.1 

4.5-6.3 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WrlPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

898 

1 .  The  system  is  a  wastewater  treatment  facility  that  discharges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  more  than  50,000  cubic  metres  on  an  annual  basis. 

3.  The  discharge  may  result  in  the  presence  of  Nitrogen  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WnPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

899 

1 .  The  system  is  a  wastewater  treatment  facility  that  discharges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  more  than  50,000  cubic  metres  on  an  annual  basis. 

3.  The  discharge  may  result  in  the  presence  of  Nitrosodimethylamine-N  (NDMA)  in 
nrniinrlwptpr  nr  *^iirfprp  wafpr 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 

iJifLf  n  A  n 

WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

900 

1 .  The  system  is  a  wastewater  treatment  facility  that  discharges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  more  than  50,000  cubic  metres  on  an  annual  basis. 

3.  The  discharge  may  result  in  the  presence  of  Phenol  (or  its  salts)  in  groundwater 
or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

4.8  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

901 

1 .  The  system  is  a  wastewater  treatment  facility  that  discharges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  more  than  50,000  cubic  metres  on  an  annual  basis. 

3.  The  discharge  may  result  in  the  presence  of  Phosphorus  (total)  in  groundwater 
or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

HVA 

SGRA 

194 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

902 

1 .  The  system  is  a  wastewater  treatment  facility  tinat  disclnarges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  more  than  50,000  cubic  metres  on  an  annual  basis. 

3.  The  discharge  may  result  in  the  presence  of  Silver  or  one  or  more  of  its 
compounds  containing  Silver  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

6.4-8.1 

4.5-6.3 

WHPA-A,  b, 
WHPA-C/C1 , 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

903 

1 .  The  system  is  a  wastewater  treatment  facility  that  discharges  directly  to  land  or 
surface  water  through  a  means  other  than  a  designed  bypass. 

2.  The  system  is  designed  to  discharge  treated  sanitary  sewage  at  average  daily 
rate  that  is  more  than  50,000  cubic  metres  on  an  annual  basis. 

3.  The  discharge  may  result  in  the  presence  of  Zinc  or  one  or  more  of  its 
compounds  containing  Zinc  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  b, 
WnrA-L#/01 , 
WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

904 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act ,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  at  or  above  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  not  more  than 
500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  BTEX  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

HVA 

SGRA 

905 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  at  or  above  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  not  more  than 
500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Cadmium  or  one  or  more 
ui  lib  curnpuuiiub  ouiiidiiiiiig  v_/duiriiuiii  in  gruuiiuwdicr  or  buridCc  wdici. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

HVA 

SGRA 

906 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  at  or  above  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  not  more  than 
500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Copper  or  one  or  more  of 
its  compounds  containing  Copper  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

HVA 

SGRA 

195 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

907 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  at  or  above  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  not  more  than 
500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Hexachlorobenzene  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

1A/LJDA  n 

WnrA-U 

10 

HVA 

SGRA 

908 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  at  or  above  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  not  more  than 
500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Lead  or  one  or  more  of  its 
compounds  containing  Lead  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WnrA-U 

10 

HVA 

SGRA 

909 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  at  or  above  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  not  more  than 
500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Mercury  or  one  or  more  of 
lis  compounas  coniaining  iviercury  in  grounuwaier  or  sunace  waier. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WHPA-D 

10 

HVA 

SGRA 

910 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act ,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  at  or  above  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  not  more  than 
500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Nitrogen  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WHPA-D 

10 

HVA 

SGRA 

196 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

911 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  at  or  above  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  not  more  than 
500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Nitrosodimethylamine-N 
(NDMA)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

1A/LJDA  n 

WnrA-U 

10 

HVA 

SGRA 

912 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  at  or  above  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  not  more  than 
500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  one  or  more 

i~i    1       II"        J.      1  n"     1             1      / n    \   ■                        1         J.                       z  i 

Polychlorinated  Biphenyls  (PCBs)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WnrA-U 

10 

HVA 

SGRA 

913 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  at  or  above  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  not  more  than 
500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Trichloroethylene  or 
anoiner  uiNArL  inai  couia  uegraue  lo  i  ricnioroeinyiene  in  grounawaier  or  sunace 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WHPA-D 

10 

HVA 

SGRA 

914 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act ,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  at  or  above  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  not  more  than 
500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Vinyl  chloride  or  another 
DNAPL  that  could  degrade  to  vinyl  chloride  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WHPA-D 

8-10 

HVA 

SGRA 

197 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

915 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  at  or  above  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  not  more  than 
500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Zinc  or  one  or  more  of  its 
compounds  containing  Zinc  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

1A/LJDA  n 

WnrA-U 

HVA 

SGRA 

916 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  not  more  than 
500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  BTEX  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WnrA-U 

10 

8 

HVA 

SGRA 

917 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act ,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  not  more  than 
500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Cadmium  or  one  or  more 
OT  IIS  compounas  coniaining  L/aumium  in  grounuwaier  or  suriace  waier. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WHPA-D 

10 

8 

HVA 

SGRA 

918 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act ,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  not  more  than 
500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Copper  or  one  or  more  of 
its  compounds  containing  Copper  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WHPA-D 

8-10 

HVA 

SGRA 

198 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

919 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  not  more  than 
500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Hexachlorobenzene  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

1A/LJDA  n 

WnrA-U 

8-10 

HVA 

SGRA 

920 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  not  more  than 
500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Lead  or  one  or  more  of  its 
compounds  containing  Lead  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WnrA-U 

10 

8 

HVA 

SGRA 

921 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act ,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  not  more  than 
500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Mercury  or  one  or  more  of 
lis  compounas  coniaining  iviercury  in  grounuwaier  or  sunace  waier. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WHPA-D 

10 

8 

HVA 

SGRA 

922 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act ,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  not  more  than 
500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Nitrogen  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WHPA-D 

10 

8 

HVA 

SGRA 

199 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

923 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  not  more  than 
500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Nitrosodimethylamine-N 
(NDMA)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

1A/LJDA  n 

WnrA-U 

10 

8 

HVA 

SGRA 

924 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  not  more  than 
500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  one  or  more 

1       II"        J.      1  n"     1             1      / n    \   ■                        1         J.                       z  i 

Polychlorinated  Biphenyls  (PCBs)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

8-10 

HVA 

SGRA 

925 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act ,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  not  more  than 
500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Pentachlorophenol  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WHPA-D 

8-10 

HVA 

SGRA 

926 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act ,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  not  more  than 
500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Trichloroethylene  or 
another  DNAPL  that  could  degrade  to  Trichloroethylene  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WHPA-D 

10 

8 

HVA 

SGRA 

200 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

927 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  not  more  than 
500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Vinyl  chloride  or  another 
DNAPL  that  could  degrade  to  vinyl  chloride  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

928 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  not  more  than 
500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Zinc  or  one  or  more  of  its 
compounds  containing  Zinc  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WnrA-U 

8-10 

HVA 

SGRA 

929 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste,  and  a  part  of  the  tank,  but  not  all,  is 
below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  not  more  than 
500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  BTEX  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3, 

WHPA-E 

9-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
vv  nrM-Li 

10 

8 

HVA 

SGRA 

930 

1  Thp  svstpm  i"?  a  trpatmpnt  tank  or  storaop  tank  that  is  nart  of  a  spwaop  works 
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within  the  meaning  of  the  Ontario  Water  Resources  Act ,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste,  and  a  part  of  the  tank,  but  not  all,  is 
below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  not  more  than 
500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Cadmium  or  one  or  more 
of  its  compounds  containing  Cadmium  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WHPA-D 

10 

8 

HVA 

SGRA 

201 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

931 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act ,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste,  and  a  part  of  the  tank,  but  not  all,  is 
below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  not  more  than 
500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Copper  or  one  or  more  of 
its  compounds  containing  Copper  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3, 

WHPA-E 

10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

8-10 

HVA 

SGRA 

932 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act ,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste,  and  a  part  of  the  tank,  but  not  all,  is 
below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  not  more  than 
500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Hexachlorobenzene  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 

3, 

WHPA-E 

10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

8-10 

HVA 

SGRA 

933 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act ,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste,  and  a  part  of  the  tank,  but  not  all,  is 
below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  not  more  than 
500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Lead  or  one  or  more  of  its 
compounds  containing  Lead  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3, 

WHPA-E 

9-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

HVA 

SGRA 

934 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act ,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste,  and  a  part  of  the  tank,  but  not  all,  is 
below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  not  more  than 
500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Mercury  or  one  or  more  of 
its  compounds  containing  Mercury  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3, 

WHPA-E 

9-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

8 

HVA 

SGRA 

202 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

935 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act ,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste,  and  a  part  of  the  tank,  but  not  all,  is 
below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  not  more  than 
500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Nitrogen  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3, 

WHPA-E 

10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

HVA 

SGRA 

936 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act ,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste,  and  a  part  of  the  tank,  but  not  all,  is 
below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  not  more  than 
500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Nitrosodimethylamine-N 
(NDMA)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 

3, 

WHPA-E 

9-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

HVA 

SGRA 

937 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act ,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste,  and  a  part  of  the  tank,  but  not  all,  is 
below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  not  more  than 
500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  one  or  more 
Polychlorinated  Biphenyls  (PCBs)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3, 

WHPA-E 

9-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

8-10 

HVA 

SGRA 

938 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act ,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste,  and  a  part  of  the  tank,  but  not  all,  is 
below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  not  more  than 
500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Pentachlorophenol  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3, 

WHPA-E 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

8-10 

HVA 

SGRA 

203 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

939 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act ,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste,  and  a  part  of  the  tank,  but  not  all,  is 
below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  not  more  than 
500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Trichloroethylene  or 
another  DNAPL  that  could  degrade  to  Trichloroethylene  in  groundwater  or  surface 
water. 

IPZ-1, 
IPZ-2, 
IPZ-3, 
WHPA-E 

10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

HVA 

SGRA 

940 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act ,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste,  and  a  part  of  the  tank,  but  not  all,  is 
below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  not  more  than 
500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Vinyl  chloride  or  another 
DNAPL  that  could  degrade  to  vinyl  chloride  in  groundwater  or  surface  water. 

IPZ-1, 
IPZ-2, 
IPZ-3, 
WHPA-E 

9-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

6-8 

HVA 

6 

SGRA 

6 

941 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste,  and  a  part  of  the  tank,  but  not  all,  is 
below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  not  more  than 
500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Zinc  or  one  or  more  of  its 
compounds  containing  Zinc  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2, 

IPZ-3, 

WHPA-E 

10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

8-10 

HVA 

SGRA 

942 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  at  or  above  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than  500 
but  not  more  than  2,500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  BTEX  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

8-10 

HVA 

SGRA 

204 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

943 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  at  or  above  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than  500 
but  not  more  than  2,500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Cadmium  or  one  or  more 
of  its  compounds  containing  Cadmium  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7.2-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

8-10 

HVA 

SGRA 

944 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  at  or  above  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than  500 
but  not  more  than  2,500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Copper  or  one  or  more  of 
its  compounds  containing  Copper  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

HVA 

SGRA 

945 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  at  or  above  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than  500 
but  not  more  than  2,500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Hexachlorobenzene  in 
grounawaier  or  sunace  waier. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WnPA-D 

10 

HVA 

SGRA 

946 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act ,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  at  or  above  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than  500 
but  not  more  than  2,500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Lead  or  one  or  more  of  its 
compounds  containing  Lead  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WHPA-D 

8-10 

HVA 

SGRA 

205 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

947 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  at  or  above  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than  500 
but  not  more  than  2,500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Mercury  or  one  or  more  of 
its  compounds  containing  Mercury  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7.2-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
Wr!rA-U 

8-10 

HVA 

SGRA 

948 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  at  or  above  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than  500 
but  not  more  than  2,500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Nitrogen  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

8-10 

HVA 

SGRA 

949 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  at  or  above  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than  500 
but  not  more  than  2,500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Nitrosodimethylamine-N 
^iNUiviA^  in  grounawaier  or  sunace  waier. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WnPA-D 

8-10 

HVA 

SGRA 

950 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act ,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  at  or  above  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than  500 
but  not  more  than  2,500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  one  or  more 
Polychlorinated  Biphenyls  (PCBs)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WHPA-D 

8-10 

HVA 

SGRA 

206 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

951 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  at  or  above  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than  500 
but  not  more  than  2,500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Pentachlorophenol  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

HVA 

SGRA 

952 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  at  or  above  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than  500 
but  not  more  than  2,500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Trichloroethylene  or 
another  DNAPL  that  could  degrade  to  Trichloroethylene  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2, 

IPZ-3, 

WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

8-10 

HVA 

SGRA 

953 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  at  or  above  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than  500 
but  not  more  than  2,500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Vinyl  chloride  or  another 
DNAPL  that  could  degrade  to  vinyl  chloride  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2, 

IPZ-3, 

WHPA-E 

7.2-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

HVA 

SGRA 

954 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  at  or  above  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than  500 
but  not  more  than  2,500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Zinc  or  one  or  more  of  its 
compounds  containing  Zinc  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

HVA 

SGRA 

207 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

955 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than  500 
but  not  more  than  2,500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  BTEX  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
Wr!rA-U 

10 

6-8 

HVA 

6 

SGRA 

6 

956 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than  500 
but  not  more  than  2,500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Cadmium  or  one  or  more 
of  Its  compounds  containing  Cadmium  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

6-8 

HVA 

6 

SGRA 

6 

957 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act ,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than  500 
but  not  more  than  2,500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Copper  or  one  or  more  of 
lis  compounas  coniaining  L/opper  in  grounawaier  or  sunace  waier. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WHPA-D 

10 

8 

HVA 

SGRA 

958 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act ,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than  500 
but  not  more  than  2,500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Hexachlorobenzene  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WHPA-D 

10 

8 

HVA 

SGRA 

208 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

959 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than  500 
but  not  more  than  2,500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Lead  or  one  or  more  of  its 
compounds  containing  Lead  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

6-8 

HVA 

6 

SGRA 

6 

960 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than  500 
but  not  more  than  2,500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Mercury  or  one  or  more  of 
Its  compounds  containing  Mercury  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

6-8 

HVA 

6 

SGRA 

6 

961 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act ,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than  500 
but  not  more  than  2,500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Nitrogen  in  groundwater  or 
sunace  waier. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

962 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act ,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than  500 
but  not  more  than  2,500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Nitrosodimethylamine-N 
(NDMA)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

209 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

963 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than  500 
but  not  more  than  2,500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  one  or  more 
Polychlorinated  Biphenyls  (PCBs)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WnrA-U 

10 

6-8 

HVA 

6 

SGRA 

6 

964 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than  500 
but  not  more  than  2,500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Pentachlorophenol  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WnrA-U 

10 

8 

HVA 

SGRA 

965 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act ,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than  500 
but  not  more  than  2,500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Trichloroethylene  or 
another  DNAPL  that  could  degrade  to  Trichloroethylene  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2, 

IPZ-3, 

WHPA-E 

10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WnrA-U 

10 

6-8 

HVA 

6 

SGRA 

6 

966 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than  500 
but  not  more  than  2,500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Vinyl  chloride  or  another 
DNAPL  that  could  degrade  to  vinyl  chloride  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2, 

IPZ-3, 

WHPA-E 

9-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

210 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

967 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than  500 
but  not  more  than  2,500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Zinc  or  one  or  more  of  its 
compounds  containing  Zinc  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WnrA-U 

10 

8 

HVA 

SGRA 

968 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act ,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste,  and  a  part  of  the  tank,  but  not  all,  is 
below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than  500 
but  not  more  than  2,500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  BTEX  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2, 

IPZ-3, 

WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 

WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

969 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste,  and  a  part  of  the  tank,  but  not  all,  is 
below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than  500 
but  not  more  than  2,500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Cadmium  or  one  or  more 
of  its  compounds  containing  Cadmium  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2, 

IPZ-3, 

WHPA-E 

7.2-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 

\AfLJDA  n 

WnrA-U 

10 

6-8 

HVA 

6 

SGRA 

6 

970 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste,  and  a  part  of  the  tank,  but  not  all,  is 
below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than  500 
but  not  more  than  2,500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Copper  or  one  or  more  of 
its  compounds  containing  Copper  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2, 

IPZ-3, 

WHPA-E 

9-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WHPA-D 

10 

8 

HVA 

SGRA 

211 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

971 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act ,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste,  and  a  part  of  the  tank,  but  not  all,  is 
below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than  500 
but  not  more  than  2,500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Hexachlorobenzene  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2, 

IPZ-3, 

WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

HVA 

SGRA 

972 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act ,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste,  and  a  part  of  the  tank,  but  not  all,  is 
below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than  500 
but  not  more  than  2,500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Lead  or  one  or  more  of  its 
compounds  containing  Lead  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2, 

IPZ-3, 

WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

6-8 

HVA 

6 

SGRA 

6 

973 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act ,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste,  and  a  part  of  the  tank,  but  not  all,  is 
below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than  500 
but  not  more  than  2,500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Mercury  or  one  or  more  of 
its  compounds  containing  Mercury  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2, 

IPZ-3, 

WHPA-E 

7.2-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

6-8 

HVA 

6 

SGRA 

6 

974 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act ,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste,  and  a  part  of  the  tank,  but  not  all,  is 
below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than  500 
but  not  more  than  2,500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Nitrogen  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2, 

IPZ-3, 

WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

212 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

975 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act ,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste,  and  a  part  of  the  tank,  but  not  all,  is 
below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than  500 
but  not  more  than  2,500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Nitrosodimethylamine-N 
(NDMA)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2, 

IPZ-3, 

WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

6-8 

HVA 

6 

SGRA 

6 

976 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act ,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste,  and  a  part  of  the  tank,  but  not  all,  is 
below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than  500 
but  not  more  than  2,500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  one  or  more 
Polychlorinated  Biphenyls  (PCBs)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2, 

IPZ-3, 

WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

6-8 

HVA 

6 

SGRA 

6 

977 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act ,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste,  and  a  part  of  the  tank,  but  not  all,  is 
below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than  500 
but  not  more  than  2,500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Pentachlorophenol  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2, 

IPZ-3, 

WHPA-E 

9-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

HVA 

SGRA 

978 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act ,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste,  and  a  part  of  the  tank,  but  not  all,  is 
below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than  500 
but  not  more  than  2,500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Trichloroethylene  or 
another  DNAPL  that  could  degrade  to  Trichloroethylene  in  groundwater  or  surface 
water. 

IPZ-1, 
IPZ-2, 
IPZ-3, 
WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

213 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

979 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act ,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste,  and  a  part  of  the  tank,  but  not  all,  is 
below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than  500 
but  not  more  than  2,500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Vinyl  chloride  or  another 
DNAPL  that  could  degrade  to  vinyl  chloride  in  groundwater  or  surface  water. 

IPZ-1, 
IPZ-2, 
IPZ-3, 
WHPA-E 

7.2-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

8  -  10 

6 

HVA 

6 

SGRA 

6 

980 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act ,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste,  and  a  part  of  the  tank,  but  not  all,  is 
below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than  500 
but  not  more  than  2,500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Zinc  or  one  or  more  of  its 
compounds  containing  Zinc  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2, 

IPZ-3, 

WHPA-E 

9-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

HVA 

SGRA 

981 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  at  or  above  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than  2,500 
but  not  more  than  17,500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  BTEX  in  groundwater  or 
buridCc  wdicr. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

HVA 

SGRA 

982 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  at  or  above  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than  2,500 
but  not  more  than  17,500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Cadmium  or  one  or  more 
of  its  compounds  containing  Cadmium  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

8 

HVA 

SGRA 

214 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

983 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  at  or  above  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than  2,500 
but  not  more  than  1 7,500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Copper  or  one  or  more  of 
its  compounds  containing  Copper  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7.2-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHrA-U 

8-10 

HVA 

SGRA 

984 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  at  or  above  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than  2,500 
but  not  more  than  1 7,500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Hexachlorobenzene  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

8-10 

HVA 

SGRA 

985 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  at  or  above  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than  2,500 
but  not  more  than  17,500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Lead  or  one  or  more  of  its 
compounas  coniaining  Leaci  in  grounowaier  or  sunace  waier. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WHPA-D 

10 

8 

HVA 

SGRA 

986 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act ,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  at  or  above  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than  2,500 
but  not  more  than  17,500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Mercury  or  one  or  more  of 
its  compounds  containing  Mercury  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WHPA-D 

10 

8 

HVA 

SGRA 

215 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

987 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  at  or  above  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than  2,500 
but  not  more  than  1 7,500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Nitrogen  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

1A/LJDA  n 

WnrA-U 

10 

8 

HVA 

SGRA 

988 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  at  or  above  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than  2,500 
but  not  more  than  1 7,500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Nitrosodimethylamine-N 
(NDMA)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

HVA 

SGRA 

989 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  at  or  above  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than  2,500 
but  not  more  than  17,500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  one  or  more 
roiycniorinaiea  Dipnenyis  ^ri_/DS^  in  grounawaier  or  sunace  waier. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WHPA-D 

8-10 

HVA 

SGRA 

990 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act ,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  at  or  above  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than  2,500 
but  not  more  than  17,500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Pentachlorophenol  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7.2-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WHPA-D 

8-10 

HVA 

SGRA 

216 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

991 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  at  or  above  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than  2,500 
but  not  more  than  1 7,500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Trichloroethylene  or 
another  DNAPL  that  could  degrade  to  Trichloroethylene  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2, 

IPZ-3, 

WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

HVA 

SGRA 

992 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  at  or  above  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than  2,500 
but  not  more  than  1 7,500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Vinyl  chloride  or  another 
DNAPL  that  could  degrade  to  vinyl  chloride  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2, 

IPZ-3, 

WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

6-8 

HVA 

6 

SGRA 

6 

993 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act ,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  at  or  above  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than  2,500 
but  not  more  than  17,500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Zinc  or  one  or  more  of  its 
compounas  coniaining  z.inc  in  grounawaier  or  surrace  waier. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7.2-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

8-10 

HVA 

SGRA 

994 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than  2,500 
but  not  more  than  17,500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  BTEX  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

217 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

995 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than  2,500 
but  not  more  than  1 7,500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Cadmium  or  one  or  more 
of  its  compounds  containing  Cadmium  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7.2-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

1A/LJDA  n 

WnrA-U 

8  -  10 

6 

HVA 

6 

SGRA 

6 

996 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than  2,500 
but  not  more  than  1 7,500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Copper  or  one  or  more  of 
its  compounds  containing  Copper  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

6-8 

HVA 

6 

SGRA 

6 

997 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act ,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than  2,500 
but  not  more  than  17,500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Hexachlorobenzene  in 
grounawaier  or  sunace  waier. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

998 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act ,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than  2,500 
but  not  more  than  17,500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Lead  or  one  or  more  of  its 
compounds  containing  Lead  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

218 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

999 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than  2,500 
but  not  more  than  1 7,500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Mercury  or  one  or  more  of 
its  compounds  containing  Mercury  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7.2-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

1A/LJDA  n 

WnrA-U 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1000 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than  2,500 
but  not  more  than  1 7,500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Nitrogen  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1001 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act ,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than  2,500 
but  not  more  than  17,500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Nitrosodimethylamine-N 
^iNUiviA^  in  grounuwaier  or  sunace  waier. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1002 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act ,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than  2,500 
but  not  more  than  17,500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  one  or  more 
Polychlorinated  Biphenyls  (PCBs)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

219 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

1003 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than  2,500 
but  not  more  than  1 7,500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Pentachlorophenol  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

6-8 

HVA 

6 

SGRA 

6 

1004 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act ,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than  2,500 
but  not  more  than  1 7,500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Trichloroethylene  or 
another  DNAPL  that  could  degrade  to  Trichloroethylene  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2, 

IPZ-3, 

WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1005 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than  2,500 
but  not  more  than  17,500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Vinyl  chloride  or  another 
DNAPL  that  could  degrade  to  vinyl  chloride  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2, 

IPZ-3, 

WHPA-E 

7.2-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1006 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than  2,500 
but  not  more  than  17,500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Zinc  or  one  or  more  of  its 
compounds  containing  Zinc  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

220 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

1007 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act ,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste,  and  a  part  of  the  tank,  but  not  all,  is 
below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than  2,500 
but  not  more  than  1 7,500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  BTEX  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2, 

IPZ-3, 

WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1008 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act ,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste,  and  a  part  of  the  tank,  but  not  all,  is 
below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than  2,500 
but  not  more  than  1 7,500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Cadmium  or  one  or  more 
of  its  compounds  containing  Cadmium  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2, 

IPZ-3, 

WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1009 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act ,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste,  and  a  part  of  the  tank,  but  not  all,  is 
below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than  2,500 
but  not  more  than  17,500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Copper  or  one  or  more  of 
its  compounds  containing  Copper  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2, 

IPZ-3, 

WHPA-E 

7.2-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

6-8 

HVA 

6 

SGRA 

6 

1010 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act ,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste,  and  a  part  of  the  tank,  but  not  all,  is 
below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than  2,500 
but  not  more  than  17,500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Hexachlorobenzene  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2, 

IPZ-3, 

WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
vvnr  A-u 

10 

6-8 

HVA 

6 

SGRA 

6 

221 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

1011 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act ,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste,  and  a  part  of  the  tank,  but  not  all,  is 
below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than  2,500 
but  not  more  than  1 7,500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Lead  or  one  or  more  of  its 
compounds  containing  Lead  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2, 

IPZ-3, 

WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1012 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act ,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste,  and  a  part  of  the  tank,  but  not  all,  is 
below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than  2,500 
but  not  more  than  1 7,500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Mercury  or  one  or  more  of 
its  compounds  containing  Mercury  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2, 

IPZ-3, 

WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1013 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act ,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste,  and  a  part  of  the  tank,  but  not  all,  is 
below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than  2,500 
but  not  more  than  17,500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Nitrogen  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2, 

IPZ-3, 

WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1014 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act ,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste,  and  a  part  of  the  tank,  but  not  all,  is 
below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than  2,500 
but  not  more  than  17,500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Nitrosodimethylamine-N 
(NDMA)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2, 

IPZ-3, 

WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

222 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

1015 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act ,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste,  and  a  part  of  the  tank,  but  not  all,  is 
below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than  2,500 
but  not  more  than  1 7,500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  one  or  more 
Polychlorinated  Biphenyls  (PCBs)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2, 

IPZ-3, 

WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1016 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act ,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste,  and  a  part  of  the  tank,  but  not  all,  is 
below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than  2,500 
but  not  more  than  1 7,500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Pentachlorophenol  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2, 

IPZ-3, 

WHPA-E 

7.2  -  10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

6-8 

HVA 

6 

SGRA 

6 

1017 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act ,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste,  and  a  part  of  the  tank,  but  not  all,  is 
below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than  2,500 
but  not  more  than  17,500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Trichloroethylene  or 
another  DNAPL  that  could  degrade  to  Trichloroethylene  in  groundwater  or  surface 

IPZ-1,  IPZ-2, 

IPZ-3, 

WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1018 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act ,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste,  and  a  part  of  the  tank,  but  not  all,  is 
below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than  2,500 
but  not  more  than  17,500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Vinyl  chloride  or  another 
DNAPL  that  could  degrade  to  vinyl  chloride  in  groundwater  or  surface  water. 

IPZ-1, 
IPZ-2, 
IPZ-3, 
WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

223 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

1019 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act ,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste,  and  a  part  of  the  tank,  but  not  all,  is 
below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than  2,500 
but  not  more  than  1 7,500  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Zinc  or  one  or  more  of  its 
compounds  containing  Zinc  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2, 

IPZ-3, 

WHPA-E 

7.2-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

6-8 

HVA 

6 

SGRA 

6 

1020 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  at  or  above  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than 
17,500  but  not  more  than  50,000  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  BTEX  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

1021 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  at  or  above  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than 
17,500  but  not  more  than  50,000  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Cadmium  or  one  or  more 
ui  lib  ourripuuiiub  ouiiidiiiiiig  L/durriiurri  in  gruuiiuwdicr  or  buridCc  wdici. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

6-8 

HVA 

6 

SGRA 

6 

1022 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  at  or  above  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than 
17,500  but  not  more  than  50,000  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Copper  or  one  or  more  of 
its  compounds  containing  Copper  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

8 

HVA 

SGRA 

224 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

1023 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  at  or  above  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than 
17,500  but  not  more  than  50,000  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Hexachlorobenzene  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

1A/LJDA  n 

WnrA-U 

10 

8 

HVA 

SGRA 

1024 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  at  or  above  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than 
17,500  but  not  more  than  50,000  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Lead  or  one  or  more  of  its 
compounds  containing  Lead  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

6-8 

HVA 

6 

SGRA 

6 

1025 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  at  or  above  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than 
17,500  but  not  more  than  50,000  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Mercury  or  one  or  more  of 
IIS  compounas  coniaining  iviercury  in  grounawaier  or  sunace  waier. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

1026 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act ,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  at  or  above  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than 
17,500  but  not  more  than  50,000  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Nitrogen  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

225 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

1027 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  at  or  above  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than 
17,500  but  not  more  than  50,000  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Nitrosodimethylamine-N 
(NDMA)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

1A/LJDA  n 

WnrA-U 

10 

6-8 

HVA 

6 

SGRA 

6 

1028 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  at  or  above  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than 
17,500  but  not  more  than  50,000  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  one  or  more 

1       II"        J.      1  n"     1             1      /  i~i n    \   ■                        1         J.                       z  i 

Polychlorinated  Biphenyls  (PCBs)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

6-8 

HVA 

6 

SGRA 

6 

1029 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  at  or  above  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than 
17,500  but  not  more  than  50,000  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Pentachlorophenol  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

8 

HVA 

SGRA 

1030 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act ,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  at  or  above  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than 
17,500  but  not  more  than  50,000  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Trichloroethylene  or 
another  DNAPL  that  could  degrade  to  Trichloroethylene  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2,  IPZ- 
3, 

WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

226 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

1031 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  at  or  above  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than 
17,500  but  not  more  than  50,000  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Vinyl  chloride  or  another 
DNAPL  that  could  degrade  to  vinyl  chloride  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3, 

WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1032 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  at  or  above  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than 
17,500  but  not  more  than  50,000  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Zinc  or  one  or  more  of  its 
compounds  containing  Zinc  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

WHPA-D 

10 

8 

HVA 

SGRA 

1033 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than 
17,500  but  not  more  than  50,000  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  BTEX  in  groundwater  or 

bUildCc  Wdlci. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1034 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than 
17,500  but  not  more  than  50,000  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Cadmium  or  one  or  more 
of  its  compounds  containing  Cadmium  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

227 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

1035 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than 
17,500  but  not  more  than  50,000  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Copper  or  one  or  more  of 
its  compounds  containing  Copper  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7.2-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

1A/LJDA  n 

WnrA-U 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1036 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than 
17,500  but  not  more  than  50,000  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Hexachlorobenzene  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1037 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act ,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than 
17,500  but  not  more  than  50,000  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Lead  or  one  or  more  of  its 
compounas  coniaining  Leaci  in  grounowaier  or  sunace  waier. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1038 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act ,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than 
17,500  but  not  more  than  50,000  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Mercury  or  one  or  more  of 
its  compounds  containing  Mercury  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

228 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

1039 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than 
17,500  but  not  more  than  50,000  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Nitrogen  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

1A/LJDA  n 

WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1040 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than 
17,500  but  not  more  than  50,000  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Nitrosodimethylamine-N 
(NDMA)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1041 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act ,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than 
17,500  but  not  more  than  50,000  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  one  or  more 
roiycniorinaiea  Dipnenyis  ^ri_/DS^  in  grounawaier  or  sunace  waier. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1042 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act ,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than 
17,500  but  not  more  than  50,000  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Pentachlorophenol  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7.2-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

229 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

1043 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than 
17,500  but  not  more  than  50,000  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Trichloroethylene  or 
another  DNAPL  that  could  degrade  to  Trichloroethylene  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2,  IPZ- 
3, 

WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1044 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than 
17,500  but  not  more  than  50,000  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Vinyl  chloride  or  another 
DNAPL  that  could  degrade  to  vinyl  chloride  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 

3, 

WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1045 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act ,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than 
17,500  but  not  more  than  50,000  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Zinc  or  one  or  more  of  its 
compounds  containing  Zinc  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7.2-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1046 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste,  and  a  part  of  the  tank,  but  not  all,  is 
below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than 
17,500  but  not  more  than  50,000  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  BTEX  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3, 

WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

230 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

1047 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act ,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste,  and  a  part  of  the  tank,  but  not  all,  is 
below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than 
17,500  but  not  more  than  50,000  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Cadmium  or  one  or  more 
of  its  compounds  containing  Cadmium  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3, 

WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1048 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act ,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste,  and  a  part  of  the  tank,  but  not  all,  is 
below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than 
17,500  but  not  more  than  50,000  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Copper  or  one  or  more  of 
its  compounds  containing  Copper  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 

3, 

WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1049 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act ,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste,  and  a  part  of  the  tank,  but  not  all,  is 
below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than 
17,500  but  not  more  than  50,000  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Hexachlorobenzene  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3, 

WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1050 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act ,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste,  and  a  part  of  the  tank,  but  not  all,  is 
below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than 
17,500  but  not  more  than  50,000  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Lead  or  one  or  more  of  its 
compounds  containing  Lead  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3, 

WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

231 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

1051 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act ,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste,  and  a  part  of  the  tank,  but  not  all,  is 
below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than 
17,500  but  not  more  than  50,000  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Mercury  or  one  or  more  of 
its  compounds  containing  Mercury  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3, 

WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1052 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act ,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste,  and  a  part  of  the  tank,  but  not  all,  is 
below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than 
17,500  but  not  more  than  50,000  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Nitrogen  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 

3, 

WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1053 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act ,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste,  and  a  part  of  the  tank,  but  not  all,  is 
below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than 
17,500  but  not  more  than  50,000  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Nitrosodimethylamine-N 
(NDMA)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3, 

WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1054 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act ,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste,  and  a  part  of  the  tank,  but  not  all,  is 
below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than 
17,500  but  not  more  than  50,000  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  one  or  more 
Polychlorinated  Biphenyls  (PCBs)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3, 

WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

232 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

1055 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste,  and  a  part  of  the  tank,  but  not  all,  is 
below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than 
17,500  but  not  more  than  50,000  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Pentachlorophenol  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3, 

WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1056 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste,  and  a  part  of  the  tank,  but  not  all,  is 
below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than 
17,500  but  not  more  than  50,000  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Trichloroethylene  or 
another  DNAPL  that  could  degrade  to  Trichloroethylene  in  groundwater  or  surface 
water. 

IPZ-1, 
IPZ-2, 
IPZ-3, 
WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1057 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act ,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste,  and  a  part  of  the  tank,  but  not  all,  is 
below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than 
17,500  but  not  more  than  50,000  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Vinyl  chloride  or  another 
DNAPL  that  could  degrade  to  vinyl  chloride  in  groundwater  or  surface  water. 

IPZ-1, 
IPZ-2, 
IPZ-3, 
WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1058 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste,  and  a  part  of  the  tank,  but  not  all,  is 
below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than 
17,500  but  not  more  than  50,000  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Zinc  or  one  or  more  of  its 
compounds  containing  Zinc  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3, 

WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

233 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

1059 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  at  or  above  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than 
50,000  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  BTEX  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

1A/LJDA  n 

WnrA-U 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1060 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  at  or  above  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than 
50,000  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Cadmium  or  one  or  more 

J    "J.                                              1                     i      ■       ■                           1        ■                ■                                 1            i.                                £  J. 

of  Its  compounds  containing  Cadmium  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1061 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  at  or  above  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than 
50,000  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Copper  or  one  or  more  of 
IIS  compounas  coniaining  L/opper  in  grounawaier  or  sunace  waier. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

1062 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act ,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  at  or  above  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than 
50,000  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Hexachlorobenzene  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

234 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

1063 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  at  or  above  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than 
50,000  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Lead  or  one  or  more  of  its 
compounds  containing  Lead  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

1A/LJDA  n 

WnrA-U 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1064 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  at  or  above  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than 
50,000  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Mercury  or  one  or  more  of 
Its  compounds  containing  Mercury  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1065 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  at  or  above  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than 
50,000  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Nitrogen  in  groundwater  or 
sunace  waier. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1066 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act ,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  at  or  above  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than 
50,000  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Nitrosodimethylamine-N 
(NDMA)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

235 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

1067 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  at  or  above  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than 
50,000  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  one  or  more 
Polychlorinated  Biphenyls  (PCBs)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

1A/LJDA  n 

WnrA-U 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1068 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  at  or  above  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than 
50,000  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Pentachlorophenol  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

6-8 

HVA 

6 

SGRA 

6 

1069 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  at  or  above  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than 
50,000  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Trichloroethylene  or 
another  DNAPL  that  could  degrade  to  Trichloroethylene  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2,  IPZ- 
3, 

WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WnrA-U 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1070 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  at  or  above  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than 
50,000  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Vinyl  chloride  or  another 
DNAPL  that  could  degrade  to  vinyl  chloride  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3, 

WHPA-E 

10 

8-9 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

236 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

1071 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  at  or  above  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than 
50,000  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Zinc  or  one  or  more  of  its 
compounds  containing  Zinc  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

1A/LJDA  n 

WnrA-U 

10 

6-8 

HVA 

6 

SGRA 

6 

1072 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than 
50,000  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  BTEX  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1073 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act ,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than 
50,000  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Cadmium  or  one  or  more 
OT  IIS  compounas  coniaining  L/aumium  in  grounuwaier  or  suriace  waier. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1074 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act ,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than 
50,000  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Copper  or  one  or  more  of 
its  compounds  containing  Copper  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

237 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

1075 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than 
50,000  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Hexachlorobenzene  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

1A/LJDA  n 

WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1076 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than 
50,000  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Lead  or  one  or  more  of  its 
compounds  containing  Lead  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1077 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act ,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than 
50,000  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Mercury  or  one  or  more  of 
IIS  compounas  coniaining  iviercury  in  grounawaier  or  sunace  waier. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1078 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act ,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than 
50,000  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Nitrogen  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

238 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

1079 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than 
50,000  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Nitrosodimethylamine-N 
(NDMA)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

1A/LJDA  n 

WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1080 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than 
50,000  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  one  or  more 

1       II"        J.      1  n"     1             1      /  i~i n    \   ■                        1         J.                       z  i 

Polychlorinated  Biphenyls  (PCBs)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1081 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act ,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than 
50,000  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Pentachlorophenol  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1082 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act ,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than 
50,000  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Trichloroethylene  or 
another  DNAPL  that  could  degrade  to  Trichloroethylene  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2,  IPZ- 
3, 

WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

239 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

1083 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than 
50,000  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Vinyl  chloride  or  another 
DNAPL  that  could  degrade  to  vinyl  chloride  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3, 

WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

8-10 

6 

HVA 

6 

SGRA 

6 

1084 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste  and  is  below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than 
50,000  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Zinc  or  one  or  more  of  its 
compounds  containing  Zinc  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1085 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste,  and  a  part  of  the  tank,  but  not  all,  is 
below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than 
50,000  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  BTEX  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 

3, 

WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 

\AfLJDA  n 

WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1086 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste,  and  a  part  of  the  tank,  but  not  all,  is 
below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than 
50,000  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Cadmium  or  one  or  more 
of  its  compounds  containing  Cadmium  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3, 

WHPA-E 

10 

8-9 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

240 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

1087 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act ,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste,  and  a  part  of  the  tank,  but  not  all,  is 
below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than 
50,000  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Copper  or  one  or  more  of 
its  compounds  containing  Copper  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3, 

WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1088 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act ,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste,  and  a  part  of  the  tank,  but  not  all,  is 
below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than 
50,000  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Hexachlorobenzene  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 

3, 

WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1089 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act ,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste,  and  a  part  of  the  tank,  but  not  all,  is 
below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than 
50,000  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Lead  or  one  or  more  of  its 
compounds  containing  Lead  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3, 

WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1090 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act ,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste,  and  a  part  of  the  tank,  but  not  all,  is 
below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than 
50,000  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Mercury  or  one  or  more  of 
its  compounds  containing  Mercury  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3, 

WHPA-E 

10 

8-9 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

241 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

1091 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act ,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste,  and  a  part  of  the  tank,  but  not  all,  is 
below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than 
50,000  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Nitrogen  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3, 

WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1092 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act ,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste,  and  a  part  of  the  tank,  but  not  all,  is 
below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than 
50,000  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Nitrosodimethylamine-N 
(NDMA)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 

3, 

WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1093 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act ,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste,  and  a  part  of  the  tank,  but  not  all,  is 
below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than 
50,000  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  one  or  more 
Polychlorinated  Biphenyls  (PCBs)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3, 

WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1094 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act ,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste,  and  a  part  of  the  tank,  but  not  all,  is 
below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than 
50,000  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Pentachlorophenol  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3, 

WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

242 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  system  that 
collects,  stores, 
transmits,  treats 
or  disposes  of 
sewage. 

1095 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act ,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste,  and  a  part  of  the  tank,  but  not  all,  is 
below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than 
50,000  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Trichloroethylene  or 
another  DNAPL  that  could  degrade  to  Trichloroethylene  in  groundwater  or  surface 
water. 

IPZ-1, 
IPZ-2, 
IPZ-3, 
WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1096 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act ,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste,  and  a  part  of  the  tank,  but  not  all,  is 
below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than 
50,000  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Vinyl  chloride  or  another 
DNAPL  that  could  degrade  to  vinyl  chloride  in  groundwater  or  surface  water. 

IPZ-1, 
IPZ-2, 
IPZ-3, 
WHPA-E 

10 

8-9 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

8-10 

6 

HVA 

6 

SGRA 

6 

1097 

1 .  The  system  is  a  treatment  tank  or  storage  tank  that  is  part  of  a  sewage  works 
within  the  meaning  of  the  Ontario  Water  Resources  Act,  the  tank  treats  or  stores 
sanitary  sewage  containing  human  waste,  and  a  part  of  the  tank,  but  not  all,  is 
below  grade. 

2.  The  system  is  associated  with  a  wastewater  treatment  facility  that  is  designed  to 
discharge  treated  sanitary  sewage  at  an  average  daily  rate  that  is  more  than 
50,000  cubic  metres  on  an  annual  basis. 

3.  A  spill  from  the  system  may  result  in  the  presence  of  Zinc  or  one  or  more  of  its 
compounds  containing  Zinc  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3, 

WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

243 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablitity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  handling 
and  storage  of  a 
dense  non- 
aaueous  ohase 
liquid. 

1098 

1 .  The  storage  of  a  DNAPL  at  or  above  grade. 

2.  A  spill  of  the  DNAPL  may  result  in  the  presence  of  Dioxane-1 ,4  in  groundwater 
or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

4.9  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WnPA-CI 

2  -  10 

WHPA-D 

6 

HVA 

6 

SGRA 

6 

1099 

1 .  The  storage  of  a  DNAPL  at  or  above  grade. 

2.  A  spill  of  the  DNAPL  may  result  in  the  presence  of  one  or  more  Polycyclic 
Aromatic  Hydrocarbons  (PAHs)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7.2  -  9 

4.8  -  7 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-Cl 

2-10 

WHPA-D 

6 

HVA 

6 

SGRA 

6 

1100 

1 .  The  storage  of  a  DNAPL  at  or  above  grade. 

2.  A  spill  of  the  DNAPL  may  result  in  the  presence  of  Tetrachloroethylene  (PCE)  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7.2  -  9 

4.8  -  7 

WHPA-A,  WHPA 
B,  WHPA-C, 
WnPA-CI 

2-10 

WHPA-D 

6 

HVA 

6 

SGRA 

6 

1101 

1 .  The  storage  of  a  DNAPL  at  or  above  grade. 

2.  A  spill  of  the  DNAPL  may  result  in  the  presence  of  Trichloroethylene  or  another 
DNAPL  that  could  degrade  to  Trichloroethylene  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7.2  -  9 

4.8  -  7 

WHPA-A,  WHPA 
B,  WHPA-C, 
WnPA-Ol 

2  -  10 

WHPA-D 

6 

HVA 

6 

SGRA 

6 

244 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  handling 
and  storage  of  a 
dense  non- 
aqueous phase 

1102 

1 .  The  storage  of  a  DNAPL  at  or  above  grade. 

2.  A  spill  of  the  DNAPL  may  result  in  the  presence  of  Vinyl  chloride  or  another 
DNAPL  that  could  degrade  to  vinyl  chloride  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

4.8  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C,/C1 

2  -  10 

liquid. 

WHPA-D 

6 

HVA 

6 

SGRA 

6 

1103 

1 .  The  storage  of  a  DNAPL  below  grade. 

2.  A  spill  of  the  DNAPL  may  result  in  the  presence  of  Dioxane-1 ,4  in  groundwater 
or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C,/C1 

2  -  10 

WHPA-D 

6 

HVA 

6 

SGRA 

6 

1104 

1 .  The  storage  of  a  DNAPL  below  grade. 

2.  A  spill  of  the  DNAPL  may  result  in  the  presence  of  one  or  more  Polycyclic 
Aromatic  Hydrocarbons  (PAHs)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C,/C1 

2-10 

WHPA-D 

6 

HVA 

6 

SGRA 

6 

1105 

1 .  The  storage  of  a  DNAPL  below  grade. 

2.  A  spill  of  the  DNAPL  may  result  in  the  presence  of  Tetrachloroethylene  (PCE)  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 

n    1  Jif  1  ■  n  A  ^ 

B,  WHPA-C,/C1 

2-10 

WHPA-D 

6 

HVA 

6 

SGRA 

6 

1106 

1 .  The  storage  of  a  DNAPL  below  grade. 

2.  A  spill  of  the  DNAPL  may  result  in  the  presence  of  Trichloroethylene  or  another 
DNAPL  that  could  degrade  to  Trichloroethylene  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 

n    1  JI  f  1  1  n  A    ^\  ^ 

B,  WHPA-C,/C1 

2-10 

WHPA-D 

6 

HVA 

6 

SGRA 

6 

245 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  handling 
and  storage  of  a 
dense  non- 
aqueous phase 

1107 

1 .  The  storage  of  a  DNAPL  below  grade. 

2.  A  spill  of  the  DNAPL  may  result  in  the  presence  of  Vinyl  chloride  or  another 
DNAPL  that  could  degrade  to  vinyl  chloride  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C,/C1 

2  -  10 

liquid. 

WHPA-D 

6 

HVA 

6 

SGRA 

6 

1108 

1 .  The  storage  of  a  DNAPL  if  a  portion,  but  not  all,  of  the  storage  is  below  grade. 

2.  A  spill  of  the  DNAPL  may  result  in  the  presence  of  Dioxane-1 ,4  in  groundwater 
or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

4.9  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C,/C1 

2  -  10 

WHPA-D 

6 

HVA 

6 

SGRA 

6 

1109 

1 .  The  storage  of  a  DNAPL  if  a  portion,  but  not  all,  of  the  storage  is  below  grade. 

2.  A  spill  of  the  DNAPL  may  result  in  the  presence  of  one  or  more  Polycyclic 
Aromatic  Hydrocarbons  (PAHs)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7.2  -  9 

4.8  -  7 

WHPA-A,  WHPA 
B,  WHPA-C,/C1 

2-10 

WHPA-D 

6 

HVA 

6 

SGRA 

6 

1110 

1 .  The  storage  of  a  DNAPL  if  a  portion,  but  not  all,  of  the  storage  is  below  grade. 

2.  A  spill  of  the  DNAPL  may  result  in  the  presence  of  Tetrachloroethylene  (PCE)  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7.2  -  9 

4.8  -  7 

WHPA-A,  WHPA 

n    1  Jif  1  ■  n  A  ^ 

B,  WHPA-C,/C1 

2-10 

WHPA-D 

6 

HVA 

6 

SGRA 

6 

1111 

1 .  The  storage  of  a  DNAPL  if  a  portion,  but  not  all,  of  the  storage  is  below  grade. 

2.  A  spill  of  the  DNAPL  may  result  in  the  presence  of  Trichloroethylene  or  another 
DNAPL  that  could  degrade  to  Trichloroethylene  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7.2  -  9 

4.8  -  7 

WHPA-A,  WHPA 

n    1  JI  f  1  1  n  A    ^\  ^ 

B,  WHPA-C,/C1 

2-10 

WHPA-D 

6 

HVA 

6 

SGRA 

6 

246 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  handling 
and  storage  of  a 
dense  non- 
aqueous phase 
liquid. 

1112 

1 .  The  storage  of  a  DNAPL  if  a  portion,  but  not  all,  of  the  storage  is  below  grade. 

2.  A  spill  of  the  DNAPL  may  result  in  the  presence  of  Vinyl  chloride  or  another 
DNAPL  that  could  degrade  to  vinyl  chloride  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

4.8  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C,/C1 

2  -  10 

WHPA-D 

6 

HVA 

6 

SGRA 

6 

The  handling 
and  storage  of 
pesticide. 

1113 

1 .  A  pesticide  is  stored  at  a  facility  where  it  is  manufactured  or  processed,  or  from 
which  it  is  wholesaled,  excluding  storage  related  solely  to  retail  sale  or  for  use  in 
extermination  within  the  meaning  of  the  Pesticides  Act . 

2.  The  total  mass  of  all  materials  stored  that  contain  the  pesticide,  in  any  form 
including  liquid  or  solid,  is  not  more  than  25  kilograms. 

A  Qnill  nf  thp  npQtipirIp  or  matpripl  pnntaininn  thp  npQtipirIp  mav  rpQiilt  in  thp 

O .                    KJI   11        |.JwOllV_>l\.JC  \JI    II  Id  Id  ICll  V.f^JIILClllllll^  lllw  |^wollV>IUw  IllCiy   IWOUIL  III  IIIC 

presence  of  Atrazine  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

8-10 

HVA 

SGRA 

1114 

1 .  A  pesticide  is  stored  at  a  facility  where  it  is  manufactured  or  processed,  or  from 
which  it  is  wholesaled,  excluding  storage  related  solely  to  retail  sale  or  for  use  in 
extermination  within  the  meaning  of  the  Pesticides  Act. 

2.  The  total  mass  of  all  materials  stored  that  contain  the  pesticide,  in  any  form 
including  liquid  or  solid,  is  not  more  than  25  kilograms. 

A  Qnill  nf  thp  np<?tipirlp  nr  mptprial  pnntpininn  thp  np<?tipirlp  max/  rp<?iilt  in  thp 
o .      o|-/iii  xji  11  iw  I-/WOIIOIUW  \ji  II  idiwi  ICll        iiciiiiiii^  iiiw  i^/woiioiuw  iiiciy  iwouii  iii  iiic 

presence  of  Dicamba  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 

lAfl_ln  A  n 

WHPA-D 

8-10 

HVA 

SGRA 

1115 

1 .  A  pesticide  is  stored  at  a  facility  where  it  is  manufactured  or  processed,  or  from 
which  it  is  wholesaled,  excluding  storage  related  solely  to  retail  sale  or  for  use  in 
extermination  within  the  meaning  of  the  Pesticides  Act . 

2.  The  total  mass  of  all  materials  stored  that  contain  the  pesticide,  in  any  form 
including  liquid  or  solid,  is  not  more  than  25  kilograms. 

3.  A  spill  of  the  pesticide  or  material  containing  the  pesticide  may  result  in  the 
presence  of  Dichlorophenoxy  Acetic  Acid  (D-2,4)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

8-10 

HVA 

SGRA 

1116 

1 .  A  pesticide  is  stored  at  a  facility  where  it  is  manufactured  or  processed,  or  from 
which  it  is  wholesaled,  excluding  storage  related  solely  to  retail  sale  or  for  use  in 
extermination  within  the  meaning  of  the  Pesticides  Act. 

2.  The  total  mass  of  all  materials  stored  that  contain  the  pesticide,  in  any  form 
including  liquid  or  solid,  is  not  more  than  25  kilograms. 

3.  A  spill  of  the  pesticide  or  material  containing  the  pesticide  may  result  in  the 
presence  of  Dichloropropene-1 ,3  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

V  V  III  U 

8-10 

HVA 

SGRA 

247 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  handling 
and  storage  of 
pesticide. 

1117 

1 .  A  pesticide  is  stored  at  a  facility  winere  it  is  manufactured  or  processed,  or  from 
winicin  it  is  winolesaled,  excluding  storage  related  solely  to  retail  sale  or  for  use  in 
extermination  within  the  meaning  of  the  Pesticides  Act . 

2.  The  total  mass  of  all  materials  stored  that  contain  the  pesticide,  in  any  form 
including  liquid  or  solid,  is  not  more  than  25  kilograms. 

3.  A  spill  of  the  pesticide  or  material  containing  the  pesticide  may  result  in  the 
presence  ot  uiypnosaie  in  grounuwaier  or  suriace  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

HVA 

SGRA 

1118 

1 .  A  pesticide  is  stored  at  a  facility  where  it  is  manufactured  or  processed,  or  from 
which  it  is  wholesaled,  excluding  storage  related  solely  to  retail  sale  or  for  use  in 
extermination  within  the  meaning  of  the  Pesticides  Act. 

2.  The  total  mass  of  all  materials  stored  that  contain  the  pesticide,  in  any  form 
including  liquid  or  solid,  is  not  more  than  25  kilograms. 

3.  A  spill  of  the  pesticide  or  material  containing  the  pesticide  may  result  in  the 
presence  of  MCPA  (2-methyl-4-chlorophenoxyacetic  acid  )  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

8-10 

HVA 

SGRA 

1119 

1 .  A  pesticide  is  stored  at  a  facility  where  it  is  manufactured  or  processed,  or  from 
which  it  is  wholesaled,  excluding  storage  related  solely  to  retail  sale  or  for  use  in 
extermination  within  the  meaning  of  the  Pesticides  Act . 

2.  The  total  mass  of  all  materials  stored  that  contain  the  pesticide,  in  any  form 
including  liquid  or  solid,  is  not  more  than  25  kilograms. 

3.  A  spill  of  the  pesticide  or  material  containing  the  pesticide  may  result  in  the 
presence  ot  iviurD  ^4-^4-cnioro-i:-meinyipnenoxy)DUianoic  aciu  )  in  grounuwaier 
or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8.1  -  10 

WHPA-A,  WHPA 
B,  WHPA-C, 

WHPA-CI, 

\AfLiEaA  n 
WnrA-U 

10 

HVA 

SGRA 

1120 

1 .  A  pesticide  is  stored  at  a  facility  where  it  is  manufactured  or  processed,  or  from 
which  it  is  wholesaled,  excluding  storage  related  solely  to  retail  sale  or  for  use  in 
extermination  within  the  meaning  of  the  Pesticides  Act . 

2.  The  total  mass  of  all  materials  stored  that  contain  the  pesticide,  in  any  form 
including  liquid  or  solid,  is  not  more  than  25  kilograms. 

3.  A  spill  of  the  pesticide  or  material  containing  the  pesticide  may  result  in  the 
presence  of  Mecoprop  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7-10 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

8-10 

HVA 

SGRA 

1121 

1 .  A  pesticide  is  stored  at  a  facility  where  it  is  manufactured  or  processed,  or  from 
which  it  is  wholesaled,  excluding  storage  related  solely  to  retail  sale  or  for  use  in 
extermination  within  the  meaning  of  the  Pesticides  Act. 

2.  The  total  mass  of  all  materials  stored  that  contain  the  pesticide,  in  any  form 
including  liquid  or  solid,  is  not  more  than  25  kilograms. 

3.  A  spill  of  the  pesticide  or  material  containing  the  pesticide  may  result  in  the 
presence  of  Metalaxyl  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

V  V  III  U 

10 

HVA 

SGRA 

248 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  handling 
and  storage  of 
pesticide. 

1122 

1 .  A  pesticide  is  stored  at  a  facility  winere  it  is  manufactured  or  processed,  or  from 
winicin  it  is  winolesaled,  excluding  storage  related  solely  to  retail  sale  or  for  use  in 
extermination  within  the  meaning  of  the  Pesticides  Act . 

2.  The  total  mass  of  all  materials  stored  that  contain  the  pesticide,  in  any  form 
including  liquid  or  solid,  is  not  more  than  25  kilograms. 

A  Qnill  nf  thp  np<5tipirlp  nr  mptpripl  pnntaininn  thp  npQtipirIp  mav  rpQiilt  in  thp 

O  ■         o|^lll  KJI   11        [.JWOllOIUw  XJI    II  Id  Id  ICll  LfXJI  ILClllllll^  Lllw  |^wollLflUw  IllCiy   IWOUIL  III  lllw 

presence  of  Metolachlor  or  s-Metolachlor  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

HVA 

SGRA 

1123 

1 .  A  pesticide  is  stored  at  a  facility  where  it  is  manufactured  or  processed,  or  from 
which  it  is  wholesaled,  excluding  storage  related  solely  to  retail  sale  or  for  use  in 
extermination  within  the  meaning  of  the  Pesticides  Act. 

2.  The  total  mass  of  all  materials  stored  that  contain  the  pesticide,  in  any  form 
including  liquid  or  solid,  is  not  more  than  25  kilograms. 

A  Qnill  nf  thp  npQtipirIp  nr  mptpripl  pnntpininn  thp  np<?tipirlp  max/  rp<?iilt  in  thp 

O.        o|-/lll  XJI   11  Iw  |-/wOllOIUw  \JI    1  1  IClld  ICll  \^\JI  IICIII  III  1^  11  Iw  l^/wollOIUw  1  1  iCiy   1  WOUIl  III  11  Iw 

presence  of  Pendimethalin  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

HVA 

SGRA 

1124 

1 .  A  pesticide  is  stored  for  retail  sale  or  for  use  in  extermination  within  the  meaning 
of  the  Pesticides  Act. 

2.  The  total  mass  of  all  materials  stored  that  contain  the  pesticide,  in  any  form 
including  liquid  or  solid,  is  not  more  than  25  kilograms. 

3.  A  spill  of  the  pesticide  or  material  containing  the  pesticide  may  result  in  the 

nrpQpnpp  nf  Atra7inp  in  nrniinrlwatpr  nr  Qiirfapp  watpr 

1^1  wod  low  KJi  r^li  ci^i  1  1  w  III  ^  1  L/u  1  lu vv did  \ji  ou  1  1          vvdlwi  . 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

HVA 

SGRA 

1125 

1 .  A  pesticide  is  stored  for  retail  sale  or  for  use  in  extermination  within  the  meaning 
of  the  Pesticides  Act. 

2.  The  total  mass  of  all  materials  stored  that  contain  the  pesticide,  in  any  form 
including  liquid  or  solid,  is  not  more  than  25  kilograms. 

3.  A  spill  of  the  pesticide  or  material  containing  the  pesticide  may  result  in  the 
presence  of  Dicamba  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

HVA 

SGRA 

1126 

1 .  A  pesticide  is  stored  for  retail  sale  or  for  use  in  extermination  within  the  meaning 
of  the  Pesticides  Act. 

2.  The  total  mass  of  all  materials  stored  that  contain  the  pesticide,  in  any  form 
including  liquid  or  solid,  is  not  more  than  25  kilograms. 

3.  A  spill  of  the  pesticide  or  material  containing  the  pesticide  may  result  in  the 
presence  of  Dichlorophenoxy  Acetic  Acid  (D-2,4)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

8 

HVA 

SGRA 

249 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  handling 
and  storage  of 
pesticide. 

1127 

1 .  A  pesticide  is  stored  for  retail  sale  or  for  use  in  extermination  within  the  meaning 
of  the  Pesticides  Act. 

2.  The  total  mass  of  all  materials  stored  that  contain  the  pesticide,  in  any  form 
including  liquid  or  solid,  is  not  more  than  25  kilograms. 

3.  A  spill  of  the  pesticide  or  material  containing  the  pesticide  may  result  in  the 

nrp<5pnpp  nf  Diphlnrnnrnnpnp-I     in  nrni  inrlwatpr  or  Qiirfapp  wafpr 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7-10 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

HVA 

SGRA 

1128 

1 .  A  pesticide  is  stored  for  retail  sale  or  for  use  in  extermination  within  the  meaning 
of  the  Pesticides  Act. 

2.  The  total  mass  of  all  materials  stored  that  contain  the  pesticide,  in  any  form 
including  liquid  or  solid,  is  not  more  than  25  kilograms. 

3.  A  spill  of  the  pesticide  or  material  containing  the  pesticide  may  result  in  the 

nrpQpnpp  nf  fnlx/nhnQPfp  in  nrni  inriwatpr  nr  <?iirfppp  wpfpr 
wowi  low  Kji  \-^iy  |-/ii^jociiw  III  ^i^juiiuvvciiwi  \ji  OUII  ciow  vv  ciiwi  . 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

8-10 

HVA 

SGRA 

1129 

1 .  A  pesticide  is  stored  for  retail  sale  or  for  use  in  extermination  within  the  meaning 
of  the  Pesticides  Act. 

2.  The  total  mass  of  all  materials  stored  that  contain  the  pesticide,  in  any  form 
including  liquid  or  solid,  is  not  more  than  25  kilograms. 

3.  A  spill  of  the  pesticide  or  material  containing  the  pesticide  may  result  in  the 

nrp<5pnpp  nf  MOPA  ^?-mpth\/l-4.-phlnrnnhpnnY\/apptip  apirl  ^  in  nrniinriwafpr  nr 

1^1              low  \JI   IVIKJI         yt.   Illwlliyi  ^        IIKJI  KJYJI  1^1  IKJ^y  Cl\j^ll\j  Cl\jl\J  J  III  ^  1     U 1  lU  Vv  dLwl  KJI 

surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

8 

HVA 

SGRA 

1130 

1 .  A  pesticide  is  stored  for  retail  sale  or  for  use  in  extermination  within  the  meaning 
of  the  Pesticides  Act. 

2.  The  total  mass  of  all  materials  stored  that  contain  the  pesticide,  in  any  form 
including  liquid  or  solid,  is  not  more  than  25  kilograms. 

3.  A  spill  of  the  pesticide  or  material  containing  the  pesticide  may  result  in  the 
presence  of  MCPB  (4-(4-chloro-2-methylphenoxy)butanoic  acid  )  in  groundwater 
or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7-10 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

8-10 

HVA 

SGRA 

1131 

1 .  A  pesticide  is  stored  for  retail  sale  or  for  use  in  extermination  within  the  meaning 
of  the  Pesticides  Act. 

2.  The  total  mass  of  all  materials  stored  that  contain  the  pesticide,  in  any  form 
including  liquid  or  solid,  is  not  more  than  25  kilograms. 

3.  A  spill  of  the  pesticide  or  material  containing  the  pesticide  may  result  in  the 
presence  of  Mecoprop  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

V  V  111  rA  U 

10 

8 

HVA 

SGRA 

250 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  handling 
and  storage  of 
pesticide. 

1132 

1 .  A  pesticide  is  stored  for  retail  sale  or  for  use  in  extermination  within  the  meaning 
of  the  Pesticides  Act. 

2.  The  total  mass  of  all  materials  stored  that  contain  the  pesticide,  in  any  form 
including  liquid  or  solid,  is  not  more  than  25  kilograms. 

3.  A  spill  of  the  pesticide  or  material  containing  the  pesticide  may  result  in  the 

nrpQpnpp  nf  Mptalawl  in  nrni  inriwatpr  nr  <?iirfapp  wafpr 

1^1                 \ji  1  vidciiciAy  1  III  ^  1  \j u  1  i\j vvdld  xji  ou  1  1  civ_fC  vvcilwi  . 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7.2-10 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

8-10 

HVA 

SGRA 

1133 

1 .  A  pesticide  is  stored  for  retail  sale  or  for  use  in  extermination  within  the  meaning 
of  the  Pesticides  Act. 

2.  The  total  mass  of  all  materials  stored  that  contain  the  pesticide,  in  any  form 
including  liquid  or  solid,  is  not  more  than  25  kilograms. 

3.  A  spill  of  the  pesticide  or  material  containing  the  pesticide  may  result  in  the 

nrp<?pnpp  nf  Mpfnlpphlnr  nr  <?-Mptnl?iphlnr  in  nrni  inriwafpr  or  Qiirfppp  wpfpi* 

|-/l  wowl  low  KJi  1  vldL/lclOl  wyji   yji  o  1  vld^JIdOl  IlkJI   III  ^I^JUIIUVVCllwl  xjl  OUII  ClOw  vv  Cllwl  . 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

8-10 

HVA 

SGRA 

1134 

1 .  A  pesticide  is  stored  for  retail  sale  or  for  use  in  extermination  within  the  meaning 
of  the  Pesticides  Act. 

2.  The  total  mass  of  all  materials  stored  that  contain  the  pesticide,  in  any  form 
including  liquid  or  solid,  is  not  more  than  25  kilograms. 

3.  A  spill  of  the  pesticide  or  material  containing  the  pesticide  may  result  in  the 

nrpQpnpp  nf  Ppnriimpfhalin  in  nrni  inrlwafpr  nr  <?iirfapp  wafpr 

|^lwodlV.fW  KJI   1    dlUlllldlldllll  III  ^IL/UI  lU  Vv  did    \JI    OUII  dV_fC  VVdlwl  . 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7.2-10 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

8-10 

HVA 

SGRA 

1135 

1 .  A  pesticide  is  stored  at  a  facility  where  it  is  manufactured  or  processed,  or  from 
which  it  is  wholesaled,  excluding  storage  related  solely  to  retail  sale  or  for  use  in 
extermination  within  the  meaning  of  the  Pesticides  Act. 

2.  The  total  mass  of  all  materials  stored  that  contain  the  pesticide,  in  any  form 
including  liquid  or  solid,  is  more  than  25  but  not  more  than  250  kilograms. 

3.  A  spill  of  the  pesticide  or  material  containing  the  pesticide  may  result  in  the 
presence  of  Atrazine  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

HVA 

SGRA 

1136 

1 .  A  pesticide  is  stored  at  a  facility  where  it  is  manufactured  or  processed,  or  from 
which  it  is  wholesaled,  excluding  storage  related  solely  to  retail  sale  or  for  use  in 
extermination  within  the  meaning  of  the  Pesticides  Act . 

2.  The  total  mass  of  all  materials  stored  that  contain  the  pesticide,  in  any  form 
including  liquid  or  solid,  is  more  than  25  but  not  more  than  250  kilograms. 

3.  A  spill  of  the  pesticide  or  material  containing  the  pesticide  may  result  in  the 
presence  of  Dicamba  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

V  V  111  rA  U 

10 

8 

HVA 

SGRA 

251 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  handling 
and  storage  of 
pesticide. 

1137 

1 .  A  pesticide  is  stored  at  a  facility  winere  it  is  manufactured  or  processed,  or  from 
winicin  it  is  winolesaled,  excluding  storage  related  solely  to  retail  sale  or  for  use  in 
extermination  within  the  meaning  of  the  Pesticides  Act . 

2.  The  total  mass  of  all  materials  stored  that  contain  the  pesticide,  in  any  form 
including  liquid  or  solid,  is  more  than  25  but  not  more  than  250  kilograms. 

3.  A  spill  of  the  pesticide  or  material  containing  the  pesticide  may  result  in  the 
presence  of  Dichlorophenoxy  Acetic  Acid  (D-2,4)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

8 

HVA 

SGRA 

1138 

1 .  A  pesticide  is  stored  at  a  facility  where  it  is  manufactured  or  processed,  or  from 
which  it  is  wholesaled,  excluding  storage  related  solely  to  retail  sale  or  for  use  in 
extermination  within  the  meaning  of  the  Pesticides  Act . 

2.  The  total  mass  of  all  materials  stored  that  contain  the  pesticide,  in  any  form 
including  liquid  or  solid,  is  more  than  25  but  not  more  than  250  kilograms. 

3.  A  spill  of  the  pesticide  or  material  containing  the  pesticide  may  result  in  the 
presence  of  Dichloropropene-1 ,3  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7-10 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

8 

HVA 

SGRA 

1139 

1 .  A  pesticide  is  stored  at  a  facility  where  it  is  manufactured  or  processed,  or  from 
which  it  is  wholesaled,  excluding  storage  related  solely  to  retail  sale  or  for  use  in 
extermination  within  the  meaning  of  the  Pesticides  Act. 

2.  The  total  mass  of  all  materials  stored  that  contain  the  pesticide,  in  any  form 
including  liquid  or  solid,  is  more  than  25  but  not  more  than  250  kilograms. 

3.  A  spill  of  the  pesticide  or  material  containing  the  pesticide  may  result  in  the 
presence  of  Glyphosate  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

8-10 

HVA 

SGRA 

1140 

1 .  A  pesticide  is  stored  at  a  facility  where  it  is  manufactured  or  processed,  or  from 
which  it  is  wholesaled,  excluding  storage  related  solely  to  retail  sale  or  for  use  in 
extermination  within  the  meaning  of  the  Pesticides  Act . 

2.  The  total  mass  of  all  materials  stored  that  contain  the  pesticide,  in  any  form 
including  liquid  or  solid,  is  more  than  25  but  not  more  than  250  kilograms. 

3.  A  spill  of  the  pesticide  or  material  containing  the  pesticide  may  result  in  the 
presence  of  MCPA  (2-methyl-4-chlorophenoxyacetic  acid  )  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WHPA-D 

10 

8 

HVA 

SGRA 

1141 

1 .  A  pesticide  is  stored  at  a  facility  where  it  is  manufactured  or  processed,  or  from 
which  it  is  wholesaled,  excluding  storage  related  solely  to  retail  sale  or  for  use  in 
extermination  within  the  meaning  of  the  Pesticides  Act . 

2.  The  total  mass  of  all  materials  stored  that  contain  the  pesticide,  in  any  form 
including  liquid  or  solid,  is  more  than  25  but  not  more  than  250  kilograms. 

3.  A  spill  of  the  pesticide  or  material  containing  the  pesticide  may  result  in  the 
presence  of  MCPB  (4-(4-chloro-2-methylphenoxy)butanoic  acid  )  in  groundwater 
or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WHPA-D 

8-10 

HVA 

SGRA 

252 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  handling 
and  storage  of 
pesticide. 

1142 

1 .  A  pesticide  is  stored  at  a  facility  winere  it  is  manufactured  or  processed,  or  from 
winicin  it  is  winolesaled,  excluding  storage  related  solely  to  retail  sale  or  for  use  in 
extermination  within  the  meaning  of  the  Pesticides  Act . 

2.  The  total  mass  of  all  materials  stored  that  contain  the  pesticide,  in  any  form 
including  liquid  or  solid,  is  more  than  25  but  not  more  than  250  kilograms. 

A  Qnill  nf  thp  npQtipirIp  nr  mpfpripl  pnntaininn  thp  npQtipirIp  mav  rpQiilt  in  thp 

O .         o|^lll  KJI   11        [.JwOllOIUw  \JI    II  Id  Id  ICll           ILClllllll^  lllw  |^wollV>IUw  IllCiy   IWOUIL  III  lllw 

presence  of  Mecoprop  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

HVA 

SGRA 

1143 

1 .  A  pesticide  is  stored  at  a  facility  where  it  is  manufactured  or  processed,  or  from 
which  it  is  wholesaled,  excluding  storage  related  solely  to  retail  sale  or  for  use  in 
extermination  within  the  meaning  of  the  Pesticides  Act. 

2.  The  total  mass  of  all  materials  stored  that  contain  the  pesticide,  in  any  form 
including  liquid  or  solid,  is  more  than  25  but  not  more  than  250  kilograms. 

A  Qnill  nf  thp  npQtipirIp  nr  mptprial  pnntpininn  thp  np<?tipirlp  mav  rp<?iilt  in  thp 

O .        o|-/lll  XJI   11  Iw  |-/wOll\.ylUw  \JI    II  ICllwl  ICll  OL/lllClllllll^  lllw  l^/CollOIUw  IliCiy   ICOUIl  III  lllw 

presence  of  Metalaxyl  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7.2-10 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

8-10 

HVA 

SGRA 

1144 

1 .  A  pesticide  is  stored  at  a  facility  where  it  is  manufactured  or  processed,  or  from 
which  it  is  wholesaled,  excluding  storage  related  solely  to  retail  sale  or  for  use  in 
extermination  within  the  meaning  of  the  Pesticides  Act . 

2.  The  total  mass  of  all  materials  stored  that  contain  the  pesticide,  in  any  form 
including  liquid  or  solid,  is  more  than  25  but  not  more  than  250  kilograms. 

A  Qnill  nf  thp  npQtipirIp  nr  matprial  pnntaininn  thp  npQtipirIp  mav  rpQiilt  in  thp 

O .         o|^lll  KJI   11  Iw  |.^wollV^I\JW  XJI    11  id  Id  Idl           ILdllllll^  LIIO  l^wollOIUw  llidy   IWOUIl  III  lllw 

presence  of  Metolachlor  or  s-Metolachlor  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

8-10 

HVA 

SGRA 

1145 

1 .  A  pesticide  is  stored  at  a  facility  where  it  is  manufactured  or  processed,  or  from 
which  it  is  wholesaled,  excluding  storage  related  solely  to  retail  sale  or  for  use  in 
extermination  within  the  meaning  of  the  Pesticides  Act. 

2.  The  total  mass  of  all  materials  stored  that  contain  the  pesticide,  in  any  form 
including  liquid  or  solid,  is  more  than  25  but  not  more  than  250  kilograms. 

3.  A  spill  of  the  pesticide  or  material  containing  the  pesticide  may  result  in  the 
presence  of  Pendimethalin  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7.2-10 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WnPA-D 

8-10 

HVA 

SGRA 

1146 

1 .  A  pesticide  is  stored  for  retail  sale  or  for  use  in  extermination  within  the  meaning 
of  the  Pesticides  Act. 

2.  The  total  mass  of  all  materials  stored  that  contain  the  pesticide,  in  any  form 
including  liquid  or  solid,  is  more  than  25  but  not  more  than  250  kilograms. 

3.  A  spill  of  the  pesticide  or  material  containing  the  pesticide  may  result  in  the 
presence  of  Atrazine  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

V  V  111  rA  U 

10 

6-8 

HVA 

6 

SGRA 

6 

253 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  handling 
and  storage  of 
pesticide. 

1147 

1 .  A  pesticide  is  stored  for  retail  sale  or  for  use  in  extermination  within  the  meaning 
of  the  Pesticides  Act. 

2.  The  total  mass  of  all  materials  stored  that  contain  the  pesticide,  in  any  form 
including  liquid  or  solid,  is  more  than  25  but  not  more  than  250  kilograms. 

3.  A  spill  of  the  pesticide  or  material  containing  the  pesticide  may  result  in  the 

nrp<5pnpp  nf  Dipamha  in  nrni  inrlwatpr  or  Qiirfapp  wafpr 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

1148 

1 .  A  pesticide  is  stored  for  retail  sale  or  for  use  in  extermination  within  the  meaning 
of  the  Pesticides  Act. 

2.  The  total  mass  of  all  materials  stored  that  contain  the  pesticide,  in  any  form 
including  liquid  or  solid,  is  more  than  25  but  not  more  than  250  kilograms. 

3.  A  spill  of  the  pesticide  or  material  containing  the  pesticide  may  result  in  the 

nrpQpnpp  nf  DiphlnrnnhpnnYV  Apptip  Apirl  (D-^  A\  in  nrni  inriwatpr  nr  <?iirf?ipp  wafpr 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

1149 

1 .  A  pesticide  is  stored  for  retail  sale  or  for  use  in  extermination  within  the  meaning 
of  the  Pesticides  Act. 

2.  The  total  mass  of  all  materials  stored  that  contain  the  pesticide,  in  any  form 
including  liquid  or  solid,  is  more  than  25  but  not  more  than  250  kilograms. 

3.  A  spill  of  the  pesticide  or  material  containing  the  pesticide  may  result  in  the 

nrp<5pnpp  nf  Diphlnrnnrnnpnp-I     in  nrni  inriwafpr  nr  Qiirfapp  wafpr 

I^IWOWIIOw^JI   l—'IOIII^JIXJI^IXJI^dlO    l,OIII^I^JLIII\JVVCllwl   XJI    OUII             VVClld  . 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

1150 

1 .  A  pesticide  is  stored  for  retail  sale  or  for  use  in  extermination  within  the  meaning 
of  the  Pesticides  Act. 

2.  The  total  mass  of  all  materials  stored  that  contain  the  pesticide,  in  any  form 
including  liquid  or  solid,  is  more  than  25  but  not  more  than  250  kilograms. 

3.  A  spill  of  the  pesticide  or  material  containing  the  pesticide  may  result  in  the 
presence  of  Glyphosate  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

8-10 

HVA 

SGRA 

1151 

1 .  A  pesticide  is  stored  for  retail  sale  or  for  use  in  extermination  within  the  meaning 
of  the  Pesticides  Act. 

2.  The  total  mass  of  all  materials  stored  that  contain  the  pesticide,  in  any  form 
including  liquid  or  solid,  is  more  than  25  but  not  more  than  250  kilograms. 

3.  A  spill  of  the  pesticide  or  material  containing  the  pesticide  may  result  in  the 
presence  of  MCPA  (2-methyl-4-chlorophenoxyacetic  acid  )  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

V  V  111  U 

10 

6-8 

HVA 

6 

SGRA 

6 

254 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  handling 
and  storage  of 
pesticide. 

1152 

1 .  A  pesticide  is  stored  for  retail  sale  or  for  use  in  extermination  within  the  meaning 
of  the  Pesticides  Act. 

2.  The  total  mass  of  all  materials  stored  that  contain  the  pesticide,  in  any  form 
including  liquid  or  solid,  is  more  than  25  but  not  more  than  250  kilograms. 

3.  A  spill  of  the  pesticide  or  material  containing  the  pesticide  may  result  in  the 

nrpQpnpp  nf  MOPR  ^4.-^4.-phlnrn-P-mpth\/lnhpnnY\/\hi itannip  ppirl  \  in  nrni inriwafpr 

1^1            low  KJi  iviKji   u  y-r  ^"-r  OIII^JIxJ  ^-  1  1  Idl  ly  1      Id  IxJAy  yk^u  LCll  IxJIO  ClOlU  J  III  ^  1  L/U 1  lU  VVdlwl 

or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 

ijifi_m  A  n 

WHPA-D 

10 

8 

HVA 

SGRA 

1153 

1 .  A  pesticide  is  stored  for  retail  sale  or  for  use  in  extermination  within  the  meaning 
of  the  Pesticides  Act. 

2.  The  total  mass  of  all  materials  stored  that  contain  the  pesticide,  in  any  form 
including  liquid  or  solid,  is  more  than  25  but  not  more  than  250  kilograms. 

3.  A  spill  of  the  pesticide  or  material  containing  the  pesticide  may  result  in  the 

nrpQpnpp  nf  Mppnnrnn  in  nrniinrlwptpr  nr  <?iirfppp  watpr 

|-/l  wOwl  low  XJ 1   1  vlwO^J|-/l  ^1-'  III  ^IWUIIUVVCllwl    KJI    OUII  ClOw  VVCllwl  . 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

1154 

1 .  A  pesticide  is  stored  for  retail  sale  or  for  use  in  extermination  within  the  meaning 
of  the  Pesticides  Act. 

2.  The  total  mass  of  all  materials  stored  that  contain  the  pesticide,  in  any  form 
including  liquid  or  solid,  is  more  than  25  but  not  more  than  250  kilograms. 

3.  A  spill  of  the  pesticide  or  material  containing  the  pesticide  may  result  in  the 

nrp<5pnpp  nf  Mpfalawl  in  nrniinriwafpr  nr  Qiirfppp  wafpr 

1^1  wool  low  \JI   1  vio  ICllClAy  1  III  ^  1  \JU  1  lOI  VVdlol    XJI    OUII  ClOo  VVCllol  . 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

8 

HVA 

SGRA 

1155 

1 .  A  pesticide  is  stored  for  retail  sale  or  for  use  in  extermination  within  the  meaning 
of  the  Pesticides  Act. 

2.  The  total  mass  of  all  materials  stored  that  contain  the  pesticide,  in  any  form 
including  liquid  or  solid,  is  more  than  25  but  not  more  than  250  kilograms. 

3.  A  spill  of  the  pesticide  or  material  containing  the  pesticide  may  result  in  the 
presence  of  Metolachlor  or  s-Metolachlor  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

HVA 

SGRA 

1156 

1 .  A  pesticide  is  stored  for  retail  sale  or  for  use  in  extermination  within  the  meaning 
of  the  Pesticides  Act. 

2.  The  total  mass  of  all  materials  stored  that  contain  the  pesticide,  in  any  form 
including  liquid  or  solid,  is  more  than  25  but  not  more  than  250  kilograms. 

3.  A  spill  of  the  pesticide  or  material  containing  the  pesticide  may  result  in  the 
presence  of  Pendimethalin  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

V  V  111  rA  U 

10 

8 

HVA 

SGRA 

255 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  handling 
and  storage  of 
pesticide. 

1157 

1 .  A  pesticide  is  stored  at  a  facility  winere  it  is  manufactured  or  processed,  or  from 
winicin  it  is  winolesaled,  excluding  storage  related  solely  to  retail  sale  or  for  use  in 
extermination  within  the  meaning  of  the  Pesticides  Act . 

2.  The  total  mass  of  all  materials  stored  that  contain  the  pesticide,  in  any  form 
including  liquid  or  solid,  is  more  than  250  but  not  more  than  2,500  kilograms. 

A  cinill  nf  thp  npQtipirIp  or  matpripl  pnntaininn  thp  npQtipirIp  mav  rpQiilt  in  thp 

O  ■         jyjlll  KJI   11        l^wollOIUw  \JI    II  Id  Id  ICll  LfXJI  ILClllllll^  lllw  |^wollV>IUw  IllCiy   IWOUIl  III  lllw 

presence  of  Atrazine  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

1158 

1 .  A  pesticide  is  stored  at  a  facility  where  it  is  manufactured  or  processed,  or  from 
which  it  is  wholesaled,  excluding  storage  related  solely  to  retail  sale  or  for  use  in 
extermination  within  the  meaning  of  the  Pesticides  Act. 

2.  The  total  mass  of  all  materials  stored  that  contain  the  pesticide,  in  any  form 
including  liquid  or  solid,  is  more  than  250  but  not  more  than  2,500  kilograms. 

3.  A  spill  of  the  pesticide  or  material  containing  the  pesticide  may  result  in  the 
presence  ot  uicamua  in  grounuwater  or  suriace  waier. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

1159 

1 .  A  pesticide  is  stored  at  a  facility  where  it  is  manufactured  or  processed,  or  from 
which  it  is  wholesaled,  excluding  storage  related  solely  to  retail  sale  or  for  use  in 
extermination  within  the  meaning  of  the  Pesticides  Act . 

2.  The  total  mass  of  all  materials  stored  that  contain  the  pesticide,  in  any  form 
including  liquid  or  solid,  is  more  than  250  but  not  more  than  2,500  kilograms. 

3.  A  spill  of  the  pesticide  or  material  containing  the  pesticide  may  result  in  the 
presence  ot  uicnioropnenoxy  Aceiic  aciq  [u-^i,^)  in  grounuwaier  or  suriace  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WnrA-U 

10 

6-8 

HVA 

6 

SGRA 

6 

1160 

1 .  A  pesticide  is  stored  at  a  facility  where  it  is  manufactured  or  processed,  or  from 
which  it  is  wholesaled,  excluding  storage  related  solely  to  retail  sale  or  for  use  in 
extermination  within  the  meaning  of  the  Pesticides  Act . 

2.  The  total  mass  of  all  materials  stored  that  contain  the  pesticide,  in  any  form 
including  liquid  or  solid,  is  more  than  250  but  not  more  than  2,500  kilograms. 

3.  A  spill  of  the  pesticide  or  material  containing  the  pesticide  may  result  in  the 

nrpQpnpp  nf  niphlnrnnrnnpnp-1  3  in  nrniinHwafpr  nr  c^iirfppp  wafpr 

lu/l  WOWl  IV_fW  KJl    L^IV_>I  IIV_/I  V./lu'l  V^/lu/Wl  l\j      1  ,0    II  1  Ml  UUI  1  V..I  VV  d       1    V_/l    OLJI  1  CL\j\j    VVdlWl  . 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WnPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

1161 

1 .  A  pesticide  is  stored  at  a  facility  where  it  is  manufactured  or  processed,  or  from 
which  it  is  wholesaled,  excluding  storage  related  solely  to  retail  sale  or  for  use  in 
extermination  within  the  meaning  of  the  Pesticides  Act . 

2.  The  total  mass  of  all  materials  stored  that  contain  the  pesticide,  in  any  form 
including  liquid  or  solid,  is  more  than  250  but  not  more  than  2,500  kilograms. 

3.  A  spill  of  the  pesticide  or  material  containing  the  pesticide  may  result  in  the 
presence  of  Glyphosate  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WHPA-D 

8-10 

HVA 

SGRA 

256 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  handling 
and  storage  of 
pesticide. 

1162 

1 .  A  pesticide  is  stored  at  a  facility  winere  it  is  manufactured  or  processed,  or  from 
winicin  it  is  winolesaled,  excluding  storage  related  solely  to  retail  sale  or  for  use  in 
extermination  within  the  meaning  of  the  Pesticides  Act . 

2.  The  total  mass  of  all  materials  stored  that  contain  the  pesticide,  in  any  form 
including  liquid  or  solid,  is  more  than  250  but  not  more  than  2,500  kilograms. 

3.  A  spill  of  the  pesticide  or  material  containing  the  pesticide  may  result  in  the 
presence  of  MCPA  (2-methyl-4-chlorophenoxyacetic  acid  )  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

1A/LJDA  T\ 

WnrA-U 

10 

6-8 

HVA 

6 

SGRA 

6 

1163 

1 .  A  pesticide  is  stored  at  a  facility  where  it  is  manufactured  or  processed,  or  from 
which  it  is  wholesaled,  excluding  storage  related  solely  to  retail  sale  or  for  use  in 
extermination  within  the  meaning  of  the  Pesticides  Act . 

2.  The  total  mass  of  all  materials  stored  that  contain  the  pesticide,  in  any  form 
including  liquid  or  solid,  is  more  than  250  but  not  more  than  2,500  kilograms. 

3.  A  spill  of  the  pesticide  or  material  containing  the  pesticide  may  result  in  the 
presence  ot  iviL/rD  (^4-^4-cnioro-i:-metnyipnenoxy)DUianoic  aciu  )  in  grounuwaier 
or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

HVA 

SGRA 

1164 

1 .  A  pesticide  is  stored  at  a  facility  where  it  is  manufactured  or  processed,  or  from 
which  it  is  wholesaled,  excluding  storage  related  solely  to  retail  sale  or  for  use  in 
extermination  within  the  meaning  of  the  Pesticides  Act. 

2.  The  total  mass  of  all  materials  stored  that  contain  the  pesticide,  in  any  form 
including  liquid  or  solid,  is  more  than  250  but  not  more  than  2,500  kilograms. 

A  Qnill  nf  thp  np<5tipirlp  nr  mptprial  pontpininn  thp  np<5tipirlp  max/  rp<?iilt  in  thp 
o .      o|-/iii  ^\  11      [-/woiioiuw  xji  II  iciiwi  icii        iiciiiiiii^  iiiw  I-/WOIIOIUW  iiiciy  iwouii  iii  iiiw 

presence  of  Mecoprop  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

1165 

1 .  A  pesticide  is  stored  at  a  facility  where  it  is  manufactured  or  processed,  or  from 
which  it  is  wholesaled,  excluding  storage  related  solely  to  retail  sale  or  for  use  in 
extermination  within  the  meaning  of  the  Pesticides  Act . 

2.  The  total  mass  of  all  materials  stored  that  contain  the  pesticide,  in  any  form 
including  liquid  or  solid,  is  more  than  250  but  not  more  than  2,500  kilograms. 

3.  A  spill  of  the  pesticide  or  material  containing  the  pesticide  may  result  in  the 
presence  of  Metalaxyl  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WnPA-D 

10 

8 

HVA 

SGRA 

1166 

1 .  A  pesticide  is  stored  at  a  facility  where  it  is  manufactured  or  processed,  or  from 
which  it  is  wholesaled,  excluding  storage  related  solely  to  retail  sale  or  for  use  in 
extermination  within  the  meaning  of  the  Pesticides  Act. 

2.  The  total  mass  of  all  materials  stored  that  contain  the  pesticide,  in  any  form 
including  liquid  or  solid,  is  more  than  250  but  not  more  than  2,500  kilograms. 

3.  A  spill  of  the  pesticide  or  material  containing  the  pesticide  may  result  in  the 
presence  of  Metolachlor  or  s-Metolachlor  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

V  V  III  U 

10 

8 

HVA 

SGRA 

257 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  handling 
and  storage  of 
pesticide. 

1167 

1 .  A  pesticide  is  stored  at  a  facility  winere  it  is  manufactured  or  processed,  or  from 
winicin  it  is  winolesaled,  excluding  storage  related  solely  to  retail  sale  or  for  use  in 
extermination  within  the  meaning  of  the  Pesticides  Act . 

2.  The  total  mass  of  all  materials  stored  that  contain  the  pesticide,  in  any  form 
including  liquid  or  solid,  is  more  than  250  but  not  more  than  2,500  kilograms. 

A  Qnill  nf  thp  np<5tipirlp  nr  matpripl  pnntaininn  thp  npQtipirIp  mav  rpQiilt  in  thp 

O.         o|^lll  KJI   11        [.JWOllOIUw  \JI    1  1  IClld  ICll           ILClll  III  1^  11  Iw  l^wOllOIUw  1  1  Idy   1  wOUIl  III  11  Iw 

presence  of  Pendimethalin  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

HVA 

SGRA 

1168 

1 .  A  pesticide  is  stored  for  retail  sale  or  for  use  in  extermination  within  the  meaning 
of  the  Pesticides  Act. 

2.  The  total  mass  of  all  materials  stored  that  contain  the  pesticide,  in  any  form 
including  liquid  or  solid,  is  more  than  250  but  not  more  than  2,500  kilograms. 

3.  A  spill  of  the  pesticide  or  material  containing  the  pesticide  may  result  in  the 

nrp<?pnpp  nf  AtrP7inp  in  nrniinrlwptpr  nr  Qiirfppp  wafpr 

|-/l  wowl  low  KJI  r^ll  Cl^l  1  1  w  III  ^  1  ^JU  1  lU Vv  Cllwl    KJI    OU 1  1  ClOw  VVCllwl  . 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1169 

1 .  A  pesticide  is  stored  for  retail  sale  or  for  use  in  extermination  within  the  meaning 
of  the  Pesticides  Act. 

2.  The  total  mass  of  all  materials  stored  that  contain  the  pesticide,  in  any  form 
including  liquid  or  solid,  is  more  than  250  but  not  more  than  2,500  kilograms. 

3.  A  spill  of  the  pesticide  or  material  containing  the  pesticide  may  result  in  the 

nrp<5pnpp  nf  Dippimha  in  nrniinriwatpr  nr  Qiirfapp  watpr 

I^IWOWIIOw^JI   l—'IOCllllL^Cllll^l^JLIIIUVVCllwl    KJI    OUII  ClV.fW  Vv  did  . 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1170 

1 .  A  pesticide  is  stored  for  retail  sale  or  for  use  in  extermination  within  the  meaning 
of  the  Pesticides  Act. 

2.  The  total  mass  of  all  materials  stored  that  contain  the  pesticide,  in  any  form 
including  liquid  or  solid,  is  more  than  250  but  not  more  than  2,500  kilograms. 

3.  A  spill  of  the  pesticide  or  material  containing  the  pesticide  may  result  in  the 
presence  of  Dichlorophenoxy  Acetic  Acid  (D-2,4)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1171 

1 .  A  pesticide  is  stored  for  retail  sale  or  for  use  in  extermination  within  the  meaning 
of  the  Pesticides  Act. 

2.  The  total  mass  of  all  materials  stored  that  contain  the  pesticide,  in  any  form 
including  liquid  or  solid,  is  more  than  250  but  not  more  than  2,500  kilograms. 

3.  A  spill  of  the  pesticide  or  material  containing  the  pesticide  may  result  in  the 
presence  of  Dichloropropene-1 ,3  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

V  V  111  rA  U 

8  -  10 

6 

HVA 

6 

SGRA 

6 

258 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  handling 
and  storage  of 
pesticide. 

1172 

1 .  A  pesticide  is  stored  for  retail  sale  or  for  use  in  extermination  within  the  meaning 
of  the  Pesticides  Act. 

2.  The  total  mass  of  all  materials  stored  that  contain  the  pesticide,  in  any  form 
including  liquid  or  solid,  is  more  than  250  but  not  more  than  2,500  kilograms. 

3.  A  spill  of  the  pesticide  or  material  containing  the  pesticide  may  result  in  the 

nrp<5pnpp  nf  rnlvnhriQatp  in  nrni  inriwafpr  nr  Qiirfapp  wafpr 

1^1  wowl           KJI            I^II^JOCllw  III  ^I^JUIIUVVdlwl    KJI    OUII  CIV>W  VVClld  . 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

1173 

1 .  A  pesticide  is  stored  for  retail  sale  or  for  use  in  extermination  within  the  meaning 
of  the  Pesticides  Act. 

2.  The  total  mass  of  all  materials  stored  that  contain  the  pesticide,  in  any  form 
including  liquid  or  solid,  is  more  than  250  but  not  more  than  2,500  kilograms. 

3.  A  spill  of  the  pesticide  or  material  containing  the  pesticide  may  result  in  the 

nrpQpnpp  nf  MOPA  ^P-mpth\/l-4.-phlnrnnhpnnY\/PPPtip  ppirl  \  in  nrniinriwatpr  nr 

|-/i  wowi  low  \ji  iviwi       yt.  iMdiiyi  "-r  \.yi  1  iL/i  kj|_/i  Id  iL'Ay  dowlio  cioiu  j  ii  i  ^i  ^jui  lUvvciLwi  KJi 

surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

4.9  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1174 

1 .  A  pesticide  is  stored  for  retail  sale  or  for  use  in  extermination  within  the  meaning 
of  the  Pesticides  Act. 

2.  The  total  mass  of  all  materials  stored  that  contain  the  pesticide,  in  any  form 
including  liquid  or  solid,  is  more  than  250  but  not  more  than  2,500  kilograms. 

3.  A  spill  of  the  pesticide  or  material  containing  the  pesticide  may  result  in  the 

nrpQpnpp  nf  MOPR  ^4-^4.-phlnrn-P-mpth\/lnhpnnY\/\hiifannip  ppirl  \  in  nrniinriwafpr 

1^1            low  \Ji  iviKji   u  y-r  y-r  OIII^JIxJ  ^-  1  1  1  oil  ly  1  |.JI  1  wl  IxJAy  yi_/LI  ICll  IL'IO  CIV_>I\J  J  III  ^  1  L/U 1  lU  VVdld 

or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

1175 

1 .  A  pesticide  is  stored  for  retail  sale  or  for  use  in  extermination  within  the  meaning 
of  the  Pesticides  Act. 

2.  The  total  mass  of  all  materials  stored  that  contain  the  pesticide,  in  any  form 
including  liquid  or  solid,  is  more  than  250  but  not  more  than  2,500  kilograms. 

3.  A  spill  of  the  pesticide  or  material  containing  the  pesticide  may  result  in  the 
presence  of  Mecoprop  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

4.9  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1176 

1 .  A  pesticide  is  stored  for  retail  sale  or  for  use  in  extermination  within  the  meaning 
of  the  Pesticides  Act. 

2.  The  total  mass  of  all  materials  stored  that  contain  the  pesticide,  in  any  form 
including  liquid  or  solid,  is  more  than  250  but  not  more  than  2,500  kilograms. 

3.  A  spill  of  the  pesticide  or  material  containing  the  pesticide  may  result  in  the 
presence  of  Metalaxyl  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

V  V  111  rA  U 

10 

6-8 

HVA 

6 

SGRA 

6 

259 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  handling 
and  storage  of 
pesticide. 

1177 

1 .  A  pesticide  is  stored  for  retail  sale  or  for  use  in  extermination  within  the  meaning 
of  the  Pesticides  Act. 

2.  The  total  mass  of  all  materials  stored  that  contain  the  pesticide,  in  any  form 
including  liquid  or  solid,  is  more  than  250  but  not  more  than  2,500  kilograms. 

3.  A  spill  of  the  pesticide  or  material  containing  the  pesticide  may  result  in  the 

nrpQpnpp  nf  Mpfnlaphlnr  nr  Q-Mptnlpphlnr  in  nrni  inrlwatpr  nr  Qiirfapp  wafpr 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

1178 

1 .  A  pesticide  is  stored  for  retail  sale  or  for  use  in  extermination  within  the  meaning 
of  the  Pesticides  Act. 

2.  The  total  mass  of  all  materials  stored  that  contain  the  pesticide,  in  any  form 
including  liquid  or  solid,  is  more  than  250  but  not  more  than  2,500  kilograms. 

3.  A  spill  of  the  pesticide  or  material  containing  the  pesticide  may  result  in  the 

nrp<?pnpp  nf  Ppnrlimpfhplin  in  nrni  inrlwpfpr  nr  Qiirfppp  wpfpr 

yjl  OOwl           KJI   1    dIUIMIdllClllll  III  ^IL/UI  lU  VVCllwl    KJI   OU 1  1  ClOw  Vv  Cllwl  . 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

1179 

1 .  A  pesticide  is  stored  at  a  facility  where  it  is  manufactured  or  processed,  or  from 
which  it  is  wholesaled,  excluding  storage  related  solely  to  retail  sale  or  for  use  in 
extermination  within  the  meaning  of  the  Pesticides  Act . 

2.  The  total  mass  of  all  materials  stored  that  contain  the  pesticide,  in  any  form 
including  liquid  or  solid,  is  more  than  2,500  kilograms. 

A  Qnill  nf  thp  np<5tipirlp  nr  mafprial  pnntaininn  thp  npQtipirIp  mav  rpQiilt  in  thp 

O .         o|^lll  KJI   11  Iw  [.^wollOIUw  XJI    II  iCllwl  ICll  V.f^JIILClllllll^  lllw  l^wOllOIUw  liiCiy   IWOUIl  III  lllw 

presence  of  Atrazine  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1180 

1 .  A  pesticide  is  stored  at  a  facility  where  it  is  manufactured  or  processed,  or  from 
which  it  is  wholesaled,  excluding  storage  related  solely  to  retail  sale  or  for  use  in 
extermination  within  the  meaning  of  the  Pesticides  Act. 

2.  The  total  mass  of  all  materials  stored  that  contain  the  pesticide,  in  any  form 
including  liquid  or  solid,  is  more  than  2,500  kilograms. 

3.  A  spill  of  the  pesticide  or  material  containing  the  pesticide  may  result  in  the 
presence  of  Dicamba  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1181 

1 .  A  pesticide  is  stored  at  a  facility  where  it  is  manufactured  or  processed,  or  from 
which  it  is  wholesaled,  excluding  storage  related  solely  to  retail  sale  or  for  use  in 
extermination  within  the  meaning  of  the  Pesticides  Act . 

2.  The  total  mass  of  all  materials  stored  that  contain  the  pesticide,  in  any  form 
including  liquid  or  solid,  is  more  than  2,500  kilograms. 

3.  A  spill  of  the  pesticide  or  material  containing  the  pesticide  may  result  in  the 
presence  of  Dichlorophenoxy  Acetic  Acid  (D-2,4)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

V  V  111  rA  U 

8  -  10 

6 

HVA 

6 

SGRA 

6 

260 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  handling 
and  storage  of 
pesticide. 

1182 

1 .  A  pesticide  is  stored  at  a  facility  winere  it  is  manufactured  or  processed,  or  from 
winicin  it  is  winolesaled,  excluding  storage  related  solely  to  retail  sale  or  for  use  in 
extermination  within  the  meaning  of  the  Pesticides  Act . 

2.  The  total  mass  of  all  materials  stored  that  contain  the  pesticide,  in  any  form 
including  liquid  or  solid,  is  more  than  2,500  kilograms. 

A  cinill  nf  thp  npQtipirIp  or  mafpripl  pnntaininn  thp  npQtipirIp  mav  rpQiilt  in  thp 

O .         jyjlll  KJI   11        [.JwOllOIUw  \JI    II  ICllwl  ICll  V.fXJI  ILClllllll^  lllw  |^wollV>IUw  IllCiy   IWOUIL  III  lllw 

presence  of  Dichloropropene-1 ,3  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1183 

1 .  A  pesticide  is  stored  at  a  facility  where  it  is  manufactured  or  processed,  or  from 
which  it  is  wholesaled,  excluding  storage  related  solely  to  retail  sale  or  for  use  in 
extermination  within  the  meaning  of  the  Pesticides  Act. 

2.  The  total  mass  of  all  materials  stored  that  contain  the  pesticide,  in  any  form 
including  liquid  or  solid,  is  more  than  2,500  kilograms. 

3.  A  spill  of  the  pesticide  or  material  containing  the  pesticide  may  result  in  the 
presence  ot  oiypnosaie  in  grounuwaier  or  suriace  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

1184 

1 .  A  pesticide  is  stored  at  a  facility  where  it  is  manufactured  or  processed,  or  from 
which  it  is  wholesaled,  excluding  storage  related  solely  to  retail  sale  or  for  use  in 
extermination  within  the  meaning  of  the  Pesticides  Act . 

2.  The  total  mass  of  all  materials  stored  that  contain  the  pesticide,  in  any  form 
including  liquid  or  solid,  is  more  than  2,500  kilograms. 

3.  A  spill  of  the  pesticide  or  material  containing  the  pesticide  may  result  in  the 
presence  of  MCPA  (2-methyl-4-chlorophenoxyacetic  acid  )  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

4.9  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1185 

1 .  A  pesticide  is  stored  at  a  facility  where  it  is  manufactured  or  processed,  or  from 
which  it  is  wholesaled,  excluding  storage  related  solely  to  retail  sale  or  for  use  in 
extermination  within  the  meaning  of  the  Pesticides  Act . 

2.  The  total  mass  of  all  materials  stored  that  contain  the  pesticide,  in  any  form 
including  liquid  or  solid,  is  more  than  2,500  kilograms. 

3.  A  spill  of  the  pesticide  or  material  containing  the  pesticide  may  result  in  the 

nrpQpnpp  nf  MOPR  ^4-^4-phlnrn-?-mpth\/lnhpnnY\/^hiitpnnip  apiri  ^  in  nrniinHwafpr 

lu/IWOWllV.fCy    VJI    Ivl  \_/ 1     LJ                     V.ylllV_/l\_/    £—    1  i            1  V  1^1           WJ^V  ll.J\Jl  lul  l\J  1 ClV_f  lU    1    III   UIV_/LJIIUVV  dlW  1 

or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WnrA-U 

10 

6-8 

HVA 

6 

SGRA 

6 

1186 

1 .  A  pesticide  is  stored  at  a  facility  where  it  is  manufactured  or  processed,  or  from 
which  it  is  wholesaled,  excluding  storage  related  solely  to  retail  sale  or  for  use  in 
extermination  within  the  meaning  of  the  Pesticides  Act. 

2.  The  total  mass  of  all  materials  stored  that  contain  the  pesticide,  in  any  form 
including  liquid  or  solid,  is  more  than  2,500  kilograms. 

3.  A  spill  of  the  pesticide  or  material  containing  the  pesticide  may  result  in  the 
presence  of  Mecoprop  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

4.9  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

V  V  III  U 

10 

8 

6 

HVA 

6 

SGRA 

6 

261 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  handling 
and  storage  of 
pesticide. 

1187 

1 .  A  pesticide  is  stored  at  a  facility  winere  it  is  manufactured  or  processed,  or  from 
winicin  it  is  winolesaled,  excluding  storage  related  solely  to  retail  sale  or  for  use  in 
extermination  within  the  meaning  of  the  Pesticides  Act . 

2.  The  total  mass  of  all  materials  stored  that  contain  the  pesticide,  in  any  form 
including  liquid  or  solid,  is  more  than  2,500  kilograms. 

A  Qnill  nf  thp  np<5tipirlp  nr  mptpripl  pnntaininn  thp  npQtipirIp  mav  rpQiilt  in  thp 

O .         o|^lll  KJI   11        [.JWOllOIUw  XJI    II  Id  Id  ICll  V.fXJI  IICIIIIIII^  Lllw  |^wollV>IUw  IllCiy   IWOUIL  III  lllw 

presence  of  Metalaxyl  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

1188 

1 .  A  pesticide  is  stored  at  a  facility  where  it  is  manufactured  or  processed,  or  from 
which  it  is  wholesaled,  excluding  storage  related  solely  to  retail  sale  or  for  use  in 
extermination  within  the  meaning  of  the  Pesticides  Act. 

2.  The  total  mass  of  all  materials  stored  that  contain  the  pesticide,  in  any  form 
including  liquid  or  solid,  is  more  than  2,500  kilograms. 

A  Qnill  nf  thp  np<?tipirlp  nr  mpfprial  pnntpininn  thp  np<?tipirlp  max/  rp<?iilt  in  thp 
o .      o|-/iii  Kji  11  iw  |-/woii\.yiuw  \ji  II  iciiwi  ICll  OL/iiiciiiiiii^  iiiw  |-/woiiv^iuw  iiiciy  iwouii  iii  iiiw 

presence  of  Metolachlor  or  s-Metolachlor  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

1189 

1 .  A  pesticide  is  stored  at  a  facility  where  it  is  manufactured  or  processed,  or  from 
which  it  is  wholesaled,  excluding  storage  related  solely  to  retail  sale  or  for  use  in 
extermination  within  the  meaning  of  the  Pesticides  Act . 

2.  The  total  mass  of  all  materials  stored  that  contain  the  pesticide,  in  any  form 
including  liquid  or  solid,  is  more  than  2,500  kilograms. 

A  Qnill  nf  thp  np<5tipirlp  nr  matprial  pnntaininn  thp  npQtipirIp  mav  rpQiilt  in  thp 

O.         o|^lll  KJI   11  Iw  [.JWOllOIUw  XJI    1  1  IClld  ICll           ILClll  III  1^  11  Iw  l^wollOIUw  1  1  iCly   1  WOUIl  III  11  Iw 

presence  of  Pendimethalin  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

1190 

1 .  A  pesticide  is  stored  for  retail  sale  or  for  use  in  extermination  within  the  meaning 
of  the  Pesticides  Act. 

2.  The  total  mass  of  all  materials  stored  that  contain  the  pesticide,  in  any  form 
including  liquid  or  solid,  is  more  than  2,500  kilograms. 

3.  A  spill  of  the  pesticide  or  material  containing  the  pesticide  may  result  in  the 
presence  of  Atrazine  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7.2  -  9 

4.8  -  7 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1191 

1 .  A  pesticide  is  stored  for  retail  sale  or  for  use  in  extermination  within  the  meaning 
of  the  Pesticides  Act. 

2.  The  total  mass  of  all  materials  stored  that  contain  the  pesticide,  in  any  form 
including  liquid  or  solid,  is  more  than  2,500  kilograms. 

3.  A  spill  of  the  pesticide  or  material  containing  the  pesticide  may  result  in  the 
presence  of  Dicamba  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

4.8  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

V  V  111  rA  U 

10 

8 

6 

HVA 

6 

SGRA 

6 

262 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  handling 
and  storage  of 
pesticide. 

1192 

1 .  A  pesticide  is  stored  for  retail  sale  or  for  use  in  extermination  within  the  meaning 
of  the  Pesticides  Act. 

2.  The  total  mass  of  all  materials  stored  that  contain  the  pesticide,  in  any  form 
including  liquid  or  solid,  is  more  than  2,500  kilograms. 

3.  A  spill  of  the  pesticide  or  material  containing  the  pesticide  may  result  in  the 

nrp<5pnpp  nf  DiphlnrnnhpnnYV  Appfip  Apirl  ^D-?  4\  in  nrni  inriwafpr  nr  Qiirfapp  wafpr 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7.2  -  9 

4.8  -  7 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WrlPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1193 

1 .  A  pesticide  is  stored  for  retail  sale  or  for  use  in  extermination  within  the  meaning 
of  the  Pesticides  Act. 

2.  The  total  mass  of  all  materials  stored  that  contain  the  pesticide,  in  any  form 
including  liquid  or  solid,  is  more  than  2,500  kilograms. 

3.  A  spill  of  the  pesticide  or  material  containing  the  pesticide  may  result  in  the 

nrpQpnpp  nf  Diphlnrnnrnnpnp-I     in  nrni  inriwafpr  nr  <?iirfppp  wpfpr 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

4.9  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1194 

1 .  A  pesticide  is  stored  for  retail  sale  or  for  use  in  extermination  within  the  meaning 
of  the  Pesticides  Act. 

2.  The  total  mass  of  all  materials  stored  that  contain  the  pesticide,  in  any  form 
including  liquid  or  solid,  is  more  than  2,500  kilograms. 

3.  A  spill  of  the  pesticide  or  material  containing  the  pesticide  may  result  in  the 

nrp<5pnpp  nf  fnlx/nhn^^afp  in  nrniinriwatpr  nr  Qiirfapp  watpr 
1^1  wowi  low  Kji         yji  iKjjciL^  III  ^i^juiivjvvdiwi  xji  ouii  cioo  vv  did  . 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1195 

1 .  A  pesticide  is  stored  for  retail  sale  or  for  use  in  extermination  within  the  meaning 
of  the  Pesticides  Act. 

2.  The  total  mass  of  all  materials  stored  that  contain  the  pesticide,  in  any  form 
including  liquid  or  solid,  is  more  than  2,500  kilograms. 

3.  A  spill  of  the  pesticide  or  material  containing  the  pesticide  may  result  in  the 
presence  of  MCPA  (2-methyl-4-chlorophenoxyacetic  acid  )  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1196 

1 .  A  pesticide  is  stored  for  retail  sale  or  for  use  in  extermination  within  the  meaning 
of  the  Pesticides  Act. 

2.  The  total  mass  of  all  materials  stored  that  contain  the  pesticide,  in  any  form 
including  liquid  or  solid,  is  more  than  2,500  kilograms. 

3.  A  spill  of  the  pesticide  or  material  containing  the  pesticide  may  result  in  the 
presence  of  MCPB  (4-(4-chloro-2-methylphenoxy)butanoic  acid  )  in  groundwater 
or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

4.9  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

263 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  handling 
and  storage  of 
pesticide. 

1197 

1 .  A  pesticide  is  stored  for  retail  sale  or  for  use  in  extermination  within  the  meaning 
of  the  Pesticides  Act. 

2.  The  total  mass  of  all  materials  stored  that  contain  the  pesticide,  in  any  form 
including  liquid  or  solid,  is  more  than  2,500  kilograms. 

3.  A  spill  of  the  pesticide  or  material  containing  the  pesticide  may  result  in  the 

nrp<?pnpp  nf  Mppnnrnn  in  nrni  inriwafpr  nr  Qiirfapp  watpr 

1^1  wowl           \JI   lvl^\j\J^I  ^[J  III  ^IXJUIIUVVCllwl    KJI   OUII  ClV_fC  Vv  dlwl  ■ 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1198 

1 .  A  pesticide  is  stored  for  retail  sale  or  for  use  in  extermination  within  the  meaning 
of  the  Pesticides  Act. 

2.  The  total  mass  of  all  materials  stored  that  contain  the  pesticide,  in  any  form 
including  liquid  or  solid,  is  more  than  2,500  kilograms. 

3.  A  spill  of  the  pesticide  or  material  containing  the  pesticide  may  result  in  the 

nrpQpnpp  nf  MptalPYX/l  in  nrniinriwatpr  nr  Qiirfppp  wpfpr 

|-/l  wOwl  low  XJ 1   1  VldCllClAy  1  III  ^  1  kJU  1  lU  Vvdlwl    \JI   OUII  ClOw  VV  Cllwl  . 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

5-7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1199 

1 .  A  pesticide  is  stored  for  retail  sale  or  for  use  in  extermination  within  the  meaning 
of  the  Pesticides  Act. 

2.  The  total  mass  of  all  materials  stored  that  contain  the  pesticide,  in  any  form 
including  liquid  or  solid,  is  more  than  2,500  kilograms. 

3.  A  spill  of  the  pesticide  or  material  containing  the  pesticide  may  result  in  the 
Dresence  of  Metolachlor  or  s-Metolachlor  in  aroundwater  or  surface  water 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1200 

1 .  A  pesticide  is  stored  for  retail  sale  or  for  use  in  extermination  within  the  meaning 
of  the  Pesticides  Act. 

2.  The  total  mass  of  all  materials  stored  that  contain  the  pesticide,  in  any  form 
including  liquid  or  solid,  is  more  than  2,500  kilograms. 

3.  A  spill  of  the  pesticide  or  material  containing  the  pesticide  may  result  in  the 
presence  of  Pendimethalin  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
VVrlr  A-U 

8  -  10 

6 

HVA 

6 

SGRA 

6 

The  storage  of 
agricultural 
source  material. 

1201 

1 .  The  agricultural  source  material  is  stored  at  or  above  grade  in  or  on  a 
permanent  nutrient  storage  facility. 

2.  The  weight  or  volume  of  manure  stored  annually  on  a  farm  unit  is  sufficient  to 
annually  land  apply  agricultural  source  material  at  a  rate  that  is  not  more  than  0.5 
nutrient  units  per  acre  of  the  farm  units. 

3.  A  spill  of  the  material  or  runoff  from  the  area  where  the  material  is  stored  may 
result  in  the  presence  of  Nitrogen  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 
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TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  storage  of 
agricultural 
source  material. 

1202 

1 .  The  agricultural  source  material  is  stored  at  or  above  grade  in  or  on  a 
permanent  nutrient  storage  facility. 

2.  The  weight  or  volume  of  manure  stored  annually  on  a  farm  unit  is  sufficient  to 
annually  land  apply  agricultural  source  material  at  a  rate  that  is  not  more  than  0.5 
nutrient  units  per  acre  of  the  farm  units. 

v3.  A  spill  OT  ine  material  or  runoii  irom  ine  area  wnere  ine  material  is  sioreu  may 
result  in  the  presence  of  Phosphorus  (total)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 

iJifLf  n  A  n 

WHPA-D 

HVA 

SGRA 

1203 

1 .  The  agricultural  source  material  is  stored  at  or  above  grade  on  a  temporary  field 
nutrient  storage  site. 

2.  The  weight  or  volume  of  manure  stored  annually  on  a  farm  unit  is  sufficient  to 
annually  land  apply  agricultural  source  material  at  a  rate  that  is  not  more  than  0.5 
nutrient  units  per  acre  of  the  farm  units. 

^  A  *^nill  nf  thp  matprip!  nr  riinnff  frnm  thp  arpa  whprp  thp  mptpripj  1*^  *^tnrprl  max/ 

O .  #V  Olu/lll           lllw  II  1  CllW  llul  V_/l    ILJIIUII    IIV_/III  IIIC^  ClIC^Cl  vVlldC^  lllw  IIIQlWllCll   lO  O IV./ 1  V^\_J  1  1  1  CI  V 

result  in  the  presence  of  Nitrogen  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

1204 

1 .  The  agricultural  source  material  is  stored  at  or  above  grade  on  a  temporary  field 
nutrient  storage  site. 

2.  The  weight  or  volume  of  manure  stored  annually  on  a  farm  unit  is  sufficient  to 
annually  land  apply  agricultural  source  material  at  a  rate  that  is  not  more  than  0.5 
nutrient  units  per  acre  of  the  farm  units. 

^  A  <^nill  nf  thp  matprip!  nr  riinnff  frnm  thp  arpa  whprp  thp  mptpripj     *^tnrprl  max/ 

O .  #V  Oj-ZIII  V_/l    lllw  II  1  CllV>  IICll  V_/l    ILJIIWII    IIUIII  lllw  CLi  \jCL  vVIIwIW  lllw  IIICllWllCll   lO  O  V\J  I           1  1  1  CI  V 

result  in  the  presence  of  Phosphorus  (total)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

HVA 

SGRA 

1205 

1 .  The  agricultural  source  material  is  stored  below  grade  in  or  on  a  permanent 
nutrient  storage  facility. 

2.  The  weight  or  volume  of  manure  stored  annually  on  a  farm  unit  is  sufficient  to 
annually  land  apply  agricultural  source  material  at  a  rate  that  is  not  more  than  0.5 
nutrient  units  per  acre  of  the  farm  units. 

3.  A  spill  of  the  material  or  runoff  from  the  area  where  the  material  is  stored  may 
result  in  the  presence  of  Nitrogen  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1206 

1 .  The  agricultural  source  material  is  stored  below  grade  in  or  on  a  permanent 
nutrient  storage  facility. 

2.  The  weight  or  volume  of  manure  stored  annually  on  a  farm  unit  is  sufficient  to 
annually  land  apply  agricultural  source  material  at  a  rate  that  is  not  more  than  0.5 
nutrient  units  per  acre  of  the  farm  units. 

3.  A  spill  of  the  material  or  runoff  from  the  area  where  the  material  is  stored  may 
result  in  the  presence  of  Phosphorus  (total)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 

V  V  III  rA  U 

HVA 

SGRA 
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TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  storage  of 
agricultural 
source  material. 

1207 

1 .  A  portion,  but  not  all,  of  the  agricultural  source  material  is  stored  above  grade  in 
or  on  a  permanent  nutrient  storage  facility. 

2.  The  weight  or  volume  of  manure  stored  annually  on  a  farm  unit  is  sufficient  to 
annually  land  apply  agricultural  source  material  at  a  rate  that  is  not  more  than  0.5 
nutrient  units  per  acre  of  the  farm  units. 

^  A  ^n\\\  nf  thp  matprip!  nr  riinnff  frnm  thp  arpa  whprp  thp  mptpria!     c;tnrprl  max/ 

result  in  the  presence  of  Nitrogen  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 

ijifi_m  A  n 

WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1208 

1 .  A  portion,  but  not  all,  of  the  agricultural  source  material  is  stored  above  grade  in 
or  on  a  permanent  nutrient  storage  facility. 

2.  The  weight  or  volume  of  manure  stored  annually  on  a  farm  unit  is  sufficient  to 
annually  land  apply  agricultural  source  material  at  a  rate  that  is  not  more  than  0.5 
nutrient  units  per  acre  of  the  farm  units. 

^  A  ^n\\\  nf  thp  matprip!  nr  riinnff  frnm  thp  arpa  whprp  thp  matpripl  1^;  QtnrpH  mav 

O .  #V  Ol^/lll  \Ji    LI  i\j  II  1  CllW  IICll  V_/l    ILJIIUII    IIV_/lii  lllv>  ClIWCl  VVIIwlW  lllw  liiClL^IICll   lO  0 1.*^  I  \>\Jt  1  1  1  CI  V 

result  in  the  presence  of  Phosphorus  (total)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

HVA 

SGRA 

1209 

1 .  The  agricultural  source  material  is  stored  at  or  above  grade  in  or  on  a 
permanent  nutrient  storage  facility. 

2.  The  weight  or  volume  of  manure  stored  annually  on  a  farm  unit  is  sufficient  to 
annually  land  apply  agricultural  source  material  at  a  rate  that  is  more  than  0.5,  but 
not  more  than  1 .0  nutrient  unit  per  acre  of  the  farm  units. 

^  A  <^nill  nf  thp  matprip!  nr  riinnff  frnm  thp  arpa  whprp  thp  mptpria!  1^;  QtnrpH  max/ 

O .  #V  Ol-'lll  V_/l    lllw  II  1  CllV>  IICll  Ul    ILJIIWII    IIUIII  lllv>  ClIC^Cl  VVIIVylW  Lll^  IIICllV^IICll   lO  O       1           1  1  1  CI  V 

result  in  the  presence  of  Nitrogen  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7.2  -  9 

4.8  -  7 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1210 

1 .  The  agricultural  source  material  is  stored  at  or  above  grade  in  or  on  a 
permanent  nutrient  storage  facility. 

2.  The  weight  or  volume  of  manure  stored  annually  on  a  farm  unit  is  sufficient  to 
annually  land  apply  agricultural  source  material  at  a  rate  that  is  more  than  0.5,  but 
not  more  than  1 .0  nutrient  unit  per  acre  of  the  farm  units. 

3.  A  spill  of  the  material  or  runoff  from  the  area  where  the  material  is  stored  may 
result  in  the  presence  of  Phosphorus  (total)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

4.9  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

HVA 

SGRA 

1211 

1 .  The  agricultural  source  material  is  stored  at  or  above  grade  on  a  temporary  field 
nutrient  storage  site. 

2.  The  weight  or  volume  of  manure  stored  annually  on  a  farm  unit  is  sufficient  to 
annually  land  apply  agricultural  source  material  at  a  rate  that  is  more  than  0.5,  but 
not  more  than  1 .0  nutrient  unit  per  acre  of  the  farm  units. 

3.  A  spill  of  the  material  or  runoff  from  the  area  where  the  material  is  stored  may 
result  in  the  presence  of  Nitrogen  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7.2  -  9 

4.8  -  7 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 
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TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablitity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  storage  of 
agricultural 
source  material. 

1212 

1 .  The  agricultural  source  material  is  stored  at  or  above  grade  on  a  temporary  field 
nutrient  storage  site. 

2.  The  weight  or  volume  of  manure  stored  annually  on  a  farm  unit  is  sufficient  to 
annually  land  apply  agricultural  source  material  at  a  rate  that  is  more  than  0.5,  but 
not  more  than  1 .0  nutrient  unit  per  acre  of  the  farm  units. 

3  A  c;nill  nf  thp  matprip!  nr  riinnff  frnm  thp  arpa  whprp  thp  mptpria!  1^;  QtnrpH  max/ 

O .  #V  Ol-'lll           lllw  II  1  CllV>  IICll  Ul    ILJIIUII    IIUIII  lllv>  CXi  \jCX  VVII^Iw  lllv>  IIICllV^IICll   lO  O 1  V>\..l  1  1  1  CI  V 

result  in  the  presence  of  Phosphorus  (total)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

4.9  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

HVA 

SGRA 

1213 

1 .  The  agricultural  source  material  is  stored  below  grade  in  or  on  a  permanent 
nutrient  storage  facility. 

2.  The  weight  or  volume  of  manure  stored  annually  on  a  farm  unit  is  sufficient  to 
annually  land  apply  agricultural  source  material  at  a  rate  that  is  more  than  0.5,  but 
not  more  than  1 .0  nutrient  unit  per  acre  of  the  farm  units. 

3  A  c;nill  nf  thp  matprja!  nr  riinnff  frnm  thp  arpa  whprp  thp  matpripl  1^;  QtnrpH  mav 

O .  #V  Ol^/lll  V_/l    Lllw  II  1  CllW  llul  V_/l    ILJIIV.'II    IIV_/III  Lllv>  ClIWCl  VVIIC^IW  lllv>   IIIUL^IICll   lO  0 I           1  1  1  CI  V 

result  in  the  presence  of  Nitrogen  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1214 

1 .  The  agricultural  source  material  is  stored  below  grade  in  or  on  a  permanent 
nutrient  storage  facility. 

2.  The  weight  or  volume  of  manure  stored  annually  on  a  farm  unit  is  sufficient  to 
annually  land  apply  agricultural  source  material  at  a  rate  that  is  more  than  0.5,  but 
not  more  than  1 .0  nutrient  unit  per  acre  of  the  farm  units. 

3  A  <^nill  nf  thp  matprip!  nr  riinnff  frnm  thp  arpa  whprp  thp  mptpria!  1^;  QtnrpH  max/ 

O .  #V  Ol-'lll  V_/l    lllw  II  1  CllV>  IICll  Ul    ILJIIUII    IIUIII  lllv>  ClIWCl  VVIIwlW  lllv>  IlldlWllCll   lO  O 1  V>\..l  1  1  1  CI  V 

result  in  the  presence  of  Phosphorus  (total)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7-10 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

HVA 

SGRA 

1215 

1 .  A  portion,  but  not  all,  of  the  agricultural  source  material  is  stored  above  grade  in 
or  on  a  permanent  nutrient  storage  facility. 

2.  The  weight  or  volume  of  manure  stored  annually  on  a  farm  unit  is  sufficient  to 
annually  land  apply  agricultural  source  material  at  a  rate  that  is  more  than  0.5,  but 
not  more  than  1 .0  nutrient  unit  per  acre  of  the  farm  units. 

3.  A  spill  of  the  material  or  runoff  from  the  area  where  the  material  is  stored  may 
result  in  the  presence  of  Nitrogen  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7.2  -  9 

4.8  -  7 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1216 

1 .  A  portion,  but  not  all,  of  the  agricultural  source  material  is  stored  above  grade  in 
or  on  a  permanent  nutrient  storage  facility. 

2.  The  weight  or  volume  of  manure  stored  annually  on  a  farm  unit  is  sufficient  to 
annually  land  apply  agricultural  source  material  at  a  rate  that  is  more  than  0.5,  but 
not  more  than  1 .0  nutrient  unit  per  acre  of  the  farm  units. 

3.  A  spill  of  the  material  or  runoff  from  the  area  where  the  material  is  stored  may 
result  in  the  presence  of  Phosphorus  (total)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

4.9  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

HVA 

SGRA 
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TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  storage  of 
agricultural 
source  material. 

1217 

1 .  The  agricultural  source  material  is  stored  at  or  above  grade  in  or  on  a 
permanent  nutrient  storage  facility. 

2.  The  weight  or  volume  of  manure  stored  annually  on  a  farm  unit  is  sufficient  to 
annually  land  apply  agricultural  source  material  at  a  rate  that  is  more  than  1 .0 
nutrient  unit  per  acre  of  the  farm  units. 

^  A  <^nill  nf  thp  mptpripj  nr  riinnff  frnm  thp  arpa  whprp  thp  mptpria!     c;tnrpH  max/ 

O .   #V  Ol^/lll            lllW   II  1  CllV>  IICll   V_/l     ILJIIWII    IIUIII    lllV>  CllCyCl   VVII^ICy    lllV>    IIICllV^IICll    lO  O 1  V>\..l    1  1  1  d  V 

result  in  the  presence  of  Nitrogen  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1218 

1 .  The  agricultural  source  material  is  stored  at  or  above  grade  in  or  on  a 
permanent  nutrient  storage  facility. 

2.  The  weight  or  volume  of  manure  stored  annually  on  a  farm  unit  is  sufficient  to 
annually  land  apply  agricultural  source  material  at  a  rate  that  is  more  than  1 .0 
nutrient  unit  per  acre  of  the  farm  units. 

^  A  ^n\\\  nf  thp  mptpripj  nr  riinnff  frnm  thp  arpa  whprp  thp  matpripl  1^;  QtnrpH  mav 

O .  #V  Olu/lll  V_/l    lllw  II  1  CllW  llul  V_/l    ILJIIV_/II    IIV_/III  lllw  ClIWCl  VVIIwlW  lllw  IIIUlWllCll   lO  0 1.*^  I  \>\Jt  1  1  1  CI  V 

result  in  the  presence  of  Phosphorus  (total)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

HVA 

SGRA 

1219 

1 .  The  agricultural  source  material  is  stored  at  or  above  grade  on  a  temporary  field 
nutrient  storage  site. 

2.  The  weight  or  volume  of  manure  stored  annually  on  a  farm  unit  is  sufficient  to 
annually  land  apply  agricultural  source  material  at  a  rate  that  is  more  than  1 .0 
nutrient  unit  per  acre  of  the  farm  units. 

^  A  <^nill  nf  thp  matprip!  nr  riinnff  frnm  thp  arpa  whprp  thp  mptpria!     <^tnrpH  max/ 

O .  #V  Ol-'lll  V_/l    lllw  II  1  CllV>  IICll  V_/l    ILJIIUII    IIUIII  lllv>  CXi  \jCX  VVIIwIW  lllv>  IIICllV^IICll   lO  O 1  V>\..l  1  1  1  CI  V 

result  in  the  presence  of  Nitrogen  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1220 

1 .  The  agricultural  source  material  is  stored  at  or  above  grade  on  a  temporary  field 
nutrient  storage  site. 

2.  The  weight  or  volume  of  manure  stored  annually  on  a  farm  unit  is  sufficient  to 
annually  land  apply  agricultural  source  material  at  a  rate  that  is  more  than  1 .0 
nutrient  unit  per  acre  of  the  farm  units. 

3.  A  spill  of  the  material  or  runoff  from  the  area  where  the  material  is  stored  may 
result  in  the  presence  of  Phosphorus  (total)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

HVA 

SGRA 

1221 

1 .  The  agricultural  source  material  is  stored  below  grade  in  or  on  a  permanent 
nutrient  storage  facility. 

2.  The  weight  or  volume  of  manure  stored  annually  on  a  farm  unit  is  sufficient  to 
annually  land  apply  agricultural  source  material  at  a  rate  that  is  more  than  1 .0 
nutrient  unit  per  acre  of  the  farm  units. 

3.  A  spill  of  the  material  or  runoff  from  the  area  where  the  material  is  stored  may 
result  in  the  presence  of  Nitrogen  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 
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TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  storage  of 
agricultural 
source  material. 

1222 

1 .  The  agricultural  source  material  is  stored  below  grade  in  or  on  a  permanent 
nutrient  storage  facility. 

2.  The  weight  or  volume  of  manure  stored  annually  on  a  farm  unit  is  sufficient  to 
annually  land  apply  agricultural  source  material  at  a  rate  that  is  more  than  1 .0 
nutrient  unit  per  acre  of  the  farm  units. 

3  A  c;nill  nf  thp  mptpripj  nr  riinnff  frnm  thp  arpa  whprp  thp  mptpria!  1^;  QtnrprI  max/ 

O .   #V  Ol-'lll            lllW   II  1  CllV>  IICll   V_/l     ILJIIUII    IIUIM    lllV>  CllCyCl   VVIIV^IW   lllV>    IlldlWllCll    lO  O        1  V>\..l    1  1  1  CI  V 

result  in  the  presence  of  Phosphorus  (total)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

HVA 

SGRA 

1223 

1 .  A  portion,  but  not  all,  of  the  agricultural  source  material  is  stored  above  grade  in 
or  on  a  permanent  nutrient  storage  facility. 

2.  The  weight  or  volume  of  manure  stored  annually  on  a  farm  unit  is  sufficient  to 
annually  land  apply  agricultural  source  material  at  a  rate  that  is  more  than  1 .0 
nutrient  unit  per  acre  of  the  farm  units. 

3.  A  spill  of  the  material  or  runoff  from  the  area  where  the  material  is  stored  may 
result  in  the  presence  of  Nitrogen  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1224 

1 .  A  portion,  but  not  all,  of  the  agricultural  source  material  is  stored  above  grade  in 
or  on  a  permanent  nutrient  storage  facility. 

2.  The  weight  or  volume  of  manure  stored  annually  on  a  farm  unit  is  sufficient  to 
annually  land  apply  agricultural  source  material  at  a  rate  that  is  more  than  1 .0 
nutrient  unit  per  acre  of  the  farm  units. 

3.  A  spill  of  the  material  or  runoff  from  the  area  where  the  material  is  stored  may 
result  in  the  presence  of  Phosphorus  (total)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
Wrlr  A-U 

HVA 

SGRA 

The  handling 
and  storage  of 
an  organic 
solvent. 

1225 

1 .  The  organic  solvent  is  stored  in  a  container  at  or  above  grade. 

2.  The  quantity  of  organic  solvent  stored  is  not  more  than  25  litres. 

3.  A  spill  of  the  solvent  may  result  in  the  presence  of  Carbon  Tetrachloride  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 

ijifi_m  A  n 

WnPA-D 

10 

8 

HVA 

SGRA 

1226 

1 .  The  organic  solvent  is  stored  in  a  container  at  or  above  grade. 

2.  The  quantity  of  organic  solvent  stored  is  not  more  than  25  litres. 

3.  A  spill  of  the  solvent  may  result  in  the  presence  of  Chloroform  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

V  V  111  U 

10 

8 

HVA 

SGRA 
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TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  handling 
and  storage  of 
an  organic 
solvent. 

1227 

1 .  The  organic  solvent  is  stored  in  a  container  at  or  above  grade. 

2.  Tine  quantity  of  organic  solvent  stored  is  not  more  than  25  litres. 

3.  A  spill  of  the  solvent  may  result  in  the  presence  of  Methylene  Chloride 
(Dichloromethane)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7-10 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

HVA 

SGRA 

1228 

1 .  The  organic  solvent  is  stored  in  a  container  at  or  above  grade. 

2.  The  quantity  of  organic  solvent  stored  is  not  more  than  25  litres. 

3.  A  spill  of  the  solvent  may  result  in  the  presence  of  Pentachlorophenol  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7.2-10 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

8-10 

HVA 

SGRA 

1229 

1 .  The  organic  solvent  is  stored  in  a  container  that  is  located  below  grade. 

2.  The  quantity  of  organic  solvent  stored  is  not  more  than  25  litres. 

3.  A  spill  of  the  solvent  may  result  in  the  presence  of  Carbon  Tetrachloride  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

1230 

1 .  The  organic  solvent  is  stored  in  a  container  that  is  located  below  grade. 

2.  The  quantity  of  organic  solvent  stored  is  not  more  than  25  litres. 

3.  A  spill  of  the  solvent  may  result  in  the  presence  of  Chloroform  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

1231 

1 .  The  organic  solvent  is  stored  in  a  container  that  is  located  below  grade. 

2.  The  quantity  of  organic  solvent  stored  is  not  more  than  25  litres. 

3.  A  spill  of  the  solvent  may  result  in  the  presence  of  Methylene  Chloride 
(Dichloromethane)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

V  V  111  rA  U 

10 

6-8 

HVA 

6 

SGRA 

6 
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TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  handling 
and  storage  of 
an  organic 
solvent. 

1232 

1 .  The  organic  solvent  is  stored  in  a  container  tinat  is  located  below  grade. 

2.  The  quantity  of  organic  solvent  stored  is  not  more  than  25  litres. 

3.  A  spill  of  the  solvent  may  result  in  the  presence  of  Pentachlorophenol  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

HVA 

SGRA 

1233 

1 .  The  organic  solvent  is  stored  in  a  container  a  part  of  which,  but  not  all,  is  below 
grade. 

2.  The  quantity  of  organic  solvent  stored  is  not  more  than  25  litres. 

3.  A  spill  of  the  solvent  may  result  in  the  presence  of  Carbon  Tetrachloride  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

1234 

1 .  The  organic  solvent  is  stored  in  a  container  a  part  of  which,  but  not  all,  is  below 
grade. 

2.  The  quantity  of  organic  solvent  stored  is  not  more  than  25  litres. 

3.  A  spill  of  the  solvent  may  result  in  the  presence  of  Chloroform  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

1235 

1 .  The  organic  solvent  is  stored  in  a  container  a  part  of  which,  but  not  all,  is  below 
grade. 

2.  The  quantity  of  organic  solvent  stored  is  not  more  than  25  litres. 

3.  A  spill  of  the  solvent  may  result  in  the  presence  of  Methylene  Chloride 
(Dichloromethane)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7-10 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

1236 

1 .  The  organic  solvent  is  stored  in  a  container  a  part  of  which,  but  not  all,  is  below 
grade. 

2.  The  quantity  of  organic  solvent  stored  is  not  more  than  25  litres. 

3.  A  spill  of  the  solvent  may  result  in  the  presence  of  Pentachlorophenol  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7.2-10 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

V  V  111  rA  U 

10 

8 

HVA 

SGRA 
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TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  handling 
and  storage  of 
an  organic 
solvent. 

1237 

1 .  The  organic  solvent  is  stored  in  a  container  at  or  above  grade. 

2.  Tine  quantity  of  organic  solvent  stored  is  more  than  25,  but  not  more  than  250 
litres. 

3.  A  spill  of  the  solvent  may  result  in  the  presence  of  Carbon  Tetrachloride  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 

ijifi_m  A  n 

WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

1238 

1 .  The  organic  solvent  is  stored  in  a  container  at  or  above  grade. 

2.  The  quantity  of  organic  solvent  stored  is  more  than  25,  but  not  more  than  250 
litres. 

3.  A  spill  of  the  solvent  may  result  in  the  presence  of  Chloroform  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

1239 

1 .  The  organic  solvent  is  stored  in  a  container  at  or  above  grade. 

2.  The  quantity  of  organic  solvent  stored  is  more  than  25,  but  not  more  than  250 
litres. 

3.  A  spill  of  the  solvent  may  result  in  the  presence  of  Methylene  Chloride 
(Dichloromethane)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

1240 

1 .  The  organic  solvent  is  stored  in  a  container  at  or  above  grade. 

2.  The  quantity  of  organic  solvent  stored  is  more  than  25,  but  not  more  than  250 
litres. 

3.  A  spill  of  the  solvent  may  result  in  the  presence  of  Pentachlorophenol  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

HVA 

SGRA 

1241 

1 .  The  organic  solvent  is  stored  in  a  container  that  is  located  below  grade. 

2.  The  quantity  of  organic  solvent  stored  is  more  than  25,  but  not  more  than  250 
litres. 

3.  A  spill  of  the  solvent  may  result  in  the  presence  of  Carbon  Tetrachloride  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7.2-10 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 
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TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  handling 
and  storage  of 
an  organic 
solvent. 

1242 

1 .  The  organic  solvent  is  stored  in  a  container  tinat  is  located  below  grade. 

2.  The  quantity  of  organic  solvent  stored  is  more  than  25,  but  not  more  than  250 
litres. 

3.  A  spill  of  the  solvent  may  result  in  the  presence  of  Chloroform  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 

ijifi_m  A  n 

WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1243 

1 .  The  organic  solvent  is  stored  in  a  container  that  is  located  below  grade. 

2.  The  quantity  of  organic  solvent  stored  is  more  than  25,  but  not  more  than  250 
litres. 

3.  A  spill  of  the  solvent  may  result  in  the  presence  of  Methylene  Chloride 
(Dichloromethane)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1244 

1 .  The  organic  solvent  is  stored  in  a  container  that  is  located  below  grade. 

2.  The  quantity  of  organic  solvent  stored  is  more  than  25,  but  not  more  than  250 
litres. 

3.  A  spill  of  the  solvent  may  result  in  the  presence  of  Pentachlorophenol  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

1245 

1 .  The  organic  solvent  is  stored  in  a  container  a  part  of  which,  but  not  all,  is  below 
grade. 

2.  The  quantity  of  organic  solvent  stored  is  more  than  25,  but  not  more  than  250 
litres. 

3.  A  spill  of  the  solvent  may  result  in  the  presence  of  Carbon  Tetrachloride  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1246 

1 .  The  organic  solvent  is  stored  in  a  container  a  part  of  which,  but  not  all,  is  below 
grade. 

2.  The  quantity  of  organic  solvent  stored  is  more  than  25,  but  not  more  than  250 
litres. 

3.  A  spill  of  the  solvent  may  result  in  the  presence  of  Chloroform  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 
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TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  handling 
and  storage  of 
an  organic 
solvent. 

1247 

1 .  The  organic  solvent  is  stored  in  a  container  a  part  of  winicin,  but  not  all,  is  below 
grade. 

2.  The  quantity  of  organic  solvent  stored  is  more  than  25,  but  not  more  than  250 
litres. 

3.  A  spill  of  the  solvent  may  result  in  the  presence  of  Methylene  Chloride 

/^nirhinrnmpthanp^  in  nrniinHwatpr  nr  c^iirfarp  watpr 

I       IV^IIIUIV_/lilV>lllClllV>/  III  UlULJIItvlVVClL^I    Wl    OLJII  CX\j\>  VV  dlw  1  . 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 

ijifi_m  A  n 

WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1248 

1 .  The  organic  solvent  is  stored  in  a  container  a  part  of  which,  but  not  all,  is  below 
grade. 

2.  The  quantity  of  organic  solvent  stored  is  more  than  25,  but  not  more  than  250 
litres. 

3.  A  spill  of  the  solvent  may  result  in  the  presence  of  Pentachlorophenol  in 

nrniinHwatpr  nr  c;iirfarp  watpr 

U  1      LJ  1  Itvl  VV  CI       1    \Ji    O  U  1  1  CjL\j\j  VV  ClL\>  1  . 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

1249 

1 .  The  organic  solvent  is  stored  in  a  container  at  or  above  grade. 

2.  The  quantity  of  organic  solvent  stored  is  more  than  250,  but  not  more  than 
2,500  litres. 

3.  A  spill  of  the  solvent  may  result  in  the  presence  of  Carbon  Tetrachloride  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1250 

1 .  The  organic  solvent  is  stored  in  a  container  at  or  above  grade. 

2.  The  quantity  of  organic  solvent  stored  is  more  than  250,  but  not  more  than 
2,500  litres. 

3.  A  spill  of  the  solvent  may  result  in  the  presence  of  Chloroform  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1251 

1 .  The  organic  solvent  is  stored  in  a  container  at  or  above  grade. 

2.  The  quantity  of  organic  solvent  stored  is  more  than  250,  but  not  more  than 
2,500  litres. 

3.  A  spill  of  the  solvent  may  result  in  the  presence  of  Methylene  Chloride 
(Dichloromethane)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

V  V  111  rA  U 

8  -  10 

6 

HVA 

6 

SGRA 

6 

274 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  handling 
and  storage  of 
an  organic 
solvent 

1252 

1 .  The  organic  solvent  is  stored  in  a  container  at  or  above  grade. 

2.  Tine  quantity  of  organic  solvent  stored  is  more  than  250,  but  not  more  than 
2,500  litres. 

^  A  cinill  nf  thp  *^nl\/pnt  mav  rp*^iilt  in  thp  nrp*^pnrp  nf  Ppntarhlnrnnhpnnl  in 

\J .   1  V  Ok,/lll    \J\    \.\  \\j  OX_/IVv^llL  llluy    Iv^OLJIl  III    Lllv^  l_/lv^Ov^llv.fV^  \J  I    1    v^ll  IClVif  1  ll\_/l\_/l,yllwllX_/l  III 

nrniindwatpr  nr  *^iirfppp  watpr 

U  1  U  LJ  1  1 VV  C4.       1    \J\    O  LJ  1  1  CIV-/ VV  CI  It/  1  . 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

1253 

1 .  The  organic  solvent  is  stored  in  a  container  that  is  located  below  grade. 

2.  The  quantity  of  organic  solvent  stored  is  more  than  250,  but  not  more  than 
2,500  litres. 

A  ciniii  nf  thp  <^nl\/pnt  mpv  rp<^iilt  in  thp  nrp*^pnrp  nf  Oarhnn  TptrarhinriHp  in 

\J  .   1  V  OL^III    \J\    Lllv^  OX_/IVv^llL  IlldiV    IV^OLJIL  III    lllv^  l>../IV^Ov^ll\..rv^  \J  \  \— /  kA.  I           1  1     1       LI          1  1 1\_/ 1  l\ul  w  III 

nrniinHwatPi'  nr  ciiirfppp  watpr 

U  i  U  LJ  1  1  V>l  VV  cut/  1    \J\    O  LJ  1  1  C4.V-/ 1/   VV  d       1  ■ 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1254 

1 .  The  organic  solvent  is  stored  in  a  container  that  is  located  below  grade. 

2.  The  quantity  of  organic  solvent  stored  is  more  than  250,  but  not  more  than 
2,500  litres. 

!^  A  ciniii  nf  thp  *^nl\/pnt  mav  rp*^iilt  in  thp  nrp*^pnrp  nf  nhlnrnfnrm  in  nrniinHwatpr  nr 

\J .   1  V  Olo/lll    \J\    lllv^  OX_/IVv^llL  llluy    Iv^OL/lll  III    lllv^  kylv^Ov^l  1  vy  V-/  \J  I    \J  lli\_/IUIUIIII    III  VJIULJIIUVV  UL  w  1    \J  1 

*^iirfprp  wptpr 

OLJI  i  Q.V_/ 1/  VVuLwl  ■ 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 

iJifLin  A  n 

WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1255 

1 .  The  organic  solvent  is  stored  in  a  container  that  is  located  below  grade. 

2.  The  quantity  of  organic  solvent  stored  is  more  than  250,  but  not  more  than 
2,500  litres. 

A  <^nill  nf  thp  <^nl\/pnt  mav  rp<^iilt  in  thp  rirp*^pnrp  nf  Mpthvlpnp  rihInriHp 

\J .   1  V  OL^III    \J\    LIIV^OX_/IVv^llLIIICIiy    Iv^OLJILIII    lllV^I_/IV^Ov^ll\../V^X_/l    IVIWlllVIV^IIV^   \_/ 1  1 1\_/ 1  1  VyI  t/ 

/^Dirhinrnmpthanp^  in  nrniinHwatpr  nr  ciiirfarp  watpr 

t  1— '  IV^IIIUIL^III^lllClll^f  III  UIWLJIIL>IVVCIL^I    \J\    OLJII  OV-zt/  VV  Cllw  1  ■ 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7-10 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1256 

1 .  The  organic  solvent  is  stored  in  a  container  that  is  located  below  grade. 

2.  The  quantity  of  organic  solvent  stored  is  more  than  250,  but  not  more  than 
2,500  litres. 

3.  A  spill  of  the  solvent  may  result  in  the  presence  of  Pentachlorophenol  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7.2-10 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

VV  111  U 

8  -  10 

6 

HVA 

6 

SGRA 

6 

275 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  handling 
and  storage  of 
an  organic 
solvent 

1257 

1 .  The  organic  solvent  is  stored  in  a  container  a  part  of  winicin,  but  not  all,  is  below 
grade. 

2.  The  quantity  of  organic  solvent  stored  is  more  than  250,  but  not  more  than 
2  500  litres 

^  A  cinill  nf  thp  *^nl\/pnt  mav  rp*^iilt  in  thp  nrp*^pnpp  nf  r^arhnn  Tptrarhlnridp  in 

\J .  1  V  OI_/lll  \J\    Lllw  OV_/IVwllL  llluy    IwOLJIL  III   Lllv^  l.ylv^Ov^ll\..«v^  \J  \   \_/Ul  t^\J\  \    1      LI  CIO  1  1 1  \_/ 1  1  V_<  III 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

6 

nrniinHwptpr  nr  *^iirfprp  watpr 

U  1  U  LJ  1  1  V>l  VV  Cllw  1    \J\    O  LJi  1  CIV^W  VV  C4.  It/  1  . 

HVA 

6 

SGRA 

6 

1258 

1 .  The  organic  solvent  is  stored  in  a  container  a  part  of  which,  but  not  all,  is  below 
grade. 

2.  The  quantity  of  organic  solvent  stored  is  more  than  250,  but  not  more  than 
2  500  litres 

t_  ,  O  V_/  \_/  llllwO. 

A  <^nill  nf  thp  <^nl\/pnt  mav  rp<^iilt  in  thp  nrp*^pnrp  nf  nhlnrnfnrm  in  nrniinHwatpr  nr 

\J .   1  I  OLylll    \J\    Lllv^  OX_/IVv^llL  llluy    Iv^OLJIL  III    lllw  yji  \j<D\^i             \J  i  V— /  lll\_/l\_/l\_/llll    III  UI\_/UIIUVVClLwl  \J\ 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

6 

*^iirfppp  wptpr 

HVA 

6 

SGRA 

6 

1259 

1 .  The  organic  solvent  is  stored  in  a  container  a  part  of  which,  but  not  all,  is  below 
grade. 

2.  The  quantity  of  organic  solvent  stored  is  more  than  250,  but  not  more  than 
2  500  litres 

t_  ,  O  Vy  v_/  llllwO. 

A  *^nill  nf  thp  *^nl\/pnt  mav  rpc;iilt  in  thp  nrp*^pnpp  nf  Mpthvlpnp  nhinridp 

\J .  1  V  Okylll  \J\    Lllv^  OV_/IVwllL  llluy    IvyOLJIL  III   Lllw  kylv^Ov^llVi/v^  \J  \    IVlwlllVlv^llv^  Vu/ 1  1 1  \_/ 1  1  \A  w 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

8 

6 

/^Dirhinrnmpthanp^  in  nrniinHwatpr  nr  ciiirfarp  watpr 

t  1— '  IVylllUIUIll^lllull^/  ill  UlULJiiVflVVClld    \J\    OLJii  C4.V_/ VV  ulw  1  ■ 

HVA 

6 

SGRA 

6 

1260 

1 .  The  organic  solvent  is  stored  in  a  container  a  part  of  which,  but  not  all,  is  below 
grade. 

2.  The  quantity  of  organic  solvent  stored  is  more  than  250,  but  not  more  than 
2  500  litres 

t_  ,  O  V_/  \_/  llllwO. 

A  ciniii  nf  thp  ciniupnt  mav  rp<^iilt  in  thp  rirp*^pnrp  nf  PpntprhlnrnnhpnnI  in 

\J .   1  V  OL^III    \J\    Lllv^  OV_/IV^IIl  llluy    IwOLJIL  III    11  Iw  yji  \j<D\j\  Wj\^  \J  I    1    V^ll  LUV_f  1  ll\_/IV_/l.^llv^llV_/l  III 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

8  -  10 

6 

groundwater  or  surface  water. 

HVA 

6 

SGRA 

6 

1261 

1 .  The  organic  solvent  is  stored  in  a  container  at  or  above  grade. 

2.  The  quantity  of  organic  solvent  stored  is  more  than  2,500  litres. 

3.  A  spill  of  the  solvent  may  result  in  the  presence  of  Carbon  Tetrachloride  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

4.8  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

V  V  111  U 

10 

8 

6 

HVA 

6 

SGRA 

6 

276 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  handling 
and  storage  of 
an  organic 
solvent. 

1262 

1 .  The  organic  solvent  is  stored  in  a  container  at  or  above  grade. 

2.  Tine  quantity  of  organic  solvent  stored  is  more  than  2,500  litres. 

3.  A  spill  of  the  solvent  may  result  in  the  presence  of  Chloroform  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7.2  -  9 

4.8  -  7 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1263 

1 .  The  organic  solvent  is  stored  in  a  container  at  or  above  grade. 

2.  The  quantity  of  organic  solvent  stored  is  more  than  2,500  litres. 

3.  A  spill  of  the  solvent  may  result  in  the  presence  of  Methylene  Chloride 
(Dichloromethane)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

4.9  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1264 

1 .  The  organic  solvent  is  stored  in  a  container  at  or  above  grade. 

2.  The  quantity  of  organic  solvent  stored  is  more  than  2,500  litres. 

3.  A  spill  of  the  solvent  may  result  in  the  presence  of  Pentachlorophenol  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1265 

1 .  The  organic  solvent  is  stored  in  a  container  that  is  located  below  grade. 

2.  The  quantity  of  organic  solvent  stored  is  more  than  2,500  litres. 

3.  A  spill  of  the  solvent  may  result  in  the  presence  of  Carbon  Tetrachloride  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1266 

1 .  The  organic  solvent  is  stored  in  a  container  that  is  located  below  grade. 

2.  The  quantity  of  organic  solvent  stored  is  more  than  2,500  litres. 

3.  A  spill  of  the  solvent  may  result  in  the  presence  of  Chloroform  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

V  V  111  rA  U 

10 

8 

6 

HVA 

6 

SGRA 

6 

277 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  handling 
and  storage  of 
an  organic 
solvent 

1267 

1 .  The  organic  solvent  is  stored  in  a  container  tinat  is  located  below  grade. 

2.  The  quantity  of  organic  solvent  stored  is  more  than  2,500  litres. 

3.  A  spill  of  the  solvent  may  result  in  the  presence  of  Methylene  Chloride 

^niphinrnmpfhanp^  in  nrniinHwatpr  nr  c;iirfppp  wafpr 

I       IV_illlV_/IV_/IIIWlllClllC>/    III  UlUUIIl-JVVCllWl    V_/l    OLJII  CIV_>W   VV  UlW  1  . 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1268 

1 .  The  organic  solvent  is  stored  in  a  container  that  is  located  below  grade. 

2.  The  quantity  of  organic  solvent  stored  is  more  than  2,500  litres. 

3.  A  spill  of  the  solvent  may  result  in  the  presence  of  Pentachlorophenol  in 

nrniinrlwptpi'  nr  c^iirfarp  watpr 

U  1      LJ  1  lU  vV  dlw  1    U 1    O  LJ  1  1  CX\j\>   VV  dl^  1  . 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1269 

1 .  The  organic  solvent  is  stored  in  a  container  a  part  of  which,  but  not  all,  is  below 
grade. 

2.  The  quantity  of  organic  solvent  stored  is  more  than  2,500  litres. 

^  A  cinill  nf  thp  *^nl\/pnt  mav  rp*^iilt  in  thp  nrp*^pnpp  nf  (^arhnn  Tptrarhlnridp  in 

\J .   /  \  OLylll    \J  I    Lllv^  OV_/IVWIIL  llluy    IwOLJIL  III    Lllv^  l.ylV^Ov^ll\..«V^  \J  I    \_/Cll  K/\Jl  I     1  w  11  Clw  1  1 1  \_/ 1  IVJ  III 

nrniindwatpr  nr  *^iirfppp  watpr 

U  1  U  LJ  1  1 VV  ulw  1    \J\    O  LJ  1  1  C4.V_/ VV  CI  It/  1  . 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

4.8  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1270 

1 .  The  organic  solvent  is  stored  in  a  container  a  part  of  which,  but  not  all,  is  below 
grade. 

2.  The  quantity  of  organic  solvent  stored  is  more  than  2,500  litres. 

A  <^nill  nf  thp  <^nl\/pnt  mav  rpc;iilt  in  thp  nrp*^pnrp  nf  nhlnrnfnrm  in  nrniindwatpr  nr 

\J .   /  V  OL^III    \J  I    Lllv^  OX_/IVWIIl  llldiy    IV^OLJIl  III    lllv^  LylvyOwllVifV^  \J  I    \_/  IIIV_/I\_/I\_/IIII    III  UluLJIIV^VVuL^I  \Jl 

*^iirfprp  wptpr 

OLJI  i  C4. V_/ VVCllWl  . 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7.2  -  9 

4.8  -  7 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1271 

1 .  The  organic  solvent  is  stored  in  a  container  a  part  of  which,  but  not  all,  is  below 
grade. 

2.  The  quantity  of  organic  solvent  stored  is  more  than  2,500  litres. 

3.  A  spill  of  the  solvent  may  result  in  the  presence  of  Methylene  Chloride 
(Dichloromethane)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

4.9  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

VV  111  rA  U 

10 

8 

6 

HVA 

6 

SGRA 

6 

278 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  handling 
and  storage  of 
an  organic 
solvent. 

1272 

1 .  The  organic  solvent  is  stored  in  a  container  a  part  of  winicin,  but  not  all,  is  below 
grade. 

2.  The  quantity  of  organic  solvent  stored  is  more  than  2,500  litres. 

3.  A  spill  of  the  solvent  may  result  in  the  presence  of  Pentachlorophenol  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
Wrlr  A-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

The  handling 
and  storage  of 
commercial 
fertilizer. 

1273 

1 .  The  commercial  fertilizer  is  stored  at  a  facility  where  it  is  manufactured  or 
processed,  or  from  which  it  is  wholesaled,  excluding  storage  related  solely  to  retail 
sale  or  in  relation  to  the  application  of  the  fertilizer. 

2.  The  total  mass  of  all  materials  stored  that  contain  the  commercial  fertilizer,  in 
any  form  including  liquid  or  solid,  is  not  more  than  25  kilograms. 

3  A  ^n\\\  nf  thp  fprtili7Pr  nr  mptpria!  rnntaininn  thp  fprtili7Pr  max/  rp^iiiit  in  thp 

presence  of  Nitrogen  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

8-10 

HVA 

SGRA 

1274 

1 .  The  commercial  fertilizer  is  stored  at  a  facility  where  it  is  manufactured  or 
processed,  or  from  which  it  is  wholesaled,  excluding  storage  related  solely  to  retail 
sale  or  in  relation  to  the  application  of  the  fertilizer. 

2.  The  total  mass  of  all  materials  stored  that  contain  the  commercial  fertilizer,  in 
any  form  including  liquid  or  solid,  is  not  more  than  25  kilograms. 

3  A  ^n\\\  nf  thp  fprtili7Pr  nr  matprip!  rnntaininn  thp  fprtili7Pr  mav  rp^iiiit  in  thp 

\J .   #1  Ol^lll    \J  I    Lllw    I^ILIII^wl    \Jl    IIIQLwIICll   V.fV_/IILdllllllV^    Lll^    I^ILIII^wl    IIICIV    I^OLJIl  III  Lll^ 

presence  of  Phosphorus  (total)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

HVA 

SGRA 

1275 

1 .  The  commercial  fertilizer  is  stored  for  retail  sale  or  in  relation  to  its  application. 

2.  The  total  mass  of  all  materials  stored  that  contain  the  commercial  fertilizer,  in 
any  form  including  liquid  or  solid,  is  not  more  than  25  kilograms. 

3.  A  spill  of  the  fertilizer  or  material  containing  the  fertilizer  may  result  in  the 
presence  of  Nitrogen  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 

ijifi_m  A  n 

WnPA-D 

10 

8 

HVA 

SGRA 

1276 

1 .  The  commercial  fertilizer  is  stored  for  retail  sale  or  in  relation  to  its  application. 

2.  The  total  mass  of  all  materials  stored  that  contain  the  commercial  fertilizer,  in 
any  form  including  liquid  or  solid,  is  not  more  than  25  kilograms. 

3.  A  spill  of  the  fertilizer  or  material  containing  the  fertilizer  may  result  in  the 
presence  of  Phosphorus  (total)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7-10 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

V  V  III  U 

HVA 

SGRA 

279 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  handling 
and  storage  of 
commercial 
fertilizer. 

1277 

1 .  The  commercial  fertilizer  is  stored  at  a  facility  where  it  is  manufactured  or 
processed,  or  from  which  it  is  wholesaled,  excluding  storage  related  solely  to  retail 
sale  or  in  relation  to  the  application  of  the  fertilizer. 

2.  The  total  mass  of  all  materials  stored  that  contain  the  commercial  fertilizer,  in 
any  form  including  liquid  or  solid,  is  more  than  25  but  not  more  than  250  kilograms. 

3.  A  spill  of  the  fertilizer  or  material  containing  the  fertilizer  may  result  in  the 
presence  of  Nitrogen  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

8 

HVA 

SGRA 

1278 

1 .  The  commercial  fertilizer  is  stored  at  a  facility  where  it  is  manufactured  or 
processed,  or  from  which  it  is  wholesaled,  excluding  storage  related  solely  to  retail 
sale  or  in  relation  to  the  application  of  the  fertilizer. 

2.  The  total  mass  of  all  materials  stored  that  contain  the  commercial  fertilizer,  in 
any  form  including  liquid  or  solid,  is  more  than  25  but  not  more  than  250  kilograms. 

3.  A  spill  of  the  fertilizer  or  material  containing  the  fertilizer  may  result  in  the 
presence  of  Phosphorus  (total)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

HVA 

SGRA 

1279 

1 .  The  commercial  fertilizer  is  stored  for  retail  sale  or  in  relation  to  its  application. 

2.  The  total  mass  of  all  materials  stored  that  contain  the  commercial  fertilizer,  in 
any  form  including  liquid  or  solid,  is  more  than  25  but  not  more  than  250  kilograms. 

3.  A  spill  of  the  fertilizer  or  material  containing  the  fertilizer  may  result  in  the 
presence  of  Nitrogen  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

1280 

1 .  The  commercial  fertilizer  is  stored  for  retail  sale  or  in  relation  to  its  application. 

2.  The  total  mass  of  all  materials  stored  that  contain  the  commercial  fertilizer,  in 
any  form  including  liquid  or  solid,  is  more  than  25  but  not  more  than  250  kilograms. 

3.  A  spill  of  the  fertilizer  or  material  containing  the  fertilizer  may  result  in  the 
presence  of  Phosphorus  (total)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

HVA 

SGRA 

1281 

1 .  The  commercial  fertilizer  is  stored  at  a  facility  where  it  is  manufactured  or 
processed,  or  from  which  it  is  wholesaled,  excluding  storage  related  solely  to  retail 
sale  or  in  relation  to  the  application  of  the  fertilizer. 

2.  The  total  mass  of  all  materials  stored  that  contain  the  commercial  fertilizer,  in 
any  form  including  liquid  or  solid,  is  more  than  250  but  not  more  than  2,500 
kilograms. 

3.  A  spill  of  the  fertilizer  or  material  containing  the  fertilizer  may  result  in  the 
presence  of  Nitrogen  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

WHPA.rt 
VV  nrM-LI 

10 

6-8 

HVA 

6 

SGRA 

6 

280 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  handling 
and  storage  of 
commercial 
fertilizer. 

1282 

1 .  The  commercial  fertilizer  is  stored  at  a  facility  where  it  is  manufactured  or 
processed,  or  from  which  it  is  wholesaled,  excluding  storage  related  solely  to  retail 
sale  or  in  relation  to  the  application  of  the  fertilizer. 

2.  The  total  mass  of  all  materials  stored  that  contain  the  commercial  fertilizer,  in 
any  form  including  liquid  or  solid,  is  more  than  250  but  not  more  than  2,500 
kilograms. 

o.  M  spill  OT  ine  Teriiiizer  or  maieriai  containing  ine  Teriiiizer  may  resuii  in  ine 
presence  of  Phosphorus  (total)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

HVA 

SGRA 

1283 

1 .  The  commercial  fertilizer  is  stored  for  retail  sale  or  in  relation  to  its  application. 

2.  The  total  mass  of  all  materials  stored  that  contain  the  commercial  fertilizer,  in 
any  form  including  liquid  or  solid,  is  more  than  250  but  not  more  than  2,500 
kilograms. 

3.  A  spill  of  the  fertilizer  or  material  containing  the  fertilizer  may  result  in  the 
nrpQpnpp  nf  Nitrnnpn  in  nrniinHwafpr  nr  *^iirfppp  wafpr 

lu/IWOWIIV.fW                                     III  UIV./LIII\_JvVCllWl    KJi    OLJII  ClV_>w  VV  dlw  1  . 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WnPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1284 

1 .  The  commercial  fertilizer  is  stored  for  retail  sale  or  in  relation  to  its  application. 

2.  The  total  mass  of  all  materials  stored  that  contain  the  commercial  fertilizer,  in 
any  form  including  liquid  or  solid,  is  more  than  250  but  not  more  than  2,500 
kilograms. 

3.  A  spill  of  the  fertilizer  or  material  containing  the  fertilizer  may  result  in  the 
nrpQpnrp  nf  Phn*^nhnrii<^  /^tntah  in  nrniinrlwptpr  nr  <^iirfprp  wafpr 

l_/IV>OV>IIV.yW  KJi    1    IIWOI-'IIWILJO  t       ICll/  III  UIWLJIItvlVVCl  lv>  1    KJi    O  LJ  1  1  Clv^  V>   vV  dlw  1  . 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WnPA-D 

HVA 

SGRA 

1285 

1 .  The  commercial  fertilizer  is  stored  at  a  facility  where  it  is  manufactured  or 
processed,  or  from  which  it  is  wholesaled,  excluding  storage  related  solely  to  retail 
sale  or  in  relation  to  the  application  of  the  fertilizer. 

2.  The  total  mass  of  all  materials  stored  that  contain  the  commercial  fertilizer,  in 
any  form  including  liquid  or  solid,  is  more  than  2,500  kilograms. 

3.  A  spill  of  the  fertilizer  or  material  containing  the  fertilizer  may  result  in  the 
presence  of  Nitrogen  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WnPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1286 

1 .  The  commercial  fertilizer  is  stored  at  a  facility  where  it  is  manufactured  or 
processed,  or  from  which  it  is  wholesaled,  excluding  storage  related  solely  to  retail 
sale  or  in  relation  to  the  application  of  the  fertilizer. 

2.  The  total  mass  of  all  materials  stored  that  contain  the  commercial  fertilizer,  in 
any  form  including  liquid  or  solid,  is  more  than  2,500  kilograms. 

3.  A  spill  of  the  fertilizer  or  material  containing  the  fertilizer  may  result  in  the 
presence  of  Phosphorus  (total)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

HVA 

SGRA 

281 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  handling 
and  storage  of 
commercial 
fertilizer. 

1287 

1 .  The  commercial  fertilizer  is  stored  for  retail  sale  or  in  relation  to  its  application. 

2.  The  total  mass  of  all  materials  stored  that  contain  the  commercial  fertilizer,  in 
any  form  including  liquid  or  solid,  is  more  than  2,500  kilograms. 

3.  A  spill  of  the  fertilizer  or  material  containing  the  fertilizer  may  result  in  the 
presence  of  Nitrogen  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7.2  -  9 

4.8  -  7 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1288 

1 .  The  commercial  fertilizer  is  stored  for  retail  sale  or  in  relation  to  its  application. 

2.  The  total  mass  of  all  materials  stored  that  contain  the  commercial  fertilizer,  in 
any  form  including  liquid  or  solid,  is  more  than  2,500  kilograms. 

3.  A  spill  of  the  fertilizer  or  material  containing  the  fertilizer  may  result  in  the 
presence  of  Phosphorus  (total)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

4.9  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
vVrlr  A-U 

HVA 

SGRA 

The  handling 
and  storage  of 
fuel. 

1289 

1 .  The  storage  of  liquid  fuel  in  a  tank  at  or  above  grade  at  a  bulk  plant  as  defined 
in  section  1  of  0.  Reg.  217/01  (Liquid  Fuels)  made  under  the  Technical  Standards 
and  Safety  Act,  2000,  or  a  facility  that  manufacturers  or  refines  fuel. 

2.  The  fuel  is  stored  in  a  quantity  that  is  not  more  than  25  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  BTEX  in  groundwater  or  surface 

VVCILOI  • 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

8-10 

HVA 

SGRA 

1290 

1 .  The  storage  of  liquid  fuel  in  a  tank  at  or  above  grade  at  a  bulk  plant  as  defined 
in  section  1  of  0.  Reg.  21 7/01  (Liquid  Fuels)  made  under  the  Technical  Standards 
and  Safety  Act,  2000,  or  a  facility  that  manufacturers  or  refines  fuel. 

2.  The  fuel  is  stored  in  a  quantity  that  is  not  more  than  25  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum  Hydrocarbons  F1 
(nC6-nC10)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

HVA 

SGRA 

1291 

1 .  The  storage  of  liquid  fuel  in  a  tank  at  or  above  grade  at  a  bulk  plant  as  defined 
in  section  1  of  0.  Reg.  217/01  (Liquid  Fuels)  made  under  the  Technical  Standards 
and  Safety  Act,  2000,  or  a  facility  that  manufacturers  or  refines  fuel. 

2.  The  fuel  is  stored  in  a  quantity  that  is  not  more  than  25  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum  Hydrocarbons 
F4  (>nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

HVA 

SGRA 

282 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  handling 
and  storage  of 
fuel. 

1292 

1 .  The  storage  of  liquid  fuel  in  a  tank  at  or  above  grade  at  a  bulk  plant  as  defined 
in  section  1  of  0.  Reg.  217/01  (Liquid  Fuels)  made  under  the  Technical  Standards 
and  Safety  Act,  2000,  or  a  facility  that  manufacturers  or  refines  fuel. 

2.  The  fuel  is  stored  in  a  quantity  that  is  not  more  than  25  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum  Hydrocarbons  F2 
(>nC1 0-nC1 6)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

HVA 

SGRA 

1293 

1 .  The  storage  of  liquid  fuel  in  a  tank  at  or  above  grade  at  a  bulk  plant  as  defined 
in  section  1  of  0.  Reg.  217/01  (Liquid  Fuels)  made  under  the  Technical  Standards 
and  Safety  Act,  2000,  or  a  facility  that  manufacturers  or  refines  fuel. 

2.  The  fuel  is  stored  in  a  quantity  that  is  not  more  than  25  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum 
Hydrocarbons  F3  (>nC16-nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

HVA 

SGRA 

1294 

1 .  The  storage  of  liquid  fuel  in  a  tank  at  or  above  grade  at  a  facility  as  defined  in 
section  1  of  0.  Reg.  21 3/01  (Fuel  Oil)  made  under  the  Technical  Standards  and 
Safety  Act,  2000  or  a  facility  as  defined  in  section  1  of  0.  Reg.  217/01  (Liquid 
Fuels)  made  under  the  Technical  Standards  and  Safety  Act,  2000,  but  not 
including  a  bulk  plant. 

2.  The  fuel  is  stored  in  a  quantity  that  is  not  more  than  25  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  BTEX  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

HVA 

SGRA 

1295 

1 .  The  storage  of  liquid  fuel  in  a  tank  at  or  above  grade  at  a  facility  as  defined  in 
section  1  of  0.  Reg.  213/01  (Fuel  Oil)  made  under  the  Technical  Standards  and 
Safety  Act,  2000  or  a  facility  as  defined  in  section  1  of  0.  Reg.  217/01  (Liquid 
Fuels)  made  under  the  Technical  Standards  and  Safety  Act,  2000,  but  not 
including  a  bulk  plant. 

2.  The  fuel  is  stored  in  a  quantity  that  is  not  more  than  25  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum  Hydrocarbons  F1 
^n(_/tD-n(_/  lu)  in  grounuwaier  or  suriace  waier. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7.2-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

8-10 

HVA 

SGRA 

1296 

1 .  The  storage  of  liquid  fuel  in  a  tank  at  or  above  grade  at  a  facility  as  defined  in 
section  1  of  0.  Reg.  213/01  (Fuel  Oil)  made  under  the  Technical  Standards  and 
Safety  Act,  2000  or  a  facility  as  defined  in  section  1  of  0.  Reg.  217/01  (Liquid 
Fuels)  made  under  the  Technical  Standards  and  Safety  Act,  2000,  but  not 
including  a  bulk  plant. 

2.  The  fuel  is  stored  in  a  quantity  that  is  not  more  than  25  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum  Hydrocarbons 
F4  (>nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

8-10 

HVA 

SGRA 

283 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  handling 
and  storage  of 
fuel. 

1297 

1 .  The  storage  of  liquid  fuel  in  a  tank  at  or  above  grade  at  a  facility  as  defined  in 
section  1  of  0.  Reg.  21 3/01  (Fuel  Oil)  made  under  the  Technical  Standards  and 
Safety  Act,  2000  or  a  facility  as  defined  in  section  1  of  0.  Reg.  217/01  (Liquid 
Fuels)  made  under  the  Technical  Standards  and  Safety  Act,  2000,  but  not 
including  a  bulk  plant. 

2.  The  fuel  is  stored  in  a  quantity  that  is  not  more  than  25  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum  Hydrocarbons  F2 
(>nC1 0-nC1 6)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

1A/LJDA  n 

WnrA-U 

8-10 

HVA 

SGRA 

1298 

1 .  The  storage  of  liquid  fuel  in  a  tank  at  or  above  grade  at  a  facility  as  defined  in 
section  1  of  0.  Reg.  213/01  (Fuel  Oil)  made  under  the  Technical  Standards  and 
Safety  Act,  2000  or  a  facility  as  defined  in  section  1  of  0.  Reg.  217/01  (Liquid 
Fuels)  made  under  the  Technical  Standards  and  Safety  Act,  2000,  but  not 
including  a  bulk  plant. 

2.  The  fuel  is  stored  in  a  quantity  that  is  not  more  than  25  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum 
Hydrocarbons  F3  (>nC16-nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WMHA-U 

8-10 

HVA 

SGRA 

1299 

1 .  The  storage  of  liquid  fuel  in  a  tank  below  grade  and  at  a  facility  as  defined  in 
section  1  of  0.  Reg.  213/01  (Fuel  Oil)  made  under  the  Technical  Standards  and 
Safety  Act,  2000  or  a  facility  as  defined  in  section  1  of  0.  Reg.  217/01  (Liquid 
Fuels)  made  under  the  Technical  Standards  and  Safety  Act,  2000,  but  not 
including  a  bulk  plant. 

2.  The  fuel  is  stored  in  a  quantity  that  is  not  more  than  25  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  BTEX  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 

WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

1300 

1 .  The  storage  of  liquid  fuel  in  a  tank  below  grade  and  at  a  facility  as  defined  in 
section  1  of  0.  Reg.  213/01  (Fuel  Oil)  made  under  the  Technical  Standards  and 
Safety  Act,  2000  or  a  facility  as  defined  in  section  1  of  0.  Reg.  217/01  (Liquid 
Fuels)  made  under  the  Technical  Standards  and  Safety  Act,  2000,  but  not 
including  a  bulk  plant. 

2.  The  fuel  is  stored  in  a  quantity  that  is  not  more  than  25  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum  Hydrocarbons  F1 
(nC6-nC10)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WHPA-D 

10 

8 

HVA 

SGRA 

284 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  handling 
and  storage  of 
fuel. 

1301 

1 .  The  storage  of  liquid  fuel  in  a  tank  below  grade  and  at  a  facility  as  defined  in 
section  1  of  0.  Reg.  213/01  (Fuel  Oil)  made  under  the  Technical  Standards  and 
Safety  Act,  2000  or  a  facility  as  defined  in  section  1  of  0.  Reg.  217/01  (Liquid 
Fuels)  made  under  the  Technical  Standards  and  Safety  Act,  2000,  but  not 
including  a  bulk  plant. 

2.  The  fuel  is  stored  in  a  quantity  that  is  not  more  than  25  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum  Hydrocarbons 

1 —  A    1         /~\r\  .1  \    ■                          1         J.                         I.  i 

F4  (>nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

HVA 

SGRA 

1302 

1 .  The  storage  of  liquid  fuel  in  a  tank  below  grade  and  at  a  facility  as  defined  in 
section  1  of  0.  Reg.  21 3/01  (Fuel  Oil)  made  under  the  Technical  Standards  and 
Safety  Act,  2000  or  a  facility  as  defined  in  section  1  of  0.  Reg.  217/01  (Liquid 
Fuels)  made  under  the  Technical  Standards  and  Safety  Act,  2000,  but  not 
including  a  bulk  plant. 

2.  The  fuel  is  stored  in  a  quantity  that  is  not  more  than  25  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum  Hydrocarbons  F2 
(>nC1 0-nC1 6)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WMHA-U 

10 

8 

HVA 

SGRA 

1303 

1 .  The  storage  of  liquid  fuel  in  a  tank  below  grade  and  at  a  facility  as  defined  in 
section  1  of  0.  Reg.  21 3/01  (Fuel  Oil)  made  under  the  Technical  Standards  and 
Safety  Act,  2000  or  a  facility  as  defined  in  section  1  of  0.  Reg.  217/01  (Liquid 
Fuels)  made  under  the  Technical  Standards  and  Safety  Act,  2000,  but  not 
including  a  bulk  plant. 

2.  The  fuel  is  stored  in  a  quantity  that  is  not  more  than  25  litres. 
3  A  <^nill  nf  thp  fiipl  mav  rp*^iilt  in  thp  nrp*^pnpp  nf  Pptrnlpiim 

\J  .   #1  Ok^lll    \J  I    Lll^    ILJwl    IllCiy    I^OLJIL  III    Lllw   k^l^OwllV^^   \J  I    1  wLIV_/lwLJIII 

Hydrocarbons  F3  (>nC16-nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WnPA-D 

10 

8 

HVA 

SGRA 

1304 

1 .  The  storage  of  liquid  fuel  in  a  tank  below  grade  at  a  bulk  plant  as  defined  in 
section  1  of  0.  Reg.  217/01  (Liquid  Fuels)  made  under  the  Technical  Standards 
and  Safety  Act,  2000,  or  a  facility  that  manufacturers  or  refines  fuel. 

2.  The  fuel  is  stored  in  a  quantity  that  is  not  more  than  25  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  BTEX  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

285 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  handling 
and  storage  of 
fuel. 

1305 

1 .  The  storage  of  liquid  fuel  in  a  tank  below  grade  at  a  bulk  plant  as  defined  in 
section  1  of  0.  Reg.  217/01  (Liquid  Fuels)  made  under  the  Technical  Standards 
and  Safety  Act,  2000,  or  a  facility  that  manufacturers  or  refines  fuel. 

2.  The  fuel  is  stored  in  a  quantity  that  is  not  more  than  25  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum  Hydrocarbons  F1 

^nO.R-n0.in^  in  nrni  inrlvA/ptpc  nr  Qiirtppp  wpfpr 

^IIOU   I  Wj  \  \J  J  III  ^lUUI  ItJ  VvClld    Ul   oU  1  1  Cll->C  VvdlC  1  . 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

HVA 

SGRA 

1306 

1 .  The  storage  of  liquid  fuel  in  a  tank  below  grade  at  a  bulk  plant  as  defined  in 
section  1  of  0.  Reg.  217/01  (Liquid  Fuels)  made  under  the  Technical  Standards 
and  Safety  Act,  2000,  or  a  facility  that  manufacturers  or  refines  fuel. 

2.  The  fuel  is  stored  in  a  quantity  that  is  not  more  than  25  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum  Hydrocarbons 

F4.  {"^nC^.^A.^  in  nrni  inrlvA/ptpr  nr  Qiirfppp  \A/ptpr 

1  *+  y^\\\^\J'-rj  III  y  1  UUI  ItJVVClld   Ul    OUIICIV-'C  VvClld  . 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

HVA 

SGRA 

1307 

1 .  The  storage  of  liquid  fuel  in  a  tank  below  grade  at  a  bulk  plant  as  defined  in 
section  1  of  0.  Reg.  217/01  (Liquid  Fuels)  made  under  the  Technical  Standards 
and  Safety  Act,  2000,  or  a  facility  that  manufacturers  or  refines  fuel. 

2.  The  fuel  is  stored  in  a  quantity  that  is  not  more  than  25  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum  Hydrocarbons  F2 

{"^nC^A  O-nOI  R\  in  nrni  inriwafpr  nr  qi  irfapp  watpr 

1  v.*   1  1'*-'  '  ^/  "  '  y           '•JVVClld    KJI    OUI  1  ClV.fW  VvClld  . 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

8 

HVA 

SGRA 

1308 

1 .  The  storage  of  liquid  fuel  in  a  tank  below  grade  at  a  bulk  plant  as  defined  in 
section  1  of  0.  Reg.  217/01  (Liquid  Fuels)  made  under  the  Technical  Standards 
and  Safety  Act,  2000,  or  a  facility  that  manufacturers  or  refines  fuel. 

2.  The  fuel  is  stored  in  a  quantity  that  is  not  more  than  25  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum 
Hydrocarbons  F3  (>nC16-nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

HVA 

SGRA 

1309 

1 .  The  storage  of  liquid  fuel  in  a  tank,  a  part  of  which,  but  not  all,  is  below  grade  at 
a  facility  as  defined  in  section  1  of  0.  Reg.  213/01  (Fuel  Oil)  made  under  the 
Technical  Standards  and  Safety  Act,  2000  or  a  facility  as  defined  in  section  1  of  0. 
Reg.  217/01  (Liquid  Fuels)  made  under  the  Technical  Standards  and  Safety  Act, 
2000,  but  not  including  a  bulk  plant. 

2.  The  fuel  is  stored  in  a  quantity  that  is  not  more  than  25  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  BTEX  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

286 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  handling 
and  storage  of 
fuel. 

1310 

1 .  The  storage  of  liquid  fuel  in  a  tank,  a  part  of  which,  but  not  all,  is  below  grade  at 
a  facility  as  defined  in  section  1  of  0.  Reg.  21 3/01  (Fuel  Oil)  made  under  the 
Technical  Standards  and  Safety  Act,  2000  or  a  facility  as  defined  in  section  1  of  0. 
Reg.  21 7/01  (Liquid  Fuels)  made  under  the  Technical  Standards  and  Safety  Act, 
2000,  but  not  including  a  bulk  plant. 

2.  The  fuel  is  stored  in  a  quantity  that  is  not  more  than  25  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum  Hydrocarbons  F1 
(nC6-nC10)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7.2-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

HVA 

SGRA 

1311 

1 .  The  storage  of  liquid  fuel  in  a  tank,  a  part  of  which,  but  not  all,  is  below  grade  at 
a  facility  as  defined  in  section  1  of  0.  Reg.  213/01  (Fuel  Oil)  made  under  the 
Technical  Standards  and  Safety  Act,  2000  or  a  facility  as  defined  in  section  1  of  0. 
Reg.  21 7/01  (Liquid  Fuels)  made  under  the  Technical  Standards  and  Safety  Act, 
2000,  but  not  including  a  bulk  plant. 

2.  The  fuel  is  stored  in  a  quantity  that  is  not  more  than  25  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum  Hydrocarbons 
F4  (>nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WMHA-U 

10 

8 

HVA 

SGRA 

1312 

1 .  The  storage  of  liquid  fuel  in  a  tank,  a  part  of  which,  but  not  all,  is  below  grade  at 
a  facility  as  defined  in  section  1  of  0.  Reg.  213/01  (Fuel  Oil)  made  under  the 
Technical  Standards  and  Safety  Act,  2000  or  a  facility  as  defined  in  section  1  of  0. 
Reg.  217/01  (Liquid  Fuels)  made  under  the  Technical  Standards  and  Safety  Act, 
2000 ,  but  not  including  a  bulk  plant. 

2.  The  fuel  is  stored  in  a  quantity  that  is  not  more  than  25  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum  Hydrocarbons  F2 
^>nL/ 1  u-n(_/ 1 D)  in  grounuwaier  or  suriace  waier. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

8 

HVA 

SGRA 

1313 

1 .  The  storage  of  liquid  fuel  in  a  tank,  a  part  of  which,  but  not  all,  is  below  grade  at 
a  facility  as  defined  in  section  1  of  0.  Reg.  213/01  (Fuel  Oil)  made  under  the 
Technical  Standards  and  Safety  Act,  2000  or  a  facility  as  defined  in  section  1  of  0. 
Reg.  217/01  (Liquid  Fuels)  made  under  the  Technical  Standards  and  Safety  Act, 
2000,  but  not  including  a  bulk  plant. 

2.  The  fuel  is  stored  in  a  quantity  that  is  not  more  than  25  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum 
Hydrocarbons  F3  (>nC16-nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

8 

HVA 

SGRA 

287 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  handling 
and  storage  of 
fuel. 

1314 

1 .  The  storage  of  liquid  fuel  in  a  tank,  a  part  of  which,  but  not  all,  is  below  grade 
and  at  a  bulk  plant  as  defined  in  section  1  of  0.  Reg.  217/01  (Liquid  Fuels)  made 
under  the  Technical  Standards  and  Safety  Act,  2000,  or  a  facility  that 
manufacturers  or  refines  fuel. 

2.  The  fuel  is  stored  in  a  quantity  that  is  not  more  than  25  litres. 

A  «iriill  nf  thp  fiipl  mav  rp<?iilt  in  thp  nrpQpnpp  nf  RTFX  in  nrni  inHwatpr  nr  Qiirfppp 

O ■        OLylll  \jl   IIIC  lUwl  IllCly   IWOUIl  III  lllw  l^/lwOwll KJ 1   l-t  1  1  / \  III  u  1     U 1  lU Vv did    \JI    o U 1  1  ClOw 

water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 

ijifi_m  A  n 

WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

1315 

1 .  The  storage  of  liquid  fuel  in  a  tank,  a  part  of  which,  but  not  all,  is  below  grade 
and  at  a  bulk  plant  as  defined  in  section  1  of  0.  Reg.  217/01  (Liquid  Fuels)  made 
under  the  Technical  Standards  and  Safety  Act,  2000,  or  a  facility  that 
manufacturers  or  refines  fuel. 

2.  The  fuel  is  stored  in  a  quantity  that  is  not  more  than  25  litres. 

A  Qnill  nf  thp  fiipl  mav  rpQiilt  in  thp  nrp<?pnpp  nf  Pptrnlpiim  Hvrlrnparhnn*?  F1 

O .  #  \  OLJIII  KJI   Lllw  lUwl  IllCiy   IwOUIl  III  lllw  L/lwOwll KJI   1    wll^JIwUIII  1  lyUIL/V^CllL^L/llo  1  1 

(nC6-nC10)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

HVA 

SGRA 

1316 

1 .  The  storage  of  liquid  fuel  in  a  tank,  a  part  of  which,  but  not  all,  is  below  grade 
and  at  a  bulk  plant  as  defined  in  section  1  of  0.  Reg.  217/01  (Liquid  Fuels)  made 
under  the  Technical  Standards  and  Safety  Act,  2000,  or  a  facility  that 
manufacturers  or  refines  fuel. 

2.  The  fuel  is  stored  in  a  quantity  that  is  not  more  than  25  litres. 

A  <?nill  nf  thp  fiipl  mav  rpQiilt  in  thp  nrpQpnpp  nf  Pptrnlpiim  Hvrlrnpprhnnc; 

O .         o|^lll  KJI   lllw  lUd  IllCiy   lOOUIl  III  lllw  l^lwowl  low  KJI   1    dl^JIwUIII  1  ly^JIL/OCllL^^JIIO 

F4  (>nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

8 

HVA 

SGRA 

1317 

1 .  The  storage  of  liquid  fuel  in  a  tank,  a  part  of  which,  but  not  all,  is  below  grade 
and  at  a  bulk  plant  as  defined  in  section  1  of  0.  Reg.  217/01  (Liquid  Fuels)  made 
under  the  Technical  Standards  and  Safety  Act,  2000,  or  a  facility  that 
manufacturers  or  refines  fuel. 

2.  The  fuel  is  stored  in  a  quantity  that  is  not  more  than  25  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum  Hydrocarbons  F2 
(>nC1 0-nC1 6)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

HVA 

SGRA 

1318 

1 .  The  storage  of  liquid  fuel  in  a  tank,  a  part  of  which,  but  not  all,  is  below  grade 
and  at  a  bulk  plant  as  defined  in  section  1  of  0.  Reg.  217/01  (Liquid  Fuels)  made 
under  the  Technical  Standards  and  Safety  Act,  2000,  or  a  facility  that 
manufacturers  or  refines  fuel. 

2.  The  fuel  is  stored  in  a  quantity  that  is  not  more  than  25  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum 
Hydrocarbons  F3  (>nC16-nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

8 

HVA 

SGRA 

288 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  handling 
and  storage  of 
fuel. 

1319 

1 .  The  storage  of  liquid  fuel  in  a  tank  at  or  above  grade  at  a  bulk  plant  as  defined 
in  section  1  of  0.  Reg.  21 7/01  (Liquid  Fuels)  made  under  the  Technical  Standards 
and  Safety  Act,  2000,  or  a  facility  that  manufacturers  or  refines  fuel. 

2.  The  fuel  is  stored  in  a  quantity  that  is  more  than  25,  but  not  more  than  250  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  BTEX  in  groundwater  or  surface 

vvcllwl  . 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 

ijifi_m  A  n 

WHPA-D 

10 

8 

HVA 

SGRA 

1320 

1 .  The  storage  of  liquid  fuel  in  a  tank  at  or  above  grade  at  a  bulk  plant  as  defined 
in  section  1  of  0.  Reg.  217/01  (Liquid  Fuels)  made  under  the  Technical  Standards 
and  Safety  Act,  2000,  or  a  facility  that  manufacturers  or  refines  fuel. 

2.  The  fuel  is  stored  in  a  quantity  that  is  more  than  25,  but  not  more  than  250  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum  Hydrocarbons  F1 

/'nOfi-nOin\  in  nrni  inrlwatpr  nr  qi  irfp pp  wafpr 

IWU   1         '  ^/  III  ^1  ^l.JI  lUVVClld    KJI    OUI  IClOw  VVCllwl  . 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7.2-10 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

8-10 

HVA 

SGRA 

1321 

1 .  The  storage  of  liquid  fuel  in  a  tank  at  or  above  grade  at  a  bulk  plant  as  defined 
in  section  1  of  0.  Reg.  21 7/01  (Liquid  Fuels)  made  under  the  Technical  Standards 
and  Safety  Act,  2000,  or  a  facility  that  manufacturers  or  refines  fuel. 

2.  The  fuel  is  stored  in  a  quantity  that  is  more  than  25,  but  not  more  than  250  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum  Hydrocarbons 

F4.               in  nrniinrlwatpr  nr  Qiirfapp  wafpr 
1  ^  V^i  i>-'*-'"/  II 1  yi  ^jui  luvvciid  \ji  oui  1  civ_>c  vvdiwi . 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 

ijifi_m  A  n 

WHPA-D 

8-10 

HVA 

SGRA 

1322 

1 .  The  storage  of  liquid  fuel  in  a  tank  at  or  above  grade  at  a  bulk  plant  as  defined 
in  section  1  of  0.  Reg.  217/01  (Liquid  Fuels)  made  under  the  Technical  Standards 
and  Safety  Act,  2000,  or  a  facility  that  manufacturers  or  refines  fuel. 

2.  The  fuel  is  stored  in  a  quantity  that  is  more  than  25,  but  not  more  than  250  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum  Hydrocarbons  F2 
(>nC1 0-nC1 6)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

8-10 

HVA 

SGRA 

1323 

1 .  The  storage  of  liquid  fuel  in  a  tank  at  or  above  grade  at  a  bulk  plant  as  defined 
in  section  1  of  0.  Reg.  21 7/01  (Liquid  Fuels)  made  under  the  Technical  Standards 
and  Safety  Act,  2000,  or  a  facility  that  manufacturers  or  refines  fuel. 

2.  The  fuel  is  stored  in  a  quantity  that  is  more  than  25,  but  not  more  than  250  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum 
Hydrocarbons  F3  (>nC16-nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

V  V  111  rA  U 

8-10 

HVA 

SGRA 

289 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  handling 
and  storage  of 
fuel. 

1324 

1 .  The  storage  of  liquid  fuel  in  a  tank  at  or  above  grade  at  a  facility  as  defined  in 
section  1  of  0.  Reg.  213/01  (Fuel  Oil)  made  under  the  Technical  Standards  and 
Safety  Act,  2000  or  a  facility  as  defined  in  section  1  of  0.  Reg.  217/01  (Liquid 
Fuels)  made  under  the  Technical  Standards  and  Safety  Act,  2000,  but  not 
including  a  bulk  plant. 

2.  The  fuel  is  stored  in  a  quantity  that  is  more  than  25,  but  not  more  than  250  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  BTEX  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2,  IPZ- 
3, 

WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

6-8 

HVA 

6 

SGRA 

6 

1325 

1 .  The  storage  of  liquid  fuel  in  a  tank  at  or  above  grade  at  a  facility  as  defined  in 
section  1  of  0.  Reg.  213/01  (Fuel  Oil)  made  under  the  Technical  Standards  and 
Safety  Act,  2000  or  a  facility  as  defined  in  section  1  of  0.  Reg.  217/01  (Liquid 
Fuels)  made  under  the  Technical  Standards  and  Safety  Act,  2000,  but  not 
including  a  bulk  plant. 

2.  The  fuel  is  stored  in  a  quantity  that  is  more  than  25,  but  not  more  than  250  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum  Hydrocarbons  F1 
(nC6-nC10)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 

3, 

WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

HVA 

SGRA 

1326 

1 .  The  storage  of  liquid  fuel  in  a  tank  at  or  above  grade  at  a  facility  as  defined  in 
section  1  of  0.  Reg.  213/01  (Fuel  Oil)  made  under  the  Technical  Standards  and 
Safety  Act,  2000  or  a  facility  as  defined  in  section  1  of  0.  Reg.  217/01  (Liquid 
Fuels)  made  under  the  Technical  Standards  and  Safety  Act,  2000,  but  not 
including  a  bulk  plant. 

2.  The  fuel  is  stored  in  a  quantity  that  is  more  than  25,  but  not  more  than  250  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum  Hydrocarbons 
F4  (>nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3, 

WHPA-E 

10 

6.4-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

HVA 

SGRA 

1327 

1 .  The  storage  of  liquid  fuel  in  a  tank  at  or  above  grade  at  a  facility  as  defined  in 
section  1  of  0.  Reg.  213/01  (Fuel  Oil)  made  under  the  Technical  Standards  and 
Safety  Act,  2000  or  a  facility  as  defined  in  section  1  of  0.  Reg.  217/01  (Liquid 
Fuels)  made  under  the  Technical  Standards  and  Safety  Act,  2000,  but  not 
including  a  bulk  plant. 

2.  The  fuel  is  stored  in  a  quantity  that  is  more  than  25,  but  not  more  than  250  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum  Hydrocarbons  F2 
(>nC10-nC16)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3, 

WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

8 

HVA 

SGRA 

290 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  handling 
and  storage  of 
fuel. 

1328 

1 .  The  storage  of  liquid  fuel  in  a  tank  at  or  above  grade  at  a  facility  as  defined  in 
section  1  of  0.  Reg.  213/01  (Fuel  Oil)  made  under  the  Technical  Standards  and 
Safety  Act,  2000  or  a  facility  as  defined  in  section  1  of  0.  Reg.  217/01  (Liquid 
Fuels)  made  under  the  Technical  Standards  and  Safety  Act,  2000,  but  not 
including  a  bulk  plant. 

2.  The  fuel  is  stored  in  a  quantity  that  is  more  than  25,  but  not  more  than  250  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum 
Hydrocarbons  F3  (>nC16-nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3, 

WHPA-E 

10 

6.4-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

HVA 

SGRA 

1329 

1 .  The  storage  of  liquid  fuel  in  a  tank  below  grade  and  at  a  facility  as  defined  in 
section  1  of  0.  Reg.  21 3/01  (Fuel  Oil)  made  under  the  Technical  Standards  and 
Safety  Act,  2000  or  a  facility  as  defined  in  section  1  of  0.  Reg.  217/01  (Liquid 
Fuels)  made  under  the  Technical  Standards  and  Safety  Act,  2000,  but  not 
including  a  bulk  plant. 

2.  The  fuel  is  stored  in  a  quantity  that  is  more  than  25,  but  not  more  than  250  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  BTEX  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1330 

1 .  The  storage  of  liquid  fuel  in  a  tank  below  grade  and  at  a  facility  as  defined  in 
section  1  of  0.  Reg.  213/01  (Fuel  Oil)  made  under  the  Technical  Standards  and 
Safety  Act,  2000  or  a  facility  as  defined  in  section  1  of  0.  Reg.  217/01  (Liquid 
Fuels)  made  under  the  Technical  Standards  and  Safety  Act,  2000,  but  not 
including  a  bulk  plant. 

2.  The  fuel  is  stored  in  a  quantity  that  is  more  than  25,  but  not  more  than  250  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum  Hydrocarbons  F1 
(nC6-nC10)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 

3, 

WHPA-E 

9-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

\AfLJDA  n 

WnrA-U 

10 

6-8 

HVA 

6 

SGRA 

6 

1331 

1 .  The  storage  of  liquid  fuel  in  a  tank  below  grade  and  at  a  facility  as  defined  in 
section  1  of  0.  Reg.  21 3/01  (Fuel  Oil)  made  under  the  Technical  Standards  and 
Safety  Act,  2000  or  a  facility  as  defined  in  section  1  of  0.  Reg.  217/01  (Liquid 
Fuels)  made  under  the  Technical  Standards  and  Safety  Act,  2000,  but  not 
including  a  bulk  plant. 

2.  The  fuel  is  stored  in  a  quantity  that  is  more  than  25,  but  not  more  than  250  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum  Hydrocarbons 
F4  (>nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3, 

WHPA-E 

9-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

291 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  handling 
and  storage  of 
fuel. 

1332 

1 .  The  storage  of  liquid  fuel  in  a  tank  below  grade  and  at  a  facility  as  defined  in 
section  1  of  0.  Reg.  213/01  (Fuel  Oil)  made  under  the  Technical  Standards  and 
Safety  Act,  2000  or  a  facility  as  defined  in  section  1  of  0.  Reg.  217/01  (Liquid 
Fuels)  made  under  the  Technical  Standards  and  Safety  Act,  2000,  but  not 
including  a  bulk  plant. 

2.  The  fuel  is  stored  in  a  quantity  that  is  more  than  25,  but  not  more  than  250  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum  Hydrocarbons  F2 
(>nC10-nC16)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3, 

WHPA-E 

9-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

6-8 

HVA 

6 

SGRA 

6 

1333 

1 .  The  storage  of  liquid  fuel  in  a  tank  below  grade  and  at  a  facility  as  defined  in 
section  1  of  0.  Reg.  213/01  (Fuel  Oil)  made  under  the  Technical  Standards  and 
Safety  Act,  2000  or  a  facility  as  defined  in  section  1  of  0.  Reg.  217/01  (Liquid 
Fuels)  made  under  the  Technical  Standards  and  Safety  Act,  2000,  but  not 
including  a  bulk  plant. 

2.  The  fuel  is  stored  in  a  quantity  that  is  more  than  25,  but  not  more  than  250  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum 
Hydrocarbons  F3  (>nC16-nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 

3, 

WHPA-E 

9-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

6-8 

HVA 

6 

SGRA 

6 

1334 

1 .  The  storage  of  liquid  fuel  in  a  tank  below  grade  at  a  bulk  plant  as  defined  in 
section  1  of  0.  Reg.  217/01  (Liquid  Fuels)  made  under  the  Technical  Standards 
and  Safety  Act,  2000,  or  a  facility  that  manufacturers  or  refines  fuel. 

2.  The  fuel  is  stored  in  a  quantity  that  is  more  than  25,  but  not  more  than  250  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  BTEX  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 

ijifi_m  A  n 

WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1335 

1 .  The  storage  of  liquid  fuel  in  a  tank  below  grade  at  a  bulk  plant  as  defined  in 
section  1  of  0.  Reg.  217/01  (Liquid  Fuels)  made  under  the  Technical  Standards 
and  Safety  Act,  2000,  or  a  facility  that  manufacturers  or  refines  fuel. 

2.  The  fuel  is  stored  in  a  quantity  that  is  more  than  25,  but  not  more  than  250  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum  Hydrocarbons  F1 
(nC6-nC10)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

292 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  handling 
and  storage  of 
fuel. 

1336 

1 .  The  storage  of  liquid  fuel  in  a  tank  below  grade  at  a  bulk  plant  as  defined  in 
section  1  of  0.  Reg.  217/01  (Liquid  Fuels)  made  under  the  Technical  Standards 
and  Safety  Act,  2000,  or  a  facility  that  manufacturers  or  refines  fuel. 

2.  The  fuel  is  stored  in  a  quantity  that  is  more  than  25,  but  not  more  than  250  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum  Hydrocarbons 

F4.  {'^nC^'^A.^  in  nrni  inrl\A/ptpr  nr  Qiirfppp  wptpr 

1  *+  y^\Wj\j'-rf  III  ^1  UUI  ItJVvClld   Ul   oUIICll-'C  VvClld  . 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

1337 

1 .  The  storage  of  liquid  fuel  in  a  tank  below  grade  at  a  bulk  plant  as  defined  in 
section  1  of  0.  Reg.  217/01  (Liquid  Fuels)  made  under  the  Technical  Standards 
and  Safety  Act,  2000,  or  a  facility  that  manufacturers  or  refines  fuel. 

2.  The  fuel  is  stored  in  a  quantity  that  is  more  than  25,  but  not  more  than  250  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum  Hydrocarbons  F2 

O-nO.I  fi\  in  nrni  inrl\A/ptpr  nr  qi  irfppp  VA/ptpr 
ii\_/ivj  I  wj  \  \jf  III  ^luui  ivj  vv  dici  Ul  ou  1 1         vv  aici . 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

1338 

1 .  The  storage  of  liquid  fuel  in  a  tank  below  grade  at  a  bulk  plant  as  defined  in 
section  1  of  0.  Reg.  217/01  (Liquid  Fuels)  made  under  the  Technical  Standards 
and  Safety  Act,  2000,  or  a  facility  that  manufacturers  or  refines  fuel. 

2.  The  fuel  is  stored  in  a  quantity  that  is  more  than  25,  but  not  more  than  250  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum 
Hydrocarbons  F3  (>nC16-nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 

iJifLf  n  A  n 

WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

1339 

1 .  The  storage  of  liquid  fuel  in  a  tank,  a  part  of  which,  but  not  all,  is  below  grade  at 
a  facility  as  defined  in  section  1  of  0.  Reg.  21 3/01  (Fuel  Oil)  made  under  the 
Technical  Standards  and  Safety  Act,  2000  or  a  facility  as  defined  in  section  1  of  0. 
Reg.  217/01  (Liquid  Fuels)  made  under  the  Technical  Standards  and  Safety  Act, 
2000,  but  not  including  a  bulk  plant. 

2.  The  fuel  is  stored  in  a  quantity  that  is  more  than  25,  but  not  more  than  250  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  BTEX  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2,  IPZ- 
3, 

WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

293 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  handling 
and  storage  of 
fuel 

1340 

1 .  The  storage  of  liquid  fuel  in  a  tank,  a  part  of  which,  but  not  all,  is  below  grade  at  a 
facility  as  defined  in  section  1  of  0.  Reg.  213/01  (Fuel  Oil)  made  under  the  Technical 
Standards  and  Safety  Act,  2000  or  a  facility  as  defined  in  section  1  of  0.  Reg.  217/01 
(Liquid  Fuels)  made  under  the  Technical  Standards  and  Safety  Act,  2000 ,  but  not 
including  a  bulk  plant. 

2.  The  fuel  is  stored  in  a  quantity  that  is  more  than  25,  but  not  more  than  250  L. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum  Hydrocarbons  F1  (nC6- 
nCI  0)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3, 

WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WnPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

1341 

1 .  The  storage  of  liquid  fuel  in  a  tank,  a  part  of  which,  but  not  all,  is  below  grade  at  a 
facility  as  defined  in  section  1  of  0.  Reg.  213/01  (Fuel  Oil)  made  under  the  Technical 
Standards  and  Safety  Act,  2000  or  a  facility  as  defined  in  section  1  of  0.  Reg.  217/01 
(Liquid  Fuels)  made  under  the  Technical  Standards  and  Safety  Act,  2000 ,  but  not 
including  a  bulk  plant. 

2.  The  fuel  is  stored  in  a  quantity  that  is  more  than  25,  but  not  more  than  250  L. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum  Hydrocarbons  F4  (>nC34) 
in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3, 

WHPA-E 

10 

6.4-9 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 

ijifi_m  A  n 

WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

1342 

1 .  The  storage  of  liquid  fuel  in  a  tank,  a  part  of  which,  but  not  all,  is  below  grade  at  a 
facility  as  defined  in  section  1  of  0.  Reg.  213/01  (Fuel  Oil)  made  under  the  Technical 
Standards  and  Safety  Act,  2000  or  a  facility  as  defined  in  section  1  of  0.  Reg.  217/01 
(Liquid  Fuels)  made  under  the  Technical  Standards  and  Safety  Act,  2000 ,  but  not 
including  a  bulk  plant. 

2.  The  fuel  is  stored  in  a  quantity  that  is  more  than  25,  but  not  more  than  250  L. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum  Hydrocarbons  F2  (>nC1 0- 
nC16)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3, 

WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

1343 

1 .  The  storage  of  liquid  fuel  in  a  tank,  a  part  of  which,  but  not  all,  is  below  grade  at  a 
facility  as  defined  in  section  1  of  0.  Reg.  213/01  (Fuel  Oil)  made  under  the  Technical 
Standards  and  Safety  Act,  2000  or  a  facility  as  defined  in  section  1  of  0.  Reg.  217/01 
(Liquid  Fuels)  made  under  the  Technical  Standards  and  Safety  Act,  2000 ,  but  not 
including  a  bulk  plant. 

2.  The  fuel  is  stored  in  a  quantity  that  is  more  than  25,  but  not  more  than  250  L. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum  Hydrocarbons  F3  (>nC16- 
nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 

3, 

WHPA-E 

10 

6.4-9 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

294 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablitity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  handling 
and  storage  of 
fuel. 

1344 

1 .  The  storage  of  liquid  fuel  in  a  tank,  a  part  of  which,  but  not  all,  is  below  grade  and  at 
a  bulk  plant  as  defined  in  section  1  of  0.  Reg.  21 7/01  (Liquid  Fuels)  made  under  the 
Technical  Standards  and  Safety  Act,  2000,  or  a  facility  that  manufacturers  or  refines 
fuel. 

2.  The  fuel  is  stored  in  a  quantity  that  is  more  than  25,  but  not  more  than  250  L. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  BTEX  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1345 

1 .  The  storage  of  liquid  fuel  in  a  tank,  a  part  of  which,  but  not  all,  is  below  grade 
and  at  a  bulk  plant  as  defined  in  section  1  of  0.  Reg.  217/01  (Liquid  Fuels)  made 
under  the  Technical  Standards  and  Safety  Act,  2000,  or  a  facility  that 
manufacturers  or  refines  fuel. 

2.  The  fuel  is  stored  in  a  quantity  that  is  more  than  25,  but  not  more  than  250  L. 

A  Qnill  nf  thp  fiipl  mav  rpQiilt  in  thp  nrp<?pnpp  nf  Pptrnlpiim  H\/rlrnpprhnn<?  F1 

O .  #  \  OL/III  KJI   lllw  lUwl  IllCiy   IWOUIl  III  Lllw  L/ICOWII         KJI   1    wllL/lwUIII  1  1  y  \JI  \J\^Cll  K/\J  1  lo  1  1 

(nC6-nC10)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7.2-10 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

1346 

1 .  The  storage  of  liquid  fuel  in  a  tank,  a  part  of  which,  but  not  all,  is  below  grade 
and  at  a  bulk  plant  as  defined  in  section  1  of  0.  Reg.  217/01  (Liquid  Fuels)  made 
under  the  Technical  Standards  and  Safety  Act,  2000,  or  a  facility  that 
manufacturers  or  refines  fuel. 

2.  The  fuel  is  stored  in  a  quantity  that  is  more  than  25,  but  not  more  than  250  L. 

A  Qnill  nf  thp  fiipl  mav  rpQiilt  in  thp  nrpQpnpp  nf  Pptrnlpiim  Hvrlrnpprhnnc; 

O .         o|^lll  KJI   LIIO  lUd  IllCiy   IwOUIl  III  lllw  |^lwod  lOw  KJI   1    wll^JIwUIII  1  ly^JI^JOClll-'^JIIO 

F4  (>nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 

ijifi_m  A  n 

WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

1347 

1 .  The  storage  of  liquid  fuel  in  a  tank,  a  part  of  which,  but  not  all,  is  below  grade 
and  at  a  bulk  plant  as  defined  in  section  1  of  0.  Reg.  217/01  (Liquid  Fuels)  made 
under  the  Technical  Standards  and  Safety  Act,  2000,  or  a  facility  that 
manufacturers  or  refines  fuel. 

2.  The  fuel  is  stored  in  a  quantity  that  is  more  than  25,  but  not  more  than  250  L. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum  Hydrocarbons  F2 
(>nC1 0-nC1 6)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

1348 

1 .  The  storage  of  liquid  fuel  in  a  tank,  a  part  of  which,  but  not  all,  is  below  grade 
and  at  a  bulk  plant  as  defined  in  section  1  of  0.  Reg.  217/01  (Liquid  Fuels)  made 
under  the  Technical  Standards  and  Safety  Act,  2000,  or  a  facility  that 
manufacturers  or  refines  fuel. 

2.  The  fuel  is  stored  in  a  quantity  that  is  more  than  25,  but  not  more  than  250  L. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum 
Hydrocarbons  F3  (>nC16-nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-n 

V  V  111  rA  U 

10 

6-8 

HVA 

6 

SGRA 

6 

295 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  handling 
and  storage  of 
fuel. 

1349 

1 .  The  storage  of  liquid  fuel  in  a  tank  at  or  above  grade  at  a  bulk  plant  as  defined 
in  section  1  of  0.  Reg.  21 7/01  (Liquid  Fuels)  made  under  the  Technical  Standards 
and  Safety  Act,  2000,  or  a  facility  that  manufacturers  or  refines  fuel. 

2.  The  fuel  is  stored  in  a  quantity  that  is  more  than  250,  but  not  more  than  2,500 
litres. 

^  A  cinill  nf  thp  fi  ipI  mav  rp<?i  lit  in  thp  nrpQpnpp  nf  RTFX  in  nrni  inHw/atpr  nr  irfppp 

\J .  r\  OLJIII  \J\    11         lUd   IllCiy    IwoUll  lll  lllw  kylwOwll          \J  l    LJ  I  I  /\  III  M 1  w  U 1  lU  Vv  did    KJ\    O  U 1  1  CIV-/C/ 

water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

1350 

1 .  The  storage  of  liquid  fuel  in  a  tank  at  or  above  grade  at  a  bulk  plant  as  defined 
in  section  1  of  0.  Reg.  217/01  (Liquid  Fuels)  made  under  the  Technical  Standards 
and  Safety  Act,  2000,  or  a  facility  that  manufacturers  or  refines  fuel. 

2.  The  fuel  is  stored  in  a  quantity  that  is  more  than  250,  but  not  more  than  2,500 
litres. 

^  A  cinill  nf  thp  fiipl  mpv  rpQiilt  in  thp  nrp<?pnpp  nf  Pptrnlpiim  Hvrlrnpprhnn*?  F1 

O  ■  /  »  OkJIII  \J\    11  Iw  lUd   IMdy    IwOUIl  III  11  Iw  Lyiwodi  V_/C  \J\    1    dIL/ICUIII  1  iy\A\\J\^0.\t^\J\\Q   1  1 

(nC6-nC10)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

HVA 

SGRA 

1351 

1 .  The  storage  of  liquid  fuel  in  a  tank  at  or  above  grade  at  a  bulk  plant  as  defined 
in  section  1  of  0.  Reg.  21 7/01  (Liquid  Fuels)  made  under  the  Technical  Standards 
and  Safety  Act,  2000,  or  a  facility  that  manufacturers  or  refines  fuel. 

2.  The  fuel  is  stored  in  a  quantity  that  is  more  than  250,  but  not  more  than  2,500 
litres. 

^  A  Qnill  nf  thp  fiipl  mav  rp<?iilt  in  thp  nrpQpnpp  nf  Pptrnlpiim  Hvrlrnpprhnnc; 

\j.  /  V  o^iii  \j\  11  iw  lud  iMciy  iwouii  III  11  iw  |>_/iwowi  1  v_/CJ  Kj\  1  diuidjiii  1  lyuiL/v.'Ciii-'L/iio 

F4  (>nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.4-9 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

8 

HVA 

SGRA 

1352 

1 .  The  storage  of  liquid  fuel  in  a  tank  at  or  above  grade  at  a  bulk  plant  as  defined 
in  section  1  of  0.  Reg.  217/01  (Liquid  Fuels)  made  under  the  Technical  Standards 
and  Safety  Act,  2000,  or  a  facility  that  manufacturers  or  refines  fuel. 

2.  The  fuel  is  stored  in  a  quantity  that  is  more  than  250,  but  not  more  than  2,500 
litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum  Hydrocarbons  F2 
(>nC1 0-nC1 6)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

HVA 

SGRA 

1353 

1 .  The  storage  of  liquid  fuel  in  a  tank  at  or  above  grade  at  a  bulk  plant  as  defined 
in  section  1  of  0.  Reg.  21 7/01  (Liquid  Fuels)  made  under  the  Technical  Standards 
and  Safety  Act,  2000,  or  a  facility  that  manufacturers  or  refines  fuel. 

2.  The  fuel  is  stored  in  a  quantity  that  is  more  than  250,  but  not  more  than  2,500 
litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum 
Hydrocarbons  F3  (>nC16-nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.4-9 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

V  V  III  rA  U 

10 

8 

HVA 

SGRA 

296 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  handling 
and  storage  of 
fuel. 

1354 

1 .  The  storage  of  liquid  fuel  in  a  tank  at  or  above  grade  at  a  facility  as  defined  in 
section  1  of  0.  Reg.  213/01  (Fuel  Oil)  made  under  the  Technical  Standards  and 
Safety  Act,  2000  or  a  facility  as  defined  in  section  1  of  0.  Reg.  217/01  (Liquid 
Fuels)  made  under  the  Technical  Standards  and  Safety  Act,  2000,  but  not 
including  a  bulk  plant. 

2.  The  fuel  is  stored  in  a  quantity  that  is  more  than  250,  but  not  more  than  2,500 
litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  BTEX  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2,  IPZ- 
3, 

WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1355 

1 .  The  storage  of  liquid  fuel  in  a  tank  at  or  above  grade  at  a  facility  as  defined  in 
section  1  of  0.  Reg.  213/01  (Fuel  Oil)  made  under  the  Technical  Standards  and 
Safety  Act,  2000  or  a  facility  as  defined  in  section  1  of  0.  Reg.  217/01  (Liquid 
Fuels)  made  under  the  Technical  Standards  and  Safety  Act,  2000,  but  not 
including  a  bulk  plant. 

2.  The  fuel  is  stored  in  a  quantity  that  is  more  than  250,  but  not  more  than  2,500 
litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum  Hydrocarbons  F1 
(nC6-nC10)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 

3, 

WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

6-8 

HVA 

6 

SGRA 

6 

1356 

1 .  The  storage  of  liquid  fuel  in  a  tank  at  or  above  grade  at  a  facility  as  defined  in 
section  1  of  0.  Reg.  213/01  (Fuel  Oil)  made  under  the  Technical  Standards  and 
Safety  Act,  2000  or  a  facility  as  defined  in  section  1  of  0.  Reg.  217/01  (Liquid 
Fuels)  made  under  the  Technical  Standards  and  Safety  Act,  2000,  but  not 
including  a  bulk  plant. 

2.  The  fuel  is  stored  in  a  quantity  that  is  more  than  250,  but  not  more  than  2,500 
litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum  Hydrocarbons 
F4  (>nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3, 

WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

6-8 

HVA 

6 

SGRA 

6 

1357 

1 .  The  storage  of  liquid  fuel  in  a  tank  at  or  above  grade  at  a  facility  as  defined  in 
section  1  of  0.  Reg.  213/01  (Fuel  Oil)  made  under  the  Technical  Standards  and 
Safety  Act,  2000  or  a  facility  as  defined  in  section  1  of  0.  Reg.  217/01  (Liquid 
Fuels)  made  under  the  Technical  Standards  and  Safety  Act,  2000,  but  not 
including  a  bulk  plant. 

2.  The  fuel  is  stored  in  a  quantity  that  is  more  than  250,  but  not  more  than  2,500 
litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum  Hydrocarbons  F2 
(>nC10-nC16)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3, 

WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

297 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  handling 
and  storage  of 
fuel. 

1358 

1 .  The  storage  of  liquid  fuel  in  a  tank  at  or  above  grade  at  a  facility  as  defined  in 
section  1  of  0.  Reg.  213/01  (Fuel  Oil)  made  under  the  Technical  Standards  and 
Safety  Act,  2000  or  a  facility  as  defined  in  section  1  of  0.  Reg.  217/01  (Liquid 
Fuels)  made  under  the  Technical  Standards  and  Safety  Act,  2000,  but  not 
including  a  bulk  plant. 

2.  The  fuel  is  stored  in  a  quantity  that  is  more  than  250,  but  not  more  than  2,500 
litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum 
Hydrocarbons  F3  (>nC16-nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3, 

WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

6-8 

HVA 

6 

SGRA 

6 

1359 

1 .  The  storage  of  liquid  fuel  in  a  tank  below  grade  and  at  a  facility  as  defined  in 
section  1  of  0.  Reg.  213/01  (Fuel  Oil)  made  under  the  Technical  Standards  and 
Safety  Act,  2000  or  a  facility  as  defined  in  section  1  of  0.  Reg.  217/01  (Liquid 
Fuels)  made  under  the  Technical  Standards  and  Safety  Act,  2000,  but  not 
including  a  bulk  plant. 

2.  The  fuel  is  stored  in  a  quantity  that  is  more  than  250,  but  not  more  than  2,500 
litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  BTEX  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2,  IPZ- 

3, 

WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1360 

1 .  The  storage  of  liquid  fuel  in  a  tank  below  grade  and  at  a  facility  as  defined  in 
section  1  of  0.  Reg.  213/01  (Fuel  Oil)  made  under  the  Technical  Standards  and 
Safety  Act,  2000  or  a  facility  as  defined  in  section  1  of  0.  Reg.  217/01  (Liquid 
Fuels)  made  under  the  Technical  Standards  and  Safety  Act,  2000,  but  not 
including  a  bulk  plant. 

2.  The  fuel  is  stored  in  a  quantity  that  is  more  than  250,  but  not  more  than  2,500 
litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum  Hydrocarbons  F1 
(nC6-nC10)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3, 

WHPA-E 

7.2-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1361 

1 .  The  storage  of  liquid  fuel  in  a  tank  below  grade  and  at  a  facility  as  defined  in 
section  1  of  0.  Reg.  213/01  (Fuel  Oil)  made  under  the  Technical  Standards  and 
Safety  Act,  2000  or  a  facility  as  defined  in  section  1  of  0.  Reg.  217/01  (Liquid 
Fuels)  made  under  the  Technical  Standards  and  Safety  Act,  2000,  but  not 
including  a  bulk  plant. 

2.  The  fuel  is  stored  in  a  quantity  that  is  more  than  250,  but  not  more  than  2,500 
litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum  Hydrocarbons 
F4  (>nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3, 

WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

298 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  handling 
and  storage  of 
fuel. 

1362 

1 .  The  storage  of  liquid  fuel  in  a  tank  below  grade  and  at  a  facility  as  defined  in 
section  1  of  0.  Reg.  213/01  (Fuel  Oil)  made  under  the  Technical  Standards  and 
Safety  Act,  2000  or  a  facility  as  defined  in  section  1  of  0.  Reg.  217/01  (Liquid 
Fuels)  made  under  the  Technical  Standards  and  Safety  Act,  2000,  but  not 
including  a  bulk  plant. 

2.  The  fuel  is  stored  in  a  quantity  that  is  more  than  250,  but  not  more  than  2,500 
litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum  Hydrocarbons  F2 
(>nC1 0-nC1 6)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3, 

WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1363 

1 .  The  storage  of  liquid  fuel  in  a  tank  below  grade  and  at  a  facility  as  defined  in 
section  1  of  0.  Reg.  213/01  (Fuel  Oil)  made  under  the  Technical  Standards  and 
Safety  Act,  2000  or  a  facility  as  defined  in  section  1  of  0.  Reg.  217/01  (Liquid 
Fuels)  made  under  the  Technical  Standards  and  Safety  Act,  2000,  but  not 
including  a  bulk  plant. 

2.  The  fuel  is  stored  in  a  quantity  that  is  more  than  250,  but  not  more  than  2,500 
litres. 

n        A              "11        J  il           e      _1                                        li    ■        il                                                     £    r~l      1.  1   

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum 
Hydrocarbons  F3  (>nC16-nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 

3, 

WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1364 

1 .  The  storage  of  liquid  fuel  in  a  tank  below  grade  at  a  bulk  plant  as  defined  in 
section  1  of  0.  Reg.  217/01  (Liquid  Fuels)  made  under  the  Technical  Standards 
and  Safety  Act,  2000,  or  a  facility  that  manufacturers  or  refines  fuel. 

2.  The  fuel  is  stored  in  a  quantity  that  is  more  than  250,  but  not  more  than  2,500 
litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  BTEX  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1365 

1 .  The  storage  of  liquid  fuel  in  a  tank  below  grade  at  a  bulk  plant  as  defined  in 
section  1  of  0.  Reg.  217/01  (Liquid  Fuels)  made  under  the  Technical  Standards 
and  Safety  Act,  2000,  or  a  facility  that  manufacturers  or  refines  fuel. 

2.  The  fuel  is  stored  in  a  quantity  that  is  more  than  250,  but  not  more  than  2,500 
litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum  Hydrocarbons  F1 
(nC6-nC10)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7.2-10 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

299 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  handling 
and  storage  of 
fuel. 

1366 

1 .  The  storage  of  liquid  fuel  in  a  tank  below  grade  at  a  bulk  plant  as  defined  in 
section  1  of  0.  Reg.  217/01  (Liquid  Fuels)  made  under  the  Technical  Standards 
and  Safety  Act,  2000,  or  a  facility  that  manufacturers  or  refines  fuel. 

2.  The  fuel  is  stored  in  a  quantity  that  is  more  than  250,  but  not  more  than  2,500 
litres. 

A  cnill  nf  thp  fiipl  mpv  cpQiilt  in  thp  nrpQpnpp  nf  Pptrnlpiim  1— IvrlrnpprhnnQ 
o.  rAopiii  ui  iiic  luci  11  iciy  icouii  III  iiic  yji  coci  ii->c  ui  nciiuicuiii  i  lyui  ul>cii  u\j  \  lo 

F4  (>nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1367 

1 .  The  storage  of  liquid  fuel  in  a  tank  below  grade  at  a  bulk  plant  as  defined  in 
section  1  of  0.  Reg.  217/01  (Liquid  Fuels)  made  under  the  Technical  Standards 
and  Safety  Act,  2000,  or  a  facility  that  manufacturers  or  refines  fuel. 

2.  The  fuel  is  stored  in  a  quantity  that  is  more  than  250,  but  not  more  than  2,500 
litres. 

A  cnill  nf  thp  fiipl  mp\/  rpQiilt  in  thp  ncpQpnpp  nf  Pptrnlpiim  1— IvrlrnpprhnnQ  FP 
o.  /  V  oL/iii  UI  iiiw  lud  iiiciy  iwouii  III  iiiw  L/iwowi  1  v-fw  \j\  ndiuicuiii  i  lyvjiuociiL/uiio  i  ^ 

(>nC1 0-nC1 6)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1368 

1 .  The  storage  of  liquid  fuel  in  a  tank  below  grade  at  a  bulk  plant  as  defined  in 
section  1  of  0.  Reg.  217/01  (Liquid  Fuels)  made  under  the  Technical  Standards 
and  Safety  Act,  2000,  or  a  facility  that  manufacturers  or  refines  fuel. 

2.  The  fuel  is  stored  in  a  quantity  that  is  more  than  250,  but  not  more  than  2,500 
litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum 
Hydrocarbons  F3  (>nC16-nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 

iJifLf  n  A  n 

WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1369 

1 .  The  storage  of  liquid  fuel  in  a  tank,  a  part  of  which,  but  not  all,  is  below  grade  at 
a  facility  as  defined  in  section  1  of  0.  Reg.  21 3/01  (Fuel  Oil)  made  under  the 
Technical  Standards  and  Safety  Act,  2000  or  a  facility  as  defined  in  section  1  of  0. 
Reg.  217/01  (Liquid  Fuels)  made  under  the  Technical  Standards  and  Safety  Act, 
2000,  but  not  including  a  bulk  plant. 

2.  The  fuel  is  stored  in  a  quantity  that  is  more  than  250,  but  not  more  than  2,500 
litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  BTEX  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2,  IPZ- 
3, 

WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

300 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  handling 
and  storage  of 
fuel. 

1370 

1 .  The  storage  of  liquid  fuel  in  a  tank,  a  part  of  which,  but  not  all,  is  below  grade  at 
a  facility  as  defined  in  section  1  of  0.  Reg.  213/01  (Fuel  Oil)  made  under  the 
Technical  Standards  and  Safety  Act,  2000  or  a  facility  as  defined  in  section  1  of  0. 
Reg.  21 7/01  (Liquid  Fuels)  made  under  the  Technical  Standards  and  Safety  Act, 
2000,  but  not  including  a  bulk  plant. 

2.  The  fuel  is  stored  in  a  quantity  that  is  more  than  250,  but  not  more  than  2,500 
litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum  Hydrocarbons  F1 
(nC6-nC10)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3, 

WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1371 

1 .  The  storage  of  liquid  fuel  in  a  tank,  a  part  of  which,  but  not  all,  is  below  grade  at 
a  facility  as  defined  in  section  1  of  0.  Reg.  213/01  (Fuel  Oil)  made  under  the 
Technical  Standards  and  Safety  Act,  2000  or  a  facility  as  defined  in  section  1  of  0. 
Reg.  21 7/01  (Liquid  Fuels)  made  under  the  Technical  Standards  and  Safety  Act, 
2000,  but  not  including  a  bulk  plant. 

2.  The  fuel  is  stored  in  a  quantity  that  is  more  than  250,  but  not  more  than  2,500 
litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum  Hydrocarbons 
F4  (>nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3, 

WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1372 

1 .  The  storage  of  liquid  fuel  in  a  tank,  a  part  of  which,  but  not  all,  is  below  grade  at 
a  facility  as  defined  in  section  1  of  0.  Reg.  213/01  (Fuel  Oil)  made  under  the 
Technical  Standards  and  Safety  Act,  2000  or  a  facility  as  defined  in  section  1  of  0. 
Reg.  21 7/01  (Liquid  Fuels)  made  under  the  Technical  Standards  and  Safety  Act, 
2000,  but  not  including  a  bulk  plant. 

2.  The  fuel  is  stored  in  a  quantity  that  is  more  than  250,  but  not  more  than  2,500 
litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum  Hydrocarbons  F2 
(>nC1 0-nC1 6)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3, 

WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1373 

1 .  The  storage  of  liquid  fuel  in  a  tank,  a  part  of  which,  but  not  all,  is  below  grade  at 
a  facility  as  defined  in  section  1  of  0.  Reg.  213/01  (Fuel  Oil)  made  under  the 
Technical  Standards  and  Safety  Act,  2000  or  a  facility  as  defined  in  section  1  of  0. 
Reg.  21 7/01  (Liquid  Fuels)  made  under  the  Technical  Standards  and  Safety  Act, 
2000,  but  not  including  a  bulk  plant. 

2.  The  fuel  is  stored  in  a  quantity  that  is  more  than  250,  but  not  more  than  2,500 
litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum 
Hydrocarbons  F3  (>nC16-nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3, 

WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

301 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  handling 
and  storage  of 
fuel. 

1374 

1 .  The  storage  of  liquid  fuel  in  a  tank,  a  part  of  which,  but  not  all,  is  below  grade 
and  at  a  bulk  plant  as  defined  in  section  1  of  0.  Reg.  217/01  (Liquid  Fuels)  made 
under  the  Technical  Standards  and  Safety  Act,  2000,  or  a  facility  that 
manufacturers  or  refines  fuel. 

2.  The  fuel  is  stored  in  a  quantity  that  is  more  than  250,  but  not  more  than  2,500 
litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  BTEX  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1375 

1 .  The  storage  of  liquid  fuel  in  a  tank,  a  part  of  which,  but  not  all,  is  below  grade 
and  at  a  bulk  plant  as  defined  in  section  1  of  0.  Reg.  217/01  (Liquid  Fuels)  made 
under  the  Technical  Standards  and  Safety  Act,  2000,  or  a  facility  that 
manufacturers  or  refines  fuel. 

2.  The  fuel  is  stored  in  a  quantity  that  is  more  than  250,  but  not  more  than  2,500 
litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum  Hydrocarbons  F1 
(nC6-nC10)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1376 

1 .  The  storage  of  liquid  fuel  in  a  tank,  a  part  of  which,  but  not  all,  is  below  grade 
and  at  a  bulk  plant  as  defined  in  section  1  of  0.  Reg.  217/01  (Liquid  Fuels)  made 
under  the  Technical  Standards  and  Safety  Act,  2000,  or  a  facility  that 
manufacturers  or  refines  fuel. 

2.  The  fuel  is  stored  in  a  quantity  that  is  more  than  250,  but  not  more  than  2,500 
litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum  Hydrocarbons 
r'f  {>nK^o^)  in  grounawaier  or  sunace  waier. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.4-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WnPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1377 

1 .  The  storage  of  liquid  fuel  in  a  tank,  a  part  of  which,  but  not  all,  is  below  grade 
and  at  a  bulk  plant  as  defined  in  section  1  of  0.  Reg.  217/01  (Liquid  Fuels)  made 
under  the  Technical  Standards  and  Safety  Act,  2000,  or  a  facility  that 
manufacturers  or  refines  fuel. 

2.  The  fuel  is  stored  in  a  quantity  that  is  more  than  250,  but  not  more  than  2,500 
litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum  Hydrocarbons  F2 
(>nC10-nC16)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

302 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  handling 
and  storage  of 
fuel. 

1378 

1 .  The  storage  of  liquid  fuel  in  a  tank,  a  part  of  which,  but  not  all,  is  below  grade 
and  at  a  bulk  plant  as  defined  in  section  1  of  0.  Reg.  217/01  (Liquid  Fuels)  made 
under  the  Technical  Standards  and  Safety  Act,  2000,  or  a  facility  that 
manufacturers  or  refines  fuel. 

2.  The  fuel  is  stored  in  a  quantity  that  is  more  than  250,  but  not  more  than  2,500 
litres. 

v3.  A  spill  OT  tne  Tuei  may  resuii  in  ine  presence  ot  reiroieum 
Hydrocarbons  F3  (>nC16-nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.4-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1379 

1 .  The  storage  of  liquid  fuel  in  a  tank  at  or  above  grade  at  a  bulk  plant  as  defined 
in  section  1  of  0.  Reg.  217/01  (Liquid  Fuels)  made  under  the  Technical  Standards 
and  Safety  Act,  2000,  or  a  facility  that  manufacturers  or  refines  fuel. 

2.  The  fuel  is  stored  in  a  quantity  that  is  more  than  2,500  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  BTEX  in  groundwater  or  surface 

vvclld  . 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WnPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1380 

1 .  The  storage  of  liquid  fuel  in  a  tank  at  or  above  grade  at  a  bulk  plant  as  defined 
in  section  1  of  0.  Reg.  21 7/01  (Liquid  Fuels)  made  under  the  Technical  Standards 
and  Safety  Act,  2000,  or  a  facility  that  manufacturers  or  refines  fuel. 

2.  The  fuel  is  stored  in  a  quantity  that  is  more  than  2,500  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum  Hydrocarbons  F1 

^nOfi-n01  C)\  in  nrni  inrlwatpr  nr  qi  irfapp  watpr 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WnPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

1381 

1 .  The  storage  of  liquid  fuel  in  a  tank  at  or  above  grade  at  a  bulk  plant  as  defined 
in  section  1  of  0.  Reg.  217/01  (Liquid  Fuels)  made  under  the  Technical  Standards 
and  Safety  Act,  2000,  or  a  facility  that  manufacturers  or  refines  fuel. 

2.  The  fuel  is  stored  in  a  quantity  that  is  more  than  2,500  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum  Hydrocarbons 
F4  (>nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WnPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

1382 

1 .  The  storage  of  liquid  fuel  in  a  tank  at  or  above  grade  at  a  bulk  plant  as  defined 
in  section  1  of  0.  Reg.  21 7/01  (Liquid  Fuels)  made  under  the  Technical  Standards 
and  Safety  Act,  2000,  or  a  facility  that  manufacturers  or  refines  fuel. 

2.  The  fuel  is  stored  in  a  quantity  that  is  more  than  2,500  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum  Hydrocarbons  F2 
(>nC10-nC16)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

303 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  handling 
and  storage  of 
fuel. 

1383 

1 .  The  storage  of  liquid  fuel  in  a  tank  at  or  above  grade  at  a  bulk  plant  as  defined 
in  section  1  of  0.  Reg.  217/01  (Liquid  Fuels)  made  under  the  Technical  Standards 
and  Safety  Act,  2000,  or  a  facility  that  manufacturers  or  refines  fuel. 

2.  The  fuel  is  stored  in  a  quantity  that  is  more  than  2,500  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum 
Hydrocarbons  F3  (>nC16-nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

1384 

1 .  The  storage  of  liquid  fuel  in  a  tank  at  or  above  grade  at  a  facility  as  defined  in 
section  1  of  0.  Reg.  213/01  (Fuel  Oil)  made  under  the  Technical  Standards  and 
Safety  Act,  2000  or  a  facility  as  defined  in  section  1  of  0.  Reg.  217/01  (Liquid 
Fuels)  made  under  the  Technical  Standards  and  Safety  Act,  2000,  but  not 
including  a  bulk  plant. 

2.  The  fuel  is  stored  in  a  quantity  that  is  more  than  2,500  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  BTEX  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

4.8  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1385 

1 .  The  storage  of  liquid  fuel  in  a  tank  at  or  above  grade  at  a  facility  as  defined  in 
section  1  of  0.  Reg.  213/01  (Fuel  Oil)  made  under  the  Technical  Standards  and 
Safety  Act,  2000  or  a  facility  as  defined  in  section  1  of  0.  Reg.  217/01  (Liquid 
Fuels)  made  under  the  Technical  Standards  and  Safety  Act,  2000,  but  not 
including  a  bulk  plant. 

2.  The  fuel  is  stored  in  a  quantity  that  is  more  than  2,500  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum  Hydrocarbons  F1 
^ni_/D-ni_/  lu)  in  grounuwaier  or  suriace  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

\AfLIDA  r\ 

WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1386 

1 .  The  storage  of  liquid  fuel  in  a  tank  at  or  above  grade  at  a  facility  as  defined  in 
section  1  of  0.  Reg.  21 3/01  (Fuel  Oil)  made  under  the  Technical  Standards  and 
Safety  Act,  2000  or  a  facility  as  defined  in  section  1  of  0.  Reg.  217/01  (Liquid 
Fuels)  made  under  the  Technical  Standards  and  Safety  Act,  2000,  but  not 
including  a  bulk  plant. 

2.  The  fuel  is  stored  in  a  quantity  that  is  more  than  2,500  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum  Hydrocarbons 
F4  (>nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

304 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  handling 
and  storage  of 
fuel. 

1387 

1 .  The  storage  of  liquid  fuel  in  a  tank  at  or  above  grade  at  a  facility  as  defined  in 
section  1  of  0.  Reg.  21 3/01  (Fuel  Oil)  made  under  the  Technical  Standards  and 
Safety  Act,  2000  or  a  facility  as  defined  in  section  1  of  0.  Reg.  217/01  (Liquid 
Fuels)  made  under  the  Technical  Standards  and  Safety  Act,  2000,  but  not 
including  a  bulk  plant. 

2.  The  fuel  is  stored  in  a  quantity  that  is  more  than  2,500  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum  Hydrocarbons  F2 
(>nC1 0-nC1 6)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

1A/LJDA  n 

WnrA-U 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1388 

1 .  The  storage  of  liquid  fuel  in  a  tank  at  or  above  grade  at  a  facility  as  defined  in 
section  1  of  0.  Reg.  213/01  (Fuel  Oil)  made  under  the  Technical  Standards  and 
Safety  Act,  2000  or  a  facility  as  defined  in  section  1  of  0.  Reg.  217/01  (Liquid 
Fuels)  made  under  the  Technical  Standards  and  Safety  Act,  2000,  but  not 
including  a  bulk  plant. 

2.  The  fuel  is  stored  in  a  quantity  that  is  more  than  2,500  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum 
Hydrocarbons  F3  (>nC16-nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WMHA-U 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1389 

1 .  The  storage  of  liquid  fuel  in  a  tank  below  grade  and  at  a  facility  as  defined  in 
section  1  of  0.  Reg.  213/01  (Fuel  Oil)  made  under  the  Technical  Standards  and 
Safety  Act,  2000  or  a  facility  as  defined  in  section  1  of  0.  Reg.  217/01  (Liquid 
Fuels)  made  under  the  Technical  Standards  and  Safety  Act,  2000,  but  not 
including  a  bulk  plant. 

2.  The  fuel  is  stored  in  a  quantity  that  is  more  than  2,500  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  BTEX  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 

WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1390 

1 .  The  storage  of  liquid  fuel  in  a  tank  below  grade  and  at  a  facility  as  defined  in 
section  1  of  0.  Reg.  213/01  (Fuel  Oil)  made  under  the  Technical  Standards  and 
Safety  Act,  2000  or  a  facility  as  defined  in  section  1  of  0.  Reg.  217/01  (Liquid 
Fuels)  made  under  the  Technical  Standards  and  Safety  Act,  2000,  but  not 
including  a  bulk  plant. 

2.  The  fuel  is  stored  in  a  quantity  that  is  more  than  2,500  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum  Hydrocarbons  F1 
(nC6-nC10)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

305 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  handling 
and  storage  of 
fuel. 

1391 

1 .  The  storage  of  liquid  fuel  in  a  tank  below  grade  and  at  a  facility  as  defined  in 
section  1  of  0.  Reg.  213/01  (Fuel  Oil)  made  under  the  Technical  Standards  and 
Safety  Act,  2000  or  a  facility  as  defined  in  section  1  of  0.  Reg.  217/01  (Liquid 
Fuels)  made  under  the  Technical  Standards  and  Safety  Act,  2000,  but  not 
including  a  bulk  plant. 

2.  The  fuel  is  stored  in  a  quantity  that  is  more  than  2,500  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum  Hydrocarbons 

1 —  A    1         /~\r\  .1  \    ■                          1         J.                         I.  i 

F4  (>nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.4-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

1A/LJDA  n 

WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1392 

1 .  The  storage  of  liquid  fuel  in  a  tank  below  grade  and  at  a  facility  as  defined  in 
section  1  of  0.  Reg.  21 3/01  (Fuel  Oil)  made  under  the  Technical  Standards  and 
Safety  Act,  2000  or  a  facility  as  defined  in  section  1  of  0.  Reg.  217/01  (Liquid 
Fuels)  made  under  the  Technical  Standards  and  Safety  Act,  2000,  but  not 
including  a  bulk  plant. 

2.  The  fuel  is  stored  in  a  quantity  that  is  more  than  2,500  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum  Hydrocarbons  F2 
(>nC1 0-nC1 6)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WMHA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1393 

1 .  The  storage  of  liquid  fuel  in  a  tank  below  grade  and  at  a  facility  as  defined  in 
section  1  of  0.  Reg.  21 3/01  (Fuel  Oil)  made  under  the  Technical  Standards  and 
Safety  Act,  2000  or  a  facility  as  defined  in  section  1  of  0.  Reg.  217/01  (Liquid 
Fuels)  made  under  the  Technical  Standards  and  Safety  Act,  2000,  but  not 
including  a  bulk  plant. 

2.  The  fuel  is  stored  in  a  quantity  that  is  more  than  2,500  litres. 
3  A  <^nill  nf  thp  fiipl  mav  rp*^iilt  in  thp  nrp*^pnpp  nf  Pptrnlpiim 

\J  .   #1  Ok^lll    \J  I    Lll^    ILJwl    IllCiy    I^OLJIL  III    Lllw   k^l^OwllV^^   \J  I    1  wllV_/lwLJIII 

Hydrocarbons  F3  (>nC16-nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.4-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WnPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1394 

1 .  The  storage  of  liquid  fuel  in  a  tank  below  grade  at  a  bulk  plant  as  defined  in 
section  1  of  0.  Reg.  217/01  (Liquid  Fuels)  made  under  the  Technical  Standards 
and  Safety  Act,  2000,  or  a  facility  that  manufacturers  or  refines  fuel. 

2.  The  fuel  is  stored  in  a  quantity  that  is  more  than  2,500  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  BTEX  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 
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TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  handling 
and  storage  of 
fuel. 

1395 

1 .  The  storage  of  liquid  fuel  in  a  tank  below  grade  at  a  bulk  plant  as  defined  in 
section  1  of  0.  Reg.  217/01  (Liquid  Fuels)  made  under  the  Technical  Standards 
and  Safety  Act,  2000,  or  a  facility  that  manufacturers  or  refines  fuel. 

2.  The  fuel  is  stored  in  a  quantity  that  is  more  than  2,500  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum  Hydrocarbons  F1 

(nC^.R-nC^A  0\  in  nrni  inrlwatpr  nr     irfapp  watpr 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1396 

1 .  The  storage  of  liquid  fuel  in  a  tank  below  grade  at  a  bulk  plant  as  defined  in 
section  1  of  0.  Reg.  217/01  (Liquid  Fuels)  made  under  the  Technical  Standards 
and  Safety  Act,  2000,  or  a  facility  that  manufacturers  or  refines  fuel. 

2.  The  fuel  is  stored  in  a  quantity  that  is  more  than  2,500  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum  Hydrocarbons 

F4.               in  nrni  inriwatpr  nr  Qiirfapp  watpr 
1      V     iv-zOT^y  II 1  yi  ^jui  njvvciid  Kji  oui  1  ciow  vvciid  . 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.4-9 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1397 

1 .  The  storage  of  liquid  fuel  in  a  tank  below  grade  at  a  bulk  plant  as  defined  in 
section  1  of  0.  Reg.  217/01  (Liquid  Fuels)  made  under  the  Technical  Standards 
and  Safety  Act,  2000,  or  a  facility  that  manufacturers  or  refines  fuel. 

2.  The  fuel  is  stored  in  a  quantity  that  is  more  than  2,500  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum  Hydrocarbons  F2 

{"^nC^A  O-nOI  R\  in  nrni  inriwafpr  nr  qi  irfapp  watpr 

l>-'  1  v.*   1  1'*-'  '  ^/  "  '  y  ^"1  l»-IVVClld    KJI    OUI  1  ClV.fW  VVClld  . 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1398 

1 .  The  storage  of  liquid  fuel  in  a  tank  below  grade  at  a  bulk  plant  as  defined  in 
section  1  of  0.  Reg.  217/01  (Liquid  Fuels)  made  under  the  Technical  Standards 
and  Safety  Act,  2000,  or  a  facility  that  manufacturers  or  refines  fuel. 

2.  The  fuel  is  stored  in  a  quantity  that  is  more  than  2,500  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum 
Hydrocarbons  F3  (>nC16-nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.4-9 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1399 

1 .  The  storage  of  liquid  fuel  in  a  tank,  a  part  of  which,  but  not  all,  is  below  grade  at 
a  facility  as  defined  in  section  1  of  0.  Reg.  213/01  (Fuel  Oil)  made  under  the 
Technical  Standards  and  Safety  Act,  2000  or  a  facility  as  defined  in  section  1  of  0. 
Reg.  217/01  (Liquid  Fuels)  made  under  the  Technical  Standards  and  Safety  Act, 
2000,  but  not  including  a  bulk  plant. 

2.  The  fuel  is  stored  in  a  quantity  that  is  more  than  2,500  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  BTEX  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

4.8  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 
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TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  handling 
and  storage  of 
fuel. 

1400 

1 .  The  storage  of  liquid  fuel  in  a  tank,  a  part  of  which,  but  not  all,  is  below  grade  at 
a  facility  as  defined  in  section  1  of  0.  Reg.  21 3/01  (Fuel  Oil)  made  under  the 
Technical  Standards  and  Safety  Act,  2000  or  a  facility  as  defined  in  section  1  of  0. 
Reg.  21 7/01  (Liquid  Fuels)  made  under  the  Technical  Standards  and  Safety  Act, 
2000,  but  not  including  a  bulk  plant. 

2.  The  fuel  is  stored  in  a  quantity  that  is  more  than  2,500  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum  Hydrocarbons  F1 
(nC6-nC10)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
Wr!rA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1401 

1 .  The  storage  of  liquid  fuel  in  a  tank,  a  part  of  which,  but  not  all,  is  below  grade  at 
a  facility  as  defined  in  section  1  of  0.  Reg.  213/01  (Fuel  Oil)  made  under  the 
Technical  Standards  and  Safety  Act,  2000  or  a  facility  as  defined  in  section  1  of  0. 
Reg.  21 7/01  (Liquid  Fuels)  made  under  the  Technical  Standards  and  Safety  Act, 
2000,  but  not  including  a  bulk  plant. 

2.  The  fuel  is  stored  in  a  quantity  that  is  more  than  2,500  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum  Hydrocarbons 

1 —  A    1              r\  A\    '                          1         J.                         I.  i 

F4  (>nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WMHA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1402 

1 .  The  storage  of  liquid  fuel  in  a  tank,  a  part  of  which,  but  not  all,  is  below  grade  at 
a  facility  as  defined  in  section  1  of  0.  Reg.  213/01  (Fuel  Oil)  made  under  the 
Technical  Standards  and  Safety  Act,  2000  or  a  facility  as  defined  in  section  1  of  0. 
Reg.  217/01  (Liquid  Fuels)  made  under  the  Technical  Standards  and  Safety  Act, 
2000 ,  but  not  including  a  bulk  plant. 

2.  The  fuel  is  stored  in  a  quantity  that  is  more  than  2,500  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum  Hydrocarbons  F2 
\>\\\j  \  u-n(_/ 1 D)  in  grounuwaier  or  suriace  waier. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1403 

1 .  The  storage  of  liquid  fuel  in  a  tank,  a  part  of  which,  but  not  all,  is  below  grade  at 
a  facility  as  defined  in  section  1  of  0.  Reg.  213/01  (Fuel  Oil)  made  under  the 
Technical  Standards  and  Safety  Act,  2000  or  a  facility  as  defined  in  section  1  of  0. 
Reg.  21 7/01  (Liquid  Fuels)  made  under  the  Technical  Standards  and  Safety  Act, 
2000,  but  not  including  a  bulk  plant. 

2.  The  fuel  is  stored  in  a  quantity  that  is  more  than  2,500  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum 
Hydrocarbons  F3  (>nC16-nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

308 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  handling 
and  storage  of 
fuel. 

1404 

1 .  The  storage  of  liquid  fuel  in  a  tank,  a  part  of  which,  but  not  all,  is  below  grade 
and  at  a  bulk  plant  as  defined  in  section  1  of  0.  Reg.  217/01  (Liquid  Fuels)  made 
under  the  Technical  Standards  and  Safety  Act,  2000,  or  a  facility  that 
manufacturers  or  refines  fuel. 

2.  The  fuel  is  stored  in  a  quantity  that  is  more  than  2,500  litres. 

A  «iriill  nf  thp  fiipl  mav  rp<?iilt  in  thp  nrpQpnpp  nf  RTFX  in  nrni  inrlwatpr  nr  Qiirfppp 

O ■        OLylll  \jl   IIIC  lUwl  IllCly   IWOUIl  III  lllw  l^/lwOwll V_fW  KJ 1   l-t  1  1  / \  III  u  1     U 1  lU Vv did    \JI    o U 1  1  ClOw 

water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 

ijifi_m  A  n 

WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1405 

1 .  The  storage  of  liquid  fuel  in  a  tank,  a  part  of  which,  but  not  all,  is  below  grade 
and  at  a  bulk  plant  as  defined  in  section  1  of  0.  Reg.  217/01  (Liquid  Fuels)  made 
under  the  Technical  Standards  and  Safety  Act,  2000,  or  a  facility  that 
manufacturers  or  refines  fuel. 

2.  The  fuel  is  stored  in  a  quantity  that  is  more  than  2,500  litres. 

A  Qnill  nf  thp  fiipl  mav  rpQiilt  in  thp  nrp<?pnpp  nf  Pptrnlpiim  Hvrlrnparhnn*?  F1 

O .  #  \  OLJIII  KJI   Lllw  lUwl  IllCiy   IwOUIl  III  lllw  L/lwOwll KJI   1    wll^JIwUlM  1  lyUIL/V^CllL^L/llo  1  1 

(nC6-nC10)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1406 

1 .  The  storage  of  liquid  fuel  in  a  tank,  a  part  of  which,  but  not  all,  is  below  grade 
and  at  a  bulk  plant  as  defined  in  section  1  of  0.  Reg.  217/01  (Liquid  Fuels)  made 
under  the  Technical  Standards  and  Safety  Act,  2000,  or  a  facility  that 
manufacturers  or  refines  fuel. 

2.  The  fuel  is  stored  in  a  quantity  that  is  more  than  2,500  litres. 

A  <?nill  nf  thp  fiipl  mav  rpQiilt  in  thp  nrpQpnpp  nf  Pptrnlpiim  Hvrlrnpprhnn*? 
o .      o|^iii  Kji  iiiw  lud  iiiciy  loouii  III  iiiw  i^iwod  1  v_fC  \ji  1  wii^jiwuiii  1  ly^ji^jociii-'^jiio 

F4  (>nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1407 

1 .  The  storage  of  liquid  fuel  in  a  tank,  a  part  of  which,  but  not  all,  is  below  grade 
and  at  a  bulk  plant  as  defined  in  section  1  of  0.  Reg.  217/01  (Liquid  Fuels)  made 
under  the  Technical  Standards  and  Safety  Act,  2000,  or  a  facility  that 
manufacturers  or  refines  fuel. 

2.  The  fuel  is  stored  in  a  quantity  that  is  more  than  2,500  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum  Hydrocarbons  F2 
(>nC1 0-nC1 6)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1408 

1 .  The  storage  of  liquid  fuel  in  a  tank,  a  part  of  which,  but  not  all,  is  below  grade 
and  at  a  bulk  plant  as  defined  in  section  1  of  0.  Reg.  217/01  (Liquid  Fuels)  made 
under  the  Technical  Standards  and  Safety  Act,  2000,  or  a  facility  that 
manufacturers  or  refines  fuel. 

2.  The  fuel  is  stored  in  a  quantity  that  is  more  than  2,500  litres. 

3.  A  spill  of  the  fuel  may  result  in  the  presence  of  Petroleum 
Hydrocarbons  F3  (>nC16-nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

V  V  111  rA  U 

10 

8 

6 

HVA 

6 

SGRA 

6 

309 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  handling 
and  storage  of 
non-agricultural 
source  material. 

1409 

1 .  The  non-agricultural  source  material  is  stored  at  or  above  grade  in  or  on  a 
permanent  nutrient  storage  facility. 

2.  The  mass  of  nitrogen  in  the  non-agricultural  source  material  stored  is  less  than 
0.5  tonnes. 

3.  A  spill  of  the  material  or  runoff  from  the  area  where  the  material  is  stored  may 

rp<?iilt  in  thp  nrpQpnpp  nf  Mitrnnpn  in  nrni  inriwafpr  nr  ciiirfppp  wpfpr 

IWOUIl  III  lllw  |^IWOWIIV>w  KJI   IMIll^J^dl  III  ^I^JUIIUVVdld    KJI    OUII  ClOw  Vv  dlwl  . 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WrlPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

1410 

1 .  The  non-agricultural  source  material  is  stored  at  or  above  grade  in  or  on  a 
permanent  nutrient  storage  facility. 

2.  The  mass  of  nitrogen  in  the  non-agricultural  source  material  stored  is  less  than 
0.5  tonnes. 

3.  A  spill  of  the  material  or  runoff  from  the  area  where  the  material  is  stored  may 
result  in  the  presence  of  Phosphorus  (total)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

HVA 

SGRA 

1411 

1 .  The  non-agricultural  source  material  is  stored  at  or  above  grade  on  a  temporary 
field  nutrient  storage  site. 

2.  The  mass  of  nitrogen  in  the  non-agricultural  source  material  stored  is  less  than 
0.5  tonnes. 

3.  A  spill  of  the  material  or  runoff  from  the  area  where  the  material  is  stored  may 
result  in  the  presence  of  Nitrogen  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 

V  V  111  rA  U 

10 

6-8 

HVA 

6 

SGRA 

6 
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TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  handling 
and  storage  of 
non-agricultural 
source  material. 

1412 

1 .  The  non-agricultural  source  material  is  stored  at  or  above  grade  on  a  temporary 
field  nutrient  storage  site. 

2.  The  mass  of  nitrogen  in  the  non-agricultural  source  material  stored  is  less  than 
0.5  tonnes. 

3.  A  spill  of  the  material  or  runoff  from  the  area  where  the  material  is  stored  may 

rp*^iilt  in  thp  nrp*^pnrp  nf  Phn*^nhnrii<^  ^tntah  in  nrniinHwatpr  nr  c^iirfarp  wpfpr 

IWOLJIl  III  11  Iw  l^/IWOV^IIV^W  V_/l    1    IIV_/OI-/IIWILJO  t       ICll/   III  UIWLJIItvlVV  CllV>  1    U 1    O  LJ  1  1  Cl\j\>  VV  dlw  1  . 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

HVA 

SGRA 

1413 

1 .  The  non-agricultural  source  material  is  stored  below  grade  in  or  on  a  permanent 
nutrient  storage  facility. 

2.  The  mass  of  nitrogen  in  the  non-agricultural  source  material  stored  is  less  than 
0.5  tonnes. 

3.  A  spill  of  the  material  or  runoff  from  the  area  where  the  material  is  stored  may 

rpciiilt  in  thp  nrp*^pnpp  nf  Nitrnnpn  in  nrniinrlwatpr  nr  c;iirfppp  watpr 

IWOLJIl  III  lllw  lu/IWOWIIV.fW  V_/l    I^IIIV_/UWII  III  ^lULJIItvlVVCll^l    V_/l    OLJII  ClOV>  VV  dlw  1  . 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1414 

1 .  The  non-agricultural  source  material  is  stored  below  grade  in  or  on  a  permanent 
nutrient  storage  facility. 

2.  The  mass  of  nitrogen  in  the  non-agricultural  source  material  stored  is  less  than 
0.5  tonnes. 

3.  A  spill  of  the  material  or  runoff  from  the  area  where  the  material  is  stored  may 

rp*^iilt  in  thp  nrp*^pnpp  nf  Phn*^nhnrii<^  ^tntah  in  nrniinHwatpr  nr  c^iirfarp  watpr 

IWOLJIl  III  11  Iw  j-ZIV^OV^IIV^W  V_/l    1    IIWOI-/ll\_/ILJO  t       ICll/   III  UIWLJIItvlVV  CllV>  1    U 1    O  LJ  1  1  CIV^  V>  VV  dlw  1  . 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 

ijifi_m  A  n 

WHPA-D 

HVA 

SGRA 

1415 

1 .  A  portion,  but  not  all,  of  the  non-agricultural  source  material  is  stored  above 
grade  in  or  on  a  permanent  nutrient  storage  facility. 

2.  The  mass  of  nitrogen  in  the  non-agricultural  source  material  stored  is  less  than 
0.5  tonnes. 

3.  A  spill  of  the  material  or  runoff  from  the  area  where  the  material  is  stored  may 
result  in  the  presence  of  Nitrogen  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1416 

1 .  A  portion,  but  not  all,  of  the  non-agricultural  source  material  is  stored  above 
grade  in  or  on  a  permanent  nutrient  storage  facility. 

2.  The  mass  of  nitrogen  in  the  non-agricultural  source  material  stored  is  less  than 
0.5  tonnes. 

3.  A  spill  of  the  material  or  runoff  from  the  area  where  the  material  is  stored  may 
result  in  the  presence  of  Phosphorus  (total)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

VV  111  rA  U 

HVA 

SGRA 
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TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  handling 
and  storage  of 
non-agricultural 
source  material. 

1417 

1 .  The  non-agricultural  source  material  is  stored  at  or  above  grade  in  or  on  a 
permanent  nutrient  storage  facility. 

2.  The  mass  of  nitrogen  in  the  non-agricultural  source  material  stored  is  at  least 
0.5  tonnes  but  not  more  than  5  tonnes. 

3.  A  spill  of  the  material  or  runoff  from  the  area  where  the  material  is  stored  may 

rp*^iilt  in  thp  nrp*^pnrp  nf  Nitrnnpn  in  nrniinHwatpr  nr  <^nrfprp  wafpr 

IWOLJIl  III  lllw  l^/IWOV^IIV^W  V_/l    I^IIIV_/UWII  III  UIV_/LJII1vlVVCllV>l    V_/l    OLJII CIV^  V>  VV  dlw  1  . 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7.2  -  9 

4.8  -  7 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 

ijifi_m  A  n 

WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1418 

1 .  The  non-agricultural  source  material  is  stored  at  or  above  grade  in  or  on  a 
permanent  nutrient  storage  facility. 

2.  The  mass  of  nitrogen  in  the  non-agricultural  source  material  stored  is  at  least 
0.5  tonnes  but  not  more  than  5  tonnes. 

3.  A  spill  of  the  material  or  runoff  from  the  area  where  the  material  is  stored  may 

rpciiilt  in  thp  nrp*^pnpp  nf  Pho^inhnriic;  ^tntah  in  nrniinHwatpr  nr  c;iirfppp  wafpr 

IWOLJIl  III  11  Iw  lu/IWOWIIV.fW  V_/l    1    ll\_/Olu'IIV_/ILJO  t  LV_/  lul/   III  UIV_/LJII1vlVV  ClL\>  1    U 1    O  LJ  1  1  Cl>_>V>   vV  ulw  1  . 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

4.9  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

HVA 

SGRA 

1419 

1 .  The  non-agricultural  source  material  is  stored  at  or  above  grade  on  a  temporary 
field  nutrient  storage  site. 

2.  The  mass  of  nitrogen  in  the  non-agricultural  source  material  stored  is  at  least 
0.5  tonnes  but  not  more  than  5  tonnes. 

3.  A  spill  of  the  material  or  runoff  from  the  area  where  the  material  is  stored  may 

rp*^iilt  in  thp  nrp*^pnpp  nf  Nitrnnpn  in  nrnnnHwatpr  nr  <^iirfprp  watpr 

IWOLJIl  III  lllw  j-ZIV^OV^IIV^W  V_/l    I^IIIV_/UWII  III  UlULJIItvlVVCllV^I    V_/l    OLJII  Clv^  V>  VV  dlw  1  . 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7.2  -  9 

4.8  -  7 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 

iJifLf  n  A  n 

WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1420 

1 .  The  non-agricultural  source  material  is  stored  at  or  above  grade  on  a  temporary 
field  nutrient  storage  site. 

2.  The  mass  of  nitrogen  in  the  non-agricultural  source  material  stored  is  at  least 
0.5  tonnes  but  not  more  than  5  tonnes. 

3.  A  spill  of  the  material  or  runoff  from  the  area  where  the  material  is  stored  may 
result  in  the  presence  of  Phosphorus  (total)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

4.9  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

HVA 

SGRA 

1421 

1 .  The  non-agricultural  source  material  is  stored  below  grade  in  or  on  a  permanent 
nutrient  storage  facility. 

2.  The  mass  of  nitrogen  in  the  non-agricultural  source  material  stored  is  at  least 
0.5  tonnes  but  not  more  than  5  tonnes. 

3.  A  spill  of  the  material  or  runoff  from  the  area  where  the  material  is  stored  may 
result  in  the  presence  of  Nitrogen  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

V  V  111  rA  U 

10 

8 

6 

HVA 

6 

SGRA 

6 
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TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  handling 
and  storage  of 
non-agricultural 
source  material. 

1422 

1 .  The  non-agricultural  source  material  is  stored  below  grade  in  or  on  a  permanent 
nutrient  storage  facility. 

2.  The  mass  of  nitrogen  in  the  non-agricultural  source  material  stored  is  at  least 
0.5  tonnes  but  not  more  than  5  tonnes. 

3.  A  spill  of  the  material  or  runoff  from  the  area  where  the  material  is  stored  may 

rp*^iilt  in  thp  nrp*^pnrp  nf  Phn*^nhnrii<^  ^tntah  in  nrniinHwatpr  nr  c^iirfarp  wpfpr 

IWOLJIl  III  11  Iw  j-ZIV^OV^IIV^W  V_/l    1    IIV_/OI-/IIWILJO  t       ICll/   III  UIWLJIItvlVV  CllV>  1    U 1    O  LJ  1  1  Cl\j\>  VV  dlw  1  . 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7-10 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 

ijifi_m  A  n 

WHPA-D 

HVA 

SGRA 

1423 

1 .  A  portion,  but  not  all,  of  the  non-agricultural  source  material  is  stored  above 
grade  in  or  on  a  permanent  nutrient  storage  facility. 

2.  The  mass  of  nitrogen  in  the  non-agricultural  source  material  stored  is  at  least 
0.5  tonnes  but  not  more  than  5  tonnes. 

3.  A  spill  of  the  material  or  runoff  from  the  area  where  the  material  is  stored  may 

rpciiilt  in  thp  nrp*^pnpp  nf  Nitrnnpn  in  nrniinrlwatpr  nr  c;iirfppp  wafpr 

IWOLJIl  III  lllw  lu/IWOWIIV.fW  V_/l    I^IIIV_/UWII  III  ^lULJIItvlVVClL^I    \Ji    OLJII  ClOV>  VV  dlw  1  . 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7.2  -  9 

4.8  -  7 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1424 

1 .  A  portion,  but  not  all,  of  the  non-agricultural  source  material  is  stored  above 
grade  in  or  on  a  permanent  nutrient  storage  facility. 

2.  The  mass  of  nitrogen  in  the  non-agricultural  source  material  stored  is  at  least 
0.5  tonnes  but  not  more  than  5  tonnes. 

3.  A  spill  of  the  material  or  runoff  from  the  area  where  the  material  is  stored  may 

rp*^iilt  in  thp  nrp*^pnpp  nf  Phn*^nhnrii<^  ^tntah  in  nrniinHwatpr  nr  c^iirfarp  watpr 

IWOLJIl  III  11  Iw  j-ZIV^OV^IIV^W  V_/l    1    ll\_/OI-/ll\_/ILJO  t       ICll/   III  UIWLJIItvlVV  CllV>  1    U 1    O  LJ  1  1  CX\j\>  VV  dlw  1  . 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

4.9  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 

iJifLf  n  A  n 

WHPA-D 

HVA 

SGRA 

1425 

1 .  The  non-agricultural  source  material  is  stored  at  or  above  grade  in  or  on  a 
permanent  nutrient  storage  facility. 

2.  The  mass  of  nitrogen  in  the  non-agricultural  source  material  stored  is  more  than 
5  tonnes. 

3.  A  spill  of  the  material  or  runoff  from  the  area  where  the  material  is  stored  may 
result  in  the  presence  of  Nitrogen  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1426 

1 .  The  non-agricultural  source  material  is  stored  at  or  above  grade  in  or  on  a 
permanent  nutrient  storage  facility. 

2.  The  mass  of  nitrogen  in  the  non-agricultural  source  material  stored  is  more  than 
5  tonnes. 

3.  A  spill  of  the  material  or  runoff  from  the  area  where  the  material  is  stored  may 
result  in  the  presence  of  Phosphorus  (total)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 

WHPA-D 
VV  nr n  u 

HVA 

SGRA 
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TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  handling 
and  storage  of 
non-agricultural 
source  material. 

1427 

1 .  The  non-agricultural  source  material  is  stored  at  or  above  grade  on  a  temporary 
field  nutrient  storage  site. 

2.  The  mass  of  nitrogen  in  the  non-agricultural  source  material  stored  is  more  than 
5  tonnes. 

3.  A  spill  of  the  material  or  runoff  from  the  area  where  the  material  is  stored  may 

rp*^iilt  in  thp  nrp*^pnrp  nf  Nitrnnpn  in  nrniinriwptpr  nr  <^iirfprp  wafpr 

IWOLJIl  III  lllw  l^/IWOV^IIV^W  V_/l    I^IIIV_/UWII  III  UIV_/LJII1vlVVCllV>l    V_/l    OLJII CIV^  V>  VV  dlw  1  . 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1428 

1 .  The  non-agricultural  source  material  is  stored  at  or  above  grade  on  a  temporary 
field  nutrient  storage  site. 

2.  The  mass  of  nitrogen  in  the  non-agricultural  source  material  stored  is  more  than 
5  tonnes. 

3.  A  spill  of  the  material  or  runoff  from  the  area  where  the  material  is  stored  may 

rpciiilt  in  thp  nrp*^pnpp  nf  Pho^inhnriic;  ^tntah  in  nrniindwatpr  nr  c;iirfppp  wafpr 

IWOLJIl  III  11  Iw  lu/IWOWIIV.fW  V_/l    1    ll\_/Olu'IIV_/ILJO  t  LV_/  lul/   III  UIV_/LJII1vlVV  dlw  1    KJi    O  LJ 1  1  Cl>_>V>   vV  ulw  1  . 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

HVA 

SGRA 

1429 

1 .  The  non-agricultural  source  material  is  stored  below  grade  in  or  on  a  permanent 
nutrient  storage  facility. 

2.  The  mass  of  nitrogen  in  the  non-agricultural  source  material  stored  is  more  than 
5  tonnes. 

3.  A  spill  of  the  material  or  runoff  from  the  area  where  the  material  is  stored  may 

rp*^iilt  in  thp  nrp*^pnpp  nf  Nitrnnpn  in  nrniinHwatpr  nr  <^iirfprp  watpr 

IWOLJIl  III  lllw  j-ZIV^OV^IIV^W  V_/l    I^IIIV_/UWII  III  UlULJIItvlVVCllV^I    V_/l    OLJII  Clv^  V>  VV  dlw  1  . 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WnPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1430 

1 .  The  non-agricultural  source  material  is  stored  below  grade  in  or  on  a  permanent 
nutrient  storage  facility. 

2.  The  mass  of  nitrogen  in  the  non-agricultural  source  material  stored  is  more  than 
5  tonnes. 

3.  A  spill  of  the  material  or  runoff  from  the  area  where  the  material  is  stored  may 
result  in  the  presence  of  Phosphorus  (total)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

HVA 

SGRA 

1431 

1 .  A  portion,  but  not  all,  of  the  non-agricultural  source  material  is  stored  above 
grade  in  or  on  a  permanent  nutrient  storage  facility. 

2.  The  mass  of  nitrogen  in  the  non-agricultural  source  material  stored  is  more  than 
5  tonnes. 

3.  A  spill  of  the  material  or  runoff  from  the  area  where  the  material  is  stored  may 
result  in  the  presence  of  Nitrogen  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 
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TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  handling 
and  storage  of 
non-agricultural 
source  material. 

1432 

1 .  A  portion,  but  not  all,  of  the  non-agricultural  source  material  is  stored  above 
grade  in  or  on  a  permanent  nutrient  storage  facility. 

2.  The  mass  of  nitrogen  in  the  non-agricultural  source  material  stored  is  more  than 
5  tonnes. 

3.  A  spill  of  the  material  or  runoff  from  the  area  where  the  material  is  stored  may 
result  in  the  presence  of  Phosphorus  (total)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
Wrlr  A-U 

HVA 

SGRA 

The  handling 
and  storage  of 
road  salt. 

1433 

1 .  The  storage  of  road  salt  in  a  manner  that  may  result  in  its  exposure  to 
precipitation  or  runoff  from  precipitation  or  snow  melt. 

2.  The  quantity  stored  is  less  than  500  tonnes. 

3.  Runoff  from  the  area  in  which  the  salt  is  stored  may  result  in  the  presence  of 
Chloride  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

1434 

1 .  The  storage  of  road  salt  in  a  manner  that  may  result  in  its  exposure  to 
precipitation  or  runoff  from  precipitation  or  snow  melt. 

2.  The  quantity  stored  is  less  than  500  tonnes. 

3.  Runoff  from  the  area  in  which  the  salt  is  stored  may  result  in  the  presence  of 
Sodium  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

1435 

1 .  The  storage  of  road  salt  in  a  salt  dome  or  similar  facility  designed  to  protect  the 
road  salt  from  exposure  to  precipitation  or  runoff  from  precipitation  or  snow  melt. 

2.  The  quantity  stored  is  less  than  500  tonnes. 

3.  Runoff  from  the  area  in  which  the  salt  is  stored  may  result  in  the  presence  of 
Chloride  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7-10 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 

ijifi_m  A  n 

WnPA-D 

8-10 

HVA 

SGRA 

1436 

1 .  The  storage  of  road  salt  in  a  salt  dome  or  similar  facility  designed  to  protect  the 
road  salt  from  exposure  to  precipitation  or  runoff  from  precipitation  or  snow  melt. 

2.  The  quantity  stored  is  less  than  500  tonnes. 

3.  Runoff  from  the  area  in  which  the  salt  is  stored  may  result  in  the  presence  of 
Sodium  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7-10 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

8-10 

HVA 

SGRA 
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TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  handling 
and  storage  of 
road  salt. 

1437 

1 .  The  storage  of  road  salt  in  a  manner  that  may  result  in  its  exposure  to 
precipitation  or  runoff  from  precipitation  or  snow  melt. 

2.  The  quantity  stored  is  at  least  500,  but  not  more  than  5,000  tonnes. 

3.  Runoff  from  the  area  in  which  the  salt  is  stored  may  result  in  the  presence  of 
Chloride  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

4.9  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1438 

1 .  The  storage  of  road  salt  in  a  manner  that  may  result  in  its  exposure  to 
precipitation  or  runoff  from  precipitation  or  snow  melt. 

2.  The  quantity  stored  is  at  least  500,  but  not  more  than  5,000  tonnes. 

3.  Runoff  from  the  area  in  which  the  salt  is  stored  may  result  in  the  presence  of 
Sodium  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

4.9  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1439 

1 .  The  storage  of  road  salt  in  a  salt  dome  or  similar  facility  designed  to  protect  the 
road  salt  from  exposure  to  precipitation  or  runoff  from  precipitation  or  snow  melt. 

2.  The  quantity  stored  is  at  least  500,  but  not  more  than  5,000  tonnes. 

3.  Runoff  from  the  area  in  which  the  salt  is  stored  may  result  in  the  presence  of 
Chloride  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

1440 

1 .  The  storage  of  road  salt  in  a  salt  dome  or  similar  facility  designed  to  protect  the 
road  salt  from  exposure  to  precipitation  or  runoff  from  precipitation  or  snow  melt. 

2.  The  quantity  stored  is  at  least  500,  but  not  more  than  5,000  tonnes. 

3.  Runoff  from  the  area  in  which  the  salt  is  stored  may  result  in  the  presence  of 
Sodium  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

1441 

1 .  The  storage  of  road  salt  in  a  manner  that  may  result  in  its  exposure  to 
precipitation  or  runoff  from  precipitation  or  snow  melt. 

2.  The  quantity  stored  is  more  than  5,000  tonnes. 

3.  Runoff  from  the  area  in  which  the  salt  is  stored  may  result  in  the  presence  of 
Chloride  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 
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TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  handling 
and  storage  of 
road  salt. 

1442 

1 .  The  storage  of  road  salt  in  a  manner  that  may  result  in  its  exposure  to 
precipitation  or  runoff  from  precipitation  or  snow  melt. 

2.  The  quantity  stored  is  more  than  5,000  tonnes. 

3.  Runoff  from  the  area  in  which  the  salt  is  stored  may  result  in  the  presence  of 
Sodium  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1443 

1 .  The  storage  of  road  salt  in  a  salt  dome  or  similar  facility  designed  to  protect  the 
road  salt  from  exposure  to  precipitation  or  runoff  from  precipitation  or  snow  melt. 

2.  The  quantity  stored  is  more  than  5,000  tonnes. 

3.  Runoff  from  the  area  in  which  the  salt  is  stored  may  result  in  the  presence  of 
Chloride  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1444 

1 .  The  storage  of  road  salt  in  a  salt  dome  or  similar  facility  designed  to  protect  the 
road  salt  from  exposure  to  precipitation  or  runoff  from  precipitation  or  snow  melt. 

2.  The  quantity  stored  is  more  than  5,000  tonnes. 

3.  Runoff  from  the  area  in  which  the  salt  is  stored  may  result  in  the  presence  of 
Sodium  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
Wrlr  A-U 

8  -  10 

6 

HVA 

6 

SGRA 

6 

The  storage  of 
snow. 

1445 

1 .  The  snow  is  stored  at  or  above  grade. 

2.  The  area  upon  which  snow  is  stored  is  at  least  0.01 ,  but  not  more  than  0.5 
hectares. 

3.  Runoff  from  the  area  in  which  the  snow  is  stored  may  result  in  the  presence  of 
Chloride  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

1446 

1 .  The  snow  is  stored  at  or  above  grade. 

2.  The  area  upon  which  snow  is  stored  is  at  least  0.01 ,  but  not  more  than  0.5 
hectares. 

3.  Runoff  from  the  area  in  which  the  snow  is  stored  may  result  in  the  presence  of 
Copper  or  one  or  more  of  its  compounds  containing  Copper  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

V  V  III  U 

10 

6-8 

HVA 

6 

SGRA 

6 
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TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  storage  of 
snow. 

1447 

1 .  The  snow  is  stored  at  or  above  grade. 

2.  The  area  upon  which  snow  is  stored  is  at  least  0.01 ,  but  not  more  than  0.5 
hectares. 

3.  Runoff  from  the  area  in  which  the  snow  is  stored  may  result  in  the  presence  of 
Cyanide  (CN-)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

1448 

1 .  The  snow  is  stored  at  or  above  grade. 

2.  The  area  upon  which  snow  is  stored  is  at  least  0.01 ,  but  not  more  than  0.5 
hectares. 

3.  Runoff  from  the  area  in  which  the  snow  is  stored  may  result  in  the  presence  of 
Lead  or  one  or  more  of  its  compounds  containing  Lead  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

4.9  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WnPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

1449 

1 .  The  snow  is  stored  at  or  above  grade. 

2.  The  area  upon  which  snow  is  stored  is  at  least  0.01 ,  but  not  more  than  0.5 
hectares. 

3.  Runoff  from  the  area  in  which  the  snow  is  stored  may  result  in  the  presence  of 
Nitrogen  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WnPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

1450 

1 .  The  snow  is  stored  at  or  above  grade. 

2.  The  area  upon  which  snow  is  stored  is  at  least  0.01 ,  but  not  more  than  0.5 
hectares. 

3.  Runoff  from  the  area  in  which  the  snow  is  stored  may  result  in  the  presence  of 
Petroleum  Hydrocarbons  F1  (nC6-nC10)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

1451 

1 .  The  snow  is  stored  at  or  above  grade. 

2.  The  area  upon  which  snow  is  stored  is  at  least  0.01 ,  but  not  more  than  0.5 
hectares. 

3.  Runoff  from  the  area  in  which  the  snow  is  stored  may  result  in  the  presence  of 
Petroleum  Hydrocarbons  F4  (>nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

V  V  111  rA  U 

10 

8 

HVA 

SGRA 
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TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  storage  of 
snow. 

1452 

1 .  The  snow  is  stored  at  or  above  grade. 

2.  The  area  upon  which  snow  is  stored  is  at  least  0.01 ,  but  not  more  than  0.5 
hectares. 

3.  Runoff  from  the  area  in  which  the  snow  is  stored  may  result  in  the  presence  of 
Petroleum  Hydrocarbons  F2  (>nC10-nC16)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

HVA 

SGRA 

1453 

1 .  The  snow  is  stored  at  or  above  grade. 

2.  The  area  upon  which  snow  is  stored  is  at  least  0.01 ,  but  not  more  than  0.5 
hectares. 

3.  Runoff  from  the  area  in  which  the  snow  is  stored  may  result  in  the  presence  of 
Petroleum  Hydrocarbons  F3  (>nC16-nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

HVA 

SGRA 

1454 

1 .  The  snow  is  stored  at  or  above  grade. 

2.  The  area  upon  which  snow  is  stored  is  at  least  0.01 ,  but  not  more  than  0.5 
hectares. 

3.  Runoff  from  the  area  in  which  the  snow  is  stored  may  result  in  the  presence  of 
Sodium  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

1455 

1 .  The  snow  is  stored  at  or  above  grade. 

2.  The  area  upon  which  snow  is  stored  is  at  least  0.01 ,  but  not  more  than  0.5 
hectares. 

3.  Runoff  from  the  area  in  which  the  snow  is  stored  may  result  in  the  presence  of 
Zinc  or  one  or  more  of  its  compounds  containing  Zinc  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

1456 

1 .  The  snow  is  stored  below  grade. 

2.  The  area  upon  which  snow  is  stored  is  at  least  0.01 ,  but  not  more  than  0.5 
hectares. 

3.  Runoff  from  the  area  in  which  the  snow  is  stored  may  result  in  the  presence  of 
Chloride  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

V  V  111  rA  U 

8  -  10 

6 

HVA 

6 

SGRA 

6 
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TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  storage  of 
snow. 

1457 

1 .  The  snow  is  stored  below  grade. 

2.  The  area  upon  which  snow  is  stored  is  at  least  0.01 ,  but  not  more  than  0.5 
hectares. 

3.  Runoff  from  the  area  in  which  the  snow  is  stored  may  result  in  the  presence  of 
Copper  or  one  or  more  of  its  compounds  containing  Copper  in  groundwater  or 
*^iirfprp  wpfpr 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1458 

1 .  The  snow  is  stored  below  grade. 

2.  The  area  upon  which  snow  is  stored  is  at  least  0.01 ,  but  not  more  than  0.5 
hectares. 

3.  Runoff  from  the  area  in  which  the  snow  is  stored  may  result  in  the  presence  of 
Cyanide  (CN-)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7.2-10 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1459 

1 .  The  snow  is  stored  below  grade. 

2.  The  area  upon  which  snow  is  stored  is  at  least  0.01 ,  but  not  more  than  0.5 
hectares. 

3.  Runoff  from  the  area  in  which  the  snow  is  stored  may  result  in  the  presence  of 
Lead  or  one  or  more  of  its  compounds  containing  Lead  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7-10 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 

ijifi_m  A  n 

WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1460 

1 .  The  snow  is  stored  below  grade. 

2.  The  area  upon  which  snow  is  stored  is  at  least  0.01 ,  but  not  more  than  0.5 
hectares. 

3.  Runoff  from  the  area  in  which  the  snow  is  stored  may  result  in  the  presence  of 
Nitrogen  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7.2-10 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1461 

1 .  The  snow  is  stored  below  grade. 

2.  The  area  upon  which  snow  is  stored  is  at  least  0.01 ,  but  not  more  than  0.5 
hectares. 

3.  Runoff  from  the  area  in  which  the  snow  is  stored  may  result  in  the  presence  of 
Petroleum  Hydrocarbons  F1  (nC6-nC10)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

V  V  111  rA  U 

8  -  10 

6 

HVA 

6 

SGRA 

6 
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TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  storage  of 
snow. 

1462 

1 .  The  snow  is  stored  below  grade. 

2.  The  area  upon  which  snow  is  stored  is  at  least  0.01 ,  but  not  more  than  0.5 
hectares. 

3.  Runoff  from  the  area  in  which  the  snow  is  stored  may  result  in  the  presence  of 
Petroleum  Hydrocarbons  F4  (>nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

1463 

1 .  The  snow  is  stored  below  grade. 

2.  The  area  upon  which  snow  is  stored  is  at  least  0.01 ,  but  not  more  than  0.5 
hectares. 

3.  Runoff  from  the  area  in  which  the  snow  is  stored  may  result  in  the  presence  of 
Petroleum  Hydrocarbons  F2  (>nC10-nC16)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8.1  -  10 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

1464 

1 .  The  snow  is  stored  below  grade. 

2.  The  area  upon  which  snow  is  stored  is  at  least  0.01 ,  but  not  more  than  0.5 
hectares. 

3.  Runoff  from  the  area  in  which  the  snow  is  stored  may  result  in  the  presence  of 
Petroleum  Hydrocarbons  F3  (>nC16-nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

1465 

1 .  The  snow  is  stored  below  grade. 

2.  The  area  upon  which  snow  is  stored  is  at  least  0.01 ,  but  not  more  than  0.5 
hectares. 

3.  Runoff  from  the  area  in  which  the  snow  is  stored  may  result  in  the  presence  of 
Sodium  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1466 

1 .  The  snow  is  stored  below  grade. 

2.  The  area  upon  which  snow  is  stored  is  at  least  0.01 ,  but  not  more  than  0.5 
hectares. 

3.  Runoff  from  the  area  in  which  the  snow  is  stored  may  result  in  the  presence  of 
Zinc  or  one  or  more  of  its  compounds  containing  Zinc  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

V  V  111  rA  U 

8  -  10 

6 

HVA 

6 

SGRA 

6 
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TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  storage  of 
snow. 

1467 

1 .  The  snow  is  stored  at  or  above  grade. 

2.  The  area  upon  which  snow  is  stored  is  more  than  0.5,  but  not  more  than  1 
hectares. 

3.  Runoff  from  the  area  in  which  the  snow  is  stored  may  result  in  the  presence  of 
Chloride  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

4.9  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1468 

1 .  The  snow  is  stored  at  or  above  grade. 

2.  The  area  upon  which  snow  is  stored  is  more  than  0.5,  but  not  more  than  1 
hectares. 

3.  Runoff  from  the  area  in  which  the  snow  is  stored  may  result  in  the  presence  of 
Copper  or  one  or  more  of  its  compounds  containing  Copper  in  groundwater  or 
ciiirfppp  watpr 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

5-7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

1469 

1 .  The  snow  is  stored  at  or  above  grade. 

2.  The  area  upon  which  snow  is  stored  is  more  than  0.5,  but  not  more  than  1 
hectares. 

3.  Runoff  from  the  area  in  which  the  snow  is  stored  may  result  in  the  presence  of 
Cyanide  (CN-)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7.2  -  9 

4.8  -  7 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

1470 

1 .  The  snow  is  stored  at  or  above  grade. 

2.  The  area  upon  which  snow  is  stored  is  more  than  0.5,  but  not  more  than  1 
hectares. 

3.  Runoff  from  the  area  in  which  the  snow  is  stored  may  result  in  the  presence  of 
Lead  or  one  or  more  of  its  compounds  containing  Lead  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

4.8  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1471 

1 .  The  snow  is  stored  at  or  above  grade. 

2.  The  area  upon  which  snow  is  stored  is  more  than  0.5,  but  not  more  than  1 
hectares. 

3.  Runoff  from  the  area  in  which  the  snow  is  stored  may  result  in  the  presence  of 
Nitrogen  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7.2  -  9 

4.8  -  7 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

V  V  111  rA  U 

8  -  10 

6 

HVA 

6 

SGRA 

6 
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TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  storage  of 
snow. 

1472 

1 .  The  snow  is  stored  at  or  above  grade. 

2.  The  area  upon  which  snow  is  stored  is  more  than  0.5,  but  not  more  than  1 
hectares. 

3.  Runoff  from  the  area  in  which  the  snow  is  stored  may  result  in  the  presence  of 
Petroleum  Hydrocarbons  F1  (nC6-nC10)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

1473 

1 .  The  snow  is  stored  at  or  above  grade. 

2.  The  area  upon  which  snow  is  stored  is  more  than  0.5,  but  not  more  than  1 
hectares. 

3.  Runoff  from  the  area  in  which  the  snow  is  stored  may  result  in  the  presence  of 
Petroleum  Hydrocarbons  F4  (>nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

1474 

1 .  The  snow  is  stored  at  or  above  grade. 

2.  The  area  upon  which  snow  is  stored  is  more  than  0.5,  but  not  more  than  1 
hectares. 

3.  Runoff  from  the  area  in  which  the  snow  is  stored  may  result  in  the  presence  of 
Petroleum  Hydrocarbons  F2  (>nC10-nC16)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

1475 

1 .  The  snow  is  stored  at  or  above  grade. 

2.  The  area  upon  which  snow  is  stored  is  more  than  0.5,  but  not  more  than  1 
hectares. 

3.  Runoff  from  the  area  in  which  the  snow  is  stored  may  result  in  the  presence  of 
Petroleum  Hydrocarbons  F3  (>nC16-nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

1476 

1 .  The  snow  is  stored  at  or  above  grade. 

2.  The  area  upon  which  snow  is  stored  is  more  than  0.5,  but  not  more  than  1 
hectares. 

3.  Runoff  from  the  area  in  which  the  snow  is  stored  may  result  in  the  presence  of 
Sodium  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

4.9  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

V  V  111  rA  U 

8  -  10 

6 

HVA 

6 

SGRA 

6 
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TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  storage  of 
snow. 

1477 

1 .  The  snow  is  stored  at  or  above  grade. 

2.  The  area  upon  which  snow  is  stored  is  more  than  0.5,  but  not  more  than  1 
hectares. 

3.  Runoff  from  the  area  in  which  the  snow  is  stored  may  result  in  the  presence  of 
Zinc  or  one  or  more  of  its  compounds  containing  Zinc  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

5-7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 

ijifi_m  A  n 

WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

1478 

1 .  The  snow  is  stored  below  grade. 

2.  The  area  upon  which  snow  is  stored  is  more  than  0.5,  but  not  more  than  1 
hectares. 

3.  Runoff  from  the  area  in  which  the  snow  is  stored  may  result  in  the  presence  of 
Chloride  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7-10 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1479 

1 .  The  snow  is  stored  below  grade. 

2.  The  area  upon  which  snow  is  stored  is  more  than  0.5,  but  not  more  than  1 
hectares. 

3.  Runoff  from  the  area  in  which  the  snow  is  stored  may  result  in  the  presence  of 
Copper  or  one  or  more  of  its  compounds  containing  Copper  in  groundwater  or 
*^iirfprp  wpfpr 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7.2-10 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 

iJifLf  n  A  n 

WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1480 

1 .  The  snow  is  stored  below  grade. 

2.  The  area  upon  which  snow  is  stored  is  more  than  0.5,  but  not  more  than  1 
hectares. 

3.  Runoff  from  the  area  in  which  the  snow  is  stored  may  result  in  the  presence  of 
Cyanide  (CN-)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1481 

1 .  The  snow  is  stored  below  grade. 

2.  The  area  upon  which  snow  is  stored  is  more  than  0.5,  but  not  more  than  1 
hectares. 

3.  Runoff  from  the  area  in  which  the  snow  is  stored  may  result  in  the  presence  of 
Lead  or  one  or  more  of  its  compounds  containing  Lead  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-n 

V  V  111  rA  U 

10 

8 

6 

HVA 

6 

SGRA 

6 
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TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  storage  of 
snow. 

1482 

1 .  The  snow  is  stored  below  grade. 

2.  The  area  upon  which  snow  is  stored  is  more  than  0.5,  but  not  more  than  1 
hectares. 

3.  Runoff  from  the  area  in  which  the  snow  is  stored  may  result  in  the  presence  of 
Nitrogen  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1483 

1 .  The  snow  is  stored  below  grade. 

2.  The  area  upon  which  snow  is  stored  is  more  than  0.5,  but  not  more  than  1 
hectares. 

3.  Runoff  from  the  area  in  which  the  snow  is  stored  may  result  in  the  presence  of 
Petroleum  Hydrocarbons  F1  (nC6-nC10)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7.2-10 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1484 

1 .  The  snow  is  stored  below  grade. 

2.  The  area  upon  which  snow  is  stored  is  more  than  0.5,  but  not  more  than  1 
hectares. 

3.  Runoff  from  the  area  in  which  the  snow  is  stored  may  result  in  the  presence  of 
Petroleum  Hydrocarbons  F4  (>nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1485 

1 .  The  snow  is  stored  below  grade. 

2.  The  area  upon  which  snow  is  stored  is  more  than  0.5,  but  not  more  than  1 
hectares. 

3.  Runoff  from  the  area  in  which  the  snow  is  stored  may  result  in  the  presence  of 
Petroleum  Hydrocarbons  F2  (>nC10-nC16)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1486 

1 .  The  snow  is  stored  below  grade. 

2.  The  area  upon  which  snow  is  stored  is  more  than  0.5,  but  not  more  than  1 
hectares. 

3.  Runoff  from  the  area  in  which  the  snow  is  stored  may  result  in  the  presence  of 
Petroleum  Hydrocarbons  F3  (>nC16-nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

V  V  111  rA  U 

8  -  10 

6 

HVA 

6 

SGRA 

6 
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TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  storage  of 
snow. 

1487 

1 .  The  snow  is  stored  below  grade. 

2.  The  area  upon  which  snow  is  stored  is  more  than  0.5,  but  not  more  than  1 
hectares. 

3.  Runoff  from  the  area  in  which  the  snow  is  stored  may  result  in  the  presence  of 
Sodium  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7-10 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1488 

1 .  The  snow  is  stored  below  grade. 

2.  The  area  upon  which  snow  is  stored  is  more  than  0.5,  but  not  more  than  1 
hectares. 

3.  Runoff  from  the  area  in  which  the  snow  is  stored  may  result  in  the  presence  of 
Zinc  or  one  or  more  of  its  compounds  containing  Zinc  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7.2-10 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1489 

1 .  The  snow  is  stored  at  or  above  grade. 

2.  The  area  upon  which  snow  is  stored  is  more  than  1 ,  but  not  more  than  5 
hectares. 

3.  Runoff  from  the  area  in  which  the  snow  is  stored  may  result  in  the  presence  of 
Chloride  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

4.8  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1490 

1 .  The  snow  is  stored  at  or  above  grade. 

2.  The  area  upon  which  snow  is  stored  is  more  than  1 ,  but  not  more  than  5 
hectares. 

3.  Runoff  from  the  area  in  which  the  snow  is  stored  may  result  in  the  presence  of 
Copper  or  one  or  more  of  its  compounds  containing  Copper  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7.2  -  9 

4.8  -  7 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1491 

1 .  The  snow  is  stored  at  or  above  grade. 

2.  The  area  upon  which  snow  is  stored  is  more  than  1 ,  but  not  more  than  5 
hectares. 

3.  Runoff  from  the  area  in  which  the  snow  is  stored  may  result  in  the  presence  of 
Cyanide  (CN-)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

4.8  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

V  V  111  rA  U 

8  -  10 

6 

HVA 

6 

SGRA 

6 

326 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  storage  of 
snow. 

1492 

1 .  The  snow  is  stored  at  or  above  grade. 

2.  The  area  upon  which  snow  is  stored  is  more  than  1 ,  but  not  more  than  5 
hectares. 

3.  Runoff  from  the  area  in  which  the  snow  is  stored  may  result  in  the  presence  of 
Lead  or  one  or  more  of  its  compounds  containing  Lead  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 

ijifi_m  A  n 

WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1493 

1 .  The  snow  is  stored  at  or  above  grade. 

2.  The  area  upon  which  snow  is  stored  is  more  than  1 ,  but  not  more  than  5 
hectares. 

3.  Runoff  from  the  area  in  which  the  snow  is  stored  may  result  in  the  presence  of 
Nitrogen  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

4.8  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1494 

1 .  The  snow  is  stored  at  or  above  grade. 

2.  The  area  upon  which  snow  is  stored  is  more  than  1 ,  but  not  more  than  5 
hectares. 

3.  Runoff  from  the  area  in  which  the  snow  is  stored  may  result  in  the  presence  of 
Petroleum  Hydrocarbons  F1  (nC6-nC10)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7.2  -  9 

4.8  -  7 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1495 

1 .  The  snow  is  stored  at  or  above  grade. 

2.  The  area  upon  which  snow  is  stored  is  more  than  1 ,  but  not  more  than  5 
hectares. 

3.  Runoff  from  the  area  in  which  the  snow  is  stored  may  result  in  the  presence  of 
Petroleum  Hydrocarbons  F4  (>nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

4.9  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

1496 

1 .  The  snow  is  stored  at  or  above  grade. 

2.  The  area  upon  which  snow  is  stored  is  more  than  1 ,  but  not  more  than  5 
hectares. 

3.  Runoff  from  the  area  in  which  the  snow  is  stored  may  result  in  the  presence  of 
Petroleum  Hydrocarbons  F2  (>nC10-nC16)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

4.9  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

V  V  111  rA  U 

10 

6-8 

HVA 

6 

SGRA 

6 

327 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  storage  of 
snow. 

1497 

1 .  The  snow  is  stored  at  or  above  grade. 

2.  The  area  upon  which  snow  is  stored  is  more  than  1 ,  but  not  more  than  5 
hectares. 

3.  Runoff  from  the  area  in  which  the  snow  is  stored  may  result  in  the  presence  of 
Petroleum  Hydrocarbons  F3  (>nC16-nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

4.9  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

1498 

1 .  The  snow  is  stored  at  or  above  grade. 

2.  The  area  upon  which  snow  is  stored  is  more  than  1 ,  but  not  more  than  5 
hectares. 

3.  Runoff  from  the  area  in  which  the  snow  is  stored  may  result  in  the  presence  of 
Sodium  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

4.8  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1499 

1 .  The  snow  is  stored  at  or  above  grade. 

2.  The  area  upon  which  snow  is  stored  is  more  than  1 ,  but  not  more  than  5 
hectares. 

3.  Runoff  from  the  area  in  which  the  snow  is  stored  may  result  in  the  presence  of 
Zinc  or  one  or  more  of  its  compounds  containing  Zinc  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7.2  -  9 

4.8  -  7 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1500 

1 .  The  snow  is  stored  below  grade. 

2.  The  area  upon  which  snow  is  stored  is  more  than  1 ,  but  not  more  than  5 
hectares. 

3.  Runoff  from  the  area  in  which  the  snow  is  stored  may  result  in  the  presence  of 
Chloride  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.4-9 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1501 

1 .  The  snow  is  stored  below  grade. 

2.  The  area  upon  which  snow  is  stored  is  more  than  1 ,  but  not  more  than  5 
hectares. 

3.  Runoff  from  the  area  in  which  the  snow  is  stored  may  result  in  the  presence  of 
Copper  or  one  or  more  of  its  compounds  containing  Copper  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

V  V  111  rA  U 

10 

8 

6 

HVA 

6 

SGRA 

6 

328 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  storage  of 
snow. 

1502 

1 .  The  snow  is  stored  below  grade. 

2.  The  area  upon  which  snow  is  stored  is  more  than  1 ,  but  not  more  than  5 
hectares. 

3.  Runoff  from  the  area  in  which  the  snow  is  stored  may  result  in  the  presence  of 
Cyanide  (CN-)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1503 

1 .  The  snow  is  stored  below  grade. 

2.  The  area  upon  which  snow  is  stored  is  more  than  1 ,  but  not  more  than  5 
hectares. 

3.  Runoff  from  the  area  in  which  the  snow  is  stored  may  result  in  the  presence  of 
Lead  or  one  or  more  of  its  compounds  containing  Lead  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WnPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1504 

1 .  The  snow  is  stored  below  grade. 

2.  The  area  upon  which  snow  is  stored  is  more  than  1 ,  but  not  more  than  5 
hectares. 

3.  Runoff  from  the  area  in  which  the  snow  is  stored  may  result  in  the  presence  of 
Nitrogen  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WnPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1505 

1 .  The  snow  is  stored  below  grade. 

2.  The  area  upon  which  snow  is  stored  is  more  than  1 ,  but  not  more  than  5 
hectares. 

3.  Runoff  from  the  area  in  which  the  snow  is  stored  may  result  in  the  presence  of 
Petroleum  Hydrocarbons  F1  (nC6-nC10)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1506 

1 .  The  snow  is  stored  below  grade. 

2.  The  area  upon  which  snow  is  stored  is  more  than  1 ,  but  not  more  than  5 
hectares. 

3.  Runoff  from  the  area  in  which  the  snow  is  stored  may  result  in  the  presence  of 
Petroleum  Hydrocarbons  F4  (>nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7-10 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

V  V  111  rA  U 

10 

8 

6 

HVA 

6 

SGRA 

6 

329 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  storage  of 
snow. 

1507 

1 .  The  snow  is  stored  below  grade. 

2.  The  area  upon  which  snow  is  stored  is  more  than  1 ,  but  not  more  than  5 
hectares. 

^  Riinnff  frnm  thp  firpa  in  whiph  thp  *5nnw  i*^  *^tnrprl  max/  rp*^iilt  in  thp  nrp*^pnpp  nf 

KJ  •    1  ILJIIV_/II                     Lllw  UlwU   III    VVIIIV^II    LIIG  OIIUVV    lO  OLX-ZI^U   IIICIV    I^OLJIL  III    lll^  k^lwOwllV^^  \J  I 

Ppfrnlpiim  Hx/Hrnrarhnnc;  F?  ^^nniO-nnifi^  in  nrniinHwafpr  nr  *^iirfprp  wafpr 

1    WllV_/IC>LJIII  1  iyV..IIV_/OClll.^X_/IIO  1   £—  t^II  \_/  1  \J    II \J  IvJ/   III  UIV_/LJII\_JvV  CllC^  1    \Ji    O  U 1  1  CX\j\^   vV  CllC^  1  . 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7-10 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1508 

1 .  The  snow  is  stored  below  grade. 

2.  The  area  upon  which  snow  is  stored  is  more  than  1 ,  but  not  more  than  5 
hectares. 

Riinnff  frnm  thp  arpa  in  whiph  thp  *5nnw  i^  *^tnrpH  mav  rp*^iilt  in  thp  nrp<^pnrp  of 

\J .    1  ILJII\_/II                     Lll^  UlwU   III    VVIIIViyll    LI  lO  0 1  l\_/  VV    lO  O  \,\J  1  V»/  \A   lildiV    IvyOLJIl  III    Lllw  LyiwOv^llV-fV^  \J  I 

Pptrnlpiim  HvHmrprhnn*^  F!^  {^r\0,'\^-nC',^A-)  in  nrniinHwatpr  nr  *^iirfprp  watpr 

1    wllUI^LJIll  1  iyV>IIUV^CllkyV7IIO  1   \J  (■^ll  v_/  \  \J    II  V_/v-'  1  1   III  UlULJIIUvv  CX  It/ 1    \J\    O  LJ 1  1  CIV^W  VV  d  It/ 1  . 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7-10 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1509 

1 .  The  snow  is  stored  below  grade. 

2.  The  area  upon  which  snow  is  stored  is  more  than  1 ,  but  not  more  than  5 
hectares. 

^  Riinnff  frnm  thp  firpa  in  whiph  thp  *5nnw  i*^  *^tnrpH  mav  rp*^iilt  in  thp  nrp*^pnpp  nf 

\J .    1  ILJII\_/II    ll\_/lll    Lllw  UlwU   III    VVIIIwll    Lllw  OIIUVV    lO  O  \,\J  lw\_l   IIIUV    Iv^OUIL  III    lllv^  lkylV^Ov^ll\_fV^  \J  I 

J^nHiiim  in  nrniindwatpr  nr  *^iirfprp  watpr 

v_JUVJ  ILJIII  III  UlULJIIVJVV  Cllw  1    \J\    O  LJ  1  1  C4.V_/ 1/   VV  CI  It/  1  . 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.4-9 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WnPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1510 

1 .  The  snow  is  stored  below  grade. 

2.  The  area  upon  which  snow  is  stored  is  more  than  1 ,  but  not  more  than  5 
hectares. 

Riinnff  frnm  thp  arpa  in  whiph  thp  c;nnw  i*^  *^tnrpH  mav  rp*^iilt  in  thp  nrp<^pnpp  nf 

\J .    1  ILJII\_/II    ll\_/lll    Lllw  UlwU   III    VVIIIwll    Lllw  OIIX_/VV    lO  O  \,\J  1  t/  Vy4   IlldiV    IWOLJIl  III    Lllw  LyiwOv^llV-fW  \J  I 

7inp  nr  nnp  nr  mnrp  nf  it*5  pnmriniinH*^  pnntaininn  7inp  in  nrniinHwatpr  nr  <^Nrfppp 

£—1  ll\_/  \J  I    \Jl          \Jl    lll\_/l^  \Jl    1  LO  w\_/ 1  1  1      V  LJ  1  IVdO  \^\J  1  1  LCIil  1  III  l\A   £—1  llv.'  Ill   UlwLJIIViJVVCIiLv^l    \Jl    OLJII  d\^\^ 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

6 

water. 

HVA 

6 

SGRA 

6 

1511 

1 .  The  snow  is  stored  at  or  above  grade. 

2.  The  area  upon  which  snow  is  stored  is  more  than  5  hectares. 

3.  Runoff  from  the  area  in  which  the  snow  is  stored  may  result  in  the  presence  of 
Chloride  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

VV  111  rA  U 

10 

8 

6 

HVA 

6 

SGRA 

6 
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TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  storage  of 
snow. 

1512 

1 .  The  snow  is  stored  at  or  above  grade. 

2.  The  area  upon  which  snow  is  stored  is  more  than  5  hectares. 

3.  Runoff  from  the  area  in  which  the  snow  is  stored  may  result  in  the  presence  of 
Copper  or  one  or  more  of  its  compounds  containing  Copper  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1513 

1 .  The  snow  is  stored  at  or  above  grade. 

2.  The  area  upon  which  snow  is  stored  is  more  than  5  hectares. 

3.  Runoff  from  the  area  in  which  the  snow  is  stored  may  result  in  the  presence  of 
Cyanide  (CN-)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1514 

1 .  The  snow  is  stored  at  or  above  grade. 

2.  The  area  upon  which  snow  is  stored  is  more  than  5  hectares. 

3.  Runoff  from  the  area  in  which  the  snow  is  stored  may  result  in  the  presence  of 
Lead  or  one  or  more  of  its  compounds  containing  Lead  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

6.4-8.1 

4.5-6.3 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1515 

1 .  The  snow  is  stored  at  or  above  grade. 

2.  The  area  upon  which  snow  is  stored  is  more  than  5  hectares. 

3.  Runoff  from  the  area  in  which  the  snow  is  stored  may  result  in  the  presence  of 
Nitrogen  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1516 

1 .  The  snow  is  stored  at  or  above  grade. 

2.  The  area  upon  which  snow  is  stored  is  more  than  5  hectares. 

3.  Runoff  from  the  area  in  which  the  snow  is  stored  may  result  in  the  presence  of 
Petroleum  Hydrocarbons  F1  (nC6-nC10)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

4.8  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

V  V  111  rA  U 

10 

8 

6 

HVA 

6 

SGRA 

6 
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TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  storage  of 
snow. 

1517 

1 .  The  snow  is  stored  at  or  above  grade. 

2.  The  area  upon  which  snow  is  stored  is  more  than  5  hectares. 

3.  Runoff  from  the  area  in  which  the  snow  is  stored  may  result  in  the  presence  of 
Petroleum  Hydrocarbons  F4  (>nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

4.8  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 

ijifi_m  A  n 

WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1518 

1 .  The  snow  is  stored  at  or  above  grade. 

2.  The  area  upon  which  snow  is  stored  is  more  than  5  hectares. 

3.  Runoff  from  the  area  in  which  the  snow  is  stored  may  result  in  the  presence  of 
Petroleum  Hydrocarbons  F2  (>nC10-nC16)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

4.8  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1519 

1 .  The  snow  is  stored  at  or  above  grade. 

2.  The  area  upon  which  snow  is  stored  is  more  than  5  hectares. 

3.  Runoff  from  the  area  in  which  the  snow  is  stored  may  result  in  the  presence  of 
Petroleum  Hydrocarbons  F3  (>nC16-nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

4.8  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 

ijifi_m  A  n 

WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1520 

1 .  The  snow  is  stored  at  or  above  grade. 

2.  The  area  upon  which  snow  is  stored  is  more  than  5  hectares. 

3.  Runoff  from  the  area  in  which  the  snow  is  stored  may  result  in  the  presence  of 
Sodium  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1521 

1 .  The  snow  is  stored  at  or  above  grade. 

2.  The  area  upon  which  snow  is  stored  is  more  than  5  hectares. 

3.  Runoff  from  the  area  in  which  the  snow  is  stored  may  result  in  the  presence  of 
Zinc  or  one  or  more  of  its  compounds  containing  Zinc  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

V  V  111  rA  U 

8  -  10 

6 

HVA 

6 

SGRA 

6 
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TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  storage  of 
snow. 

1522 

1 .  The  snow  is  stored  below  grade. 

2.  The  area  upon  which  snow  is  stored  is  more  than  5  hectares. 

3.  Runoff  from  the  area  in  which  the  snow  is  stored  may  result  in  the  presence  of 
Chloride  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 

ijifi_m  A  n 

WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1523 

1 .  The  snow  is  stored  below  grade. 

2.  The  area  upon  which  snow  is  stored  is  more  than  5  hectares. 

3.  Runoff  from  the  area  in  which  the  snow  is  stored  may  result  in  the  presence  of 
Copper  or  one  or  more  of  its  compounds  containing  Copper  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1524 

1 .  The  snow  is  stored  below  grade. 

2.  The  area  upon  which  snow  is  stored  is  more  than  5  hectares. 

3.  Runoff  from  the  area  in  which  the  snow  is  stored  may  result  in  the  presence  of 
Cyanide  (CN-)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 

ijifi_m  A  n 

WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1525 

1 .  The  snow  is  stored  below  grade. 

2.  The  area  upon  which  snow  is  stored  is  more  than  5  hectares. 

3.  Runoff  from  the  area  in  which  the  snow  is  stored  may  result  in  the  presence  of 
Lead  or  one  or  more  of  its  compounds  containing  Lead  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1526 

1 .  The  snow  is  stored  below  grade. 

2.  The  area  upon  which  snow  is  stored  is  more  than  5  hectares. 

3.  Runoff  from  the  area  in  which  the  snow  is  stored  may  result  in  the  presence  of 
Nitrogen  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

V  V  111  rA  U 

10 

8 

6 

HVA 

6 

SGRA 

6 
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TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  storage  of 
snow. 

1527 

1 .  The  snow  is  stored  below  grade. 

2.  The  area  upon  which  snow  is  stored  is  more  than  5  hectares. 

3.  Runoff  from  the  area  in  which  the  snow  is  stored  may  result  in  the  presence  of 
Petroleum  Hydrocarbons  F1  (nC6-nC10)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 

ijifi_m  A  n 

WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1528 

1 .  The  snow  is  stored  below  grade. 

2.  The  area  upon  which  snow  is  stored  is  more  than  5  hectares. 

3.  Runoff  from  the  area  in  which  the  snow  is  stored  may  result  in  the  presence  of 
Petroleum  Hydrocarbons  F4  (>nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.4-9 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1529 

1 .  The  snow  is  stored  below  grade. 

2.  The  area  upon  which  snow  is  stored  is  more  than  5  hectares. 

3.  Runoff  from  the  area  in  which  the  snow  is  stored  may  result  in  the  presence  of 
Petroleum  Hydrocarbons  F2  (>nC10-nC16)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 

ijifi_m  A  n 

WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1530 

1 .  The  snow  is  stored  below  grade. 

2.  The  area  upon  which  snow  is  stored  is  more  than  5  hectares. 

3.  Runoff  from  the  area  in  which  the  snow  is  stored  may  result  in  the  presence  of 
Petroleum  Hydrocarbons  F3  (>nC16-nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.4-9 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1531 

1 .  The  snow  is  stored  below  grade. 

2.  The  area  upon  which  snow  is  stored  is  more  than  5  hectares. 

3.  Runoff  from  the  area  in  which  the  snow  is  stored  may  result  in  the  presence  of 
Sodium  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

V  V  111  rA  U 

10 

8 

6 

HVA 

6 

SGRA 

6 
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TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  storage  of 
snow. 

1532 

1 .  The  snow  is  stored  below  grade. 

2.  The  area  upon  which  snow  is  stored  is  more  than  5  hectares. 

3.  Runoff  from  the  area  in  which  the  snow  is  stored  may  result  in  the  presence  of 
Zinc  or  one  or  more  of  its  compounds  containing  Zinc  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
Wrlr  A-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

The 

establishment, 
operation  or 
maintenance  of 
a  waste 
disposal  site 
within  the 
meaning  of  Part 
V  of  the 
Environmental 
Protection  Act. 

1533 

1 .  Tailings  from  mining  operations  are  stored  in  a  pit. 

2.  The  site  is  not  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to 
report. 

3.  A  discharge  from  the  storage  area  may  result  in  the  presence  of  Arsenic  or  one 
or  more  of  its  compounds  containing  Arsenic  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 

iJifLf n  A  n 

WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1534 

1 .  Tailings  from  mining  operations  are  stored  in  a  pit. 

2.  The  site  is  not  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to 
report. 

3.  A  discharge  from  the  storage  area  may  result  in  the  presence  of  Cadmium  or 
one  or  more  of  its  compounds  containing  Cadmium  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1535 

1 .  Tailings  from  mining  operations  are  stored  in  a  pit. 

2.  The  site  is  not  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to 
report. 

3.  A  discharge  from  the  storage  area  may  result  in  the  presence  of  Chromium  VI  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 

ijifi_m  A  n 

WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1536 

1 .  Tailings  from  mining  operations  are  stored  in  a  pit. 

2.  The  site  is  not  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to 
report. 

3.  A  discharge  from  the  storage  area  may  result  in  the  presence  of  Copper  or  one 
or  more  of  its  compounds  containing  Copper  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

335 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  waste 
disposal  site 
within  the 
meaning  of  Part 
V  of  the 
Environmental 
Protection  Act. 

1537 

1 .  Tailings  from  mining  operations  are  stored  in  a  pit. 

2.  Tine  site  is  not  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to 
report. 

3.  A  discharge  from  the  storage  area  may  result  in  the  presence  of  Cyanide  (CN-) 
in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7-10 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 

ijifi_m  A  n 

WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1538 

1 .  Tailings  from  mining  operations  are  stored  in  a  pit. 

2.  The  site  is  not  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to 
report. 

3.  A  discharge  from  the  storage  area  may  result  in  the  presence  of  Lead  or  one  or 
more  of  its  compounds  containing  Lead  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1539 

1 .  Tailings  from  mining  operations  are  stored  in  a  pit. 

2.  The  site  is  not  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to 
report. 

3.  A  discharge  from  the  storage  area  may  result  in  the  presence  of  Mercury  or  one 
or  more  of  its  compounds  containing  Mercury  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 

iJifLf  n  A  n 

WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1540 

1 .  Tailings  from  mining  operations  are  stored  in  a  pit. 

2.  The  site  is  not  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to 
report. 

3.  A  discharge  from  the  storage  area  may  result  in  the  presence  of  Nickel  or  one 
or  more  of  its  compounds  containing  Nickel  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7-10 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1541 

1 .  Tailings  from  mining  operations  are  stored  in  a  pit. 

2.  The  site  is  not  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to 
report. 

3.  A  discharge  from  the  storage  area  may  result  in  the  presence  of  Nitrogen  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7.2-10 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

V  V  111  rA  U 

10 

8 

6 

HVA 

6 

SGRA 

6 
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TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  waste 
disposal  site 
within  the 
meaning  of  Part 
V  of  the 
Environmental 
Protection  Act. 

1542 

1 .  Tailings  from  mining  operations  are  stored  in  a  pit. 

2.  Tine  site  is  not  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to 
report. 

3.  A  discharge  from  the  storage  area  may  result  in  the  presence  of  Phosphorus 
(total)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

HVA 

SGRA 

1543 

1 .  Tailings  from  mining  operations  are  stored  in  a  pit. 

2.  The  site  is  not  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to 
report. 

3.  A  discharge  from  the  storage  area  may  result  in  the  presence  of  Silver  or  one  or 
more  of  its  compounds  containing  Silver  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7-10 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1544 

1 .  Tailings  from  mining  operations  are  stored  in  a  pit. 

2.  The  site  is  not  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to 
report. 

3.  A  discharge  from  the  storage  area  may  result  in  the  presence  of  Sulphide 
(Hydrogen)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1545 

1 .  Tailings  from  mining  operations  are  stored  in  a  pit. 

2.  The  site  is  not  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to 
report. 

3.  A  discharge  from  the  storage  area  may  result  in  the  presence  of  Zinc  or  one  or 
more  of  its  compounds  containing  Zinc  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1546 

1 .  Tailings  from  mining  operations  are  stored  using  an  impoundment  structure 
located  on  the  surface. 

2.  The  site  is  not  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to 
report. 

3.  A  discharge  from  the  storage  area  may  result  in  the  presence  of  Arsenic  or  one 
or  more  of  its  compounds  containing  Arsenic  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

V  V  111  rA  U 

10 

6-8 

HVA 

6 

SGRA 

6 
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TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  waste 
disposal  site 
within  the 
meaning  of  Part 
V  of  the 
Environmental 
Protection  Act. 

1547 

1 .  Tailings  from  mining  operations  are  stored  using  an  impoundment  structure 
located  on  the  surface. 

2.  The  site  is  not  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to 
report. 

3.  A  discharge  from  the  storage  area  may  result  in  the  presence  of  Cadmium  or 

nnp  nr  mnrp  nf  it*^  rnmnniinrl*^  mntaininn  npHmiiim  in  nrniinHwatpr  nr  ^^iirfarp 

V_/IIV>           lllk_fl^  k_fl    ILO  V^UIIII-'ULJIIUO          1  1  LCI  II  III  lU  \_/Cl1vl  IIIILJIil  III  UIWLJIItvlVV  dlw  1        1    O  LJ  1  1  CX\j\j 

water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 

ijifi_m  A  n 

WHPA-D 

10 

8 

HVA 

SGRA 

1548 

1 .  Tailings  from  mining  operations  are  stored  using  an  impoundment  structure 
located  on  the  surface. 

2.  The  site  is  not  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to 
report. 

3.  A  discharge  from  the  storage  area  may  result  in  the  presence  of  Chromium  VI  in 

nrniinrlwptpr  nr  c;iirfppp  watpr 

U  1      LJ  1  Itul  VV  ulw  1        1    O  LJ  1  1  CL\j\>  VV  CllV>  1  . 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

1549 

1 .  Tailings  from  mining  operations  are  stored  using  an  impoundment  structure 
located  on  the  surface. 

2.  The  site  is  not  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to 
report. 

3.  A  discharge  from  the  storage  area  may  result  in  the  presence  of  Copper  or  one 

nr  mnrp  nf  it<^  rnmnniinric;  mntaininn  Cnnnpr  in  nrniinHwafpr  nr  *^iirfprp  wafpr 

\Ji    1  1  i\Ji  \j  \Ji    no  v^L^I  1  ll-'L.'LJI  ILJO  V^V_/I  IICIII  III  lU  \jyjlJYJ\>i    III  Ul  L^LJI  ILJvVdlWl    L^l    OLJI  ICIL^W  VVdlWl  . 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

8-10 

HVA 

SGRA 

1550 

1 .  Tailings  from  mining  operations  are  stored  using  an  impoundment  structure 
located  on  the  surface. 

2.  The  site  is  not  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to 
report. 

3.  A  discharge  from  the  storage  area  may  result  in  the  presence  of  Cyanide  (CN-) 
in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

HVA 

SGRA 

1551 

1 .  Tailings  from  mining  operations  are  stored  using  an  impoundment  structure 
located  on  the  surface. 

2.  The  site  is  not  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to 
report. 

3.  A  discharge  from  the  storage  area  may  result  in  the  presence  of  Lead  or  one  or 
more  of  its  compounds  containing  Lead  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

8 

HVA 

SGRA 
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TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  waste 
disposal  site 
within  the 
meaning  of  Part 
V  of  the 
Environmental 
Protection  Act. 

1552 

1 .  Tailings  from  mining  operations  are  stored  using  an  impoundment  structure 
located  on  the  surface. 

2.  The  site  is  not  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to 
report. 

3.  A  discharge  from  the  storage  area  may  result  in  the  presence  of  Mercury  or  one 

nr  mnrp  nf      rnmnniinrlc;  mntaininn  Mprnirv  in  nrniinriwafpr  nr  ^^iirfarp  watpr 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

8 

HVA 

SGRA 

1553 

1 .  Tailings  from  mining  operations  are  stored  using  an  impoundment  structure 
located  on  the  surface. 

2.  The  site  is  not  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to 
report. 

3.  A  discharge  from  the  storage  area  may  result  in  the  presence  of  Nickel  or  one 

nr  mnrp  nf  it*^  rnmnniindc;  mntaininn  Nirkpi  in  nrniindwatpr  nr  c;iirfppp  wafpr 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

HVA 

SGRA 

1554 

1 .  Tailings  from  mining  operations  are  stored  using  an  impoundment  structure 
located  on  the  surface. 

2.  The  site  is  not  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to 
report. 

3.  A  discharge  from  the  storage  area  may  result  in  the  presence  of  Nitrogen  in 

nrniinHwpfpr  nr  *^iirfprp  wafpr 

U  1      LJ  1  lU  VV  dlw  1            O  LJ  1  1  CIV.^ W  VV  dlw  1  . 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

8 

HVA 

SGRA 

1555 

1 .  Tailings  from  mining  operations  are  stored  using  an  impoundment  structure 
located  on  the  surface. 

2.  The  site  is  not  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to 
report. 

3.  A  discharge  from  the  storage  area  may  result  in  the  presence  of  Phosphorus 
(total)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

HVA 

SGRA 

1556 

1 .  Tailings  from  mining  operations  are  stored  using  an  impoundment  structure 
located  on  the  surface. 

2.  The  site  is  not  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to 
report. 

3.  A  discharge  from  the  storage  area  may  result  in  the  presence  of  Silver  or  one  or 
more  of  its  compounds  containing  Silver  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

VV  111  rA  U 

10 

8 

HVA 

SGRA 
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TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  waste 
disposal  site 
within  the 
meaning  of  Part 
V  of  the 
Environmental 
Protection  Act. 

1557 

1 .  Tailings  from  mining  operations  are  stored  using  an  impoundment  structure 
located  on  the  surface. 

2.  The  site  is  not  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to 
report. 

3.  A  discharge  from  the  storage  area  may  result  in  the  presence  of  Sulphide 

^Hx/Hrnnpn^  in  nrniinHwafpr  nr  <^nrfprp  watpr 

11  iyivllX_/UWII/   III  UI\_/LJII\..IVV  CllV>  1    U 1    O  LJ  1  1  Cl\j\>  VV  dlw  1  . 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 

ijifi_m  A  n 

WHPA-D 

10 

8 

HVA 

SGRA 

1558 

1 .  Tailings  from  mining  operations  are  stored  using  an  impoundment  structure 
located  on  the  surface. 

2.  The  site  is  not  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to 
report. 

3.  A  discharge  from  the  storage  area  may  result  in  the  presence  of  Zinc  or  one  or 

mnrp  nf      rnmnniinric;  rnntaininn  7inp  in  nrniinHwafpr  nr  c;iirfppp  wafpr 

1  1       1  W  KJi    1  lO  OV_/lllk/V_/UIIV..IO  V^UII  LQI 1  III  1^  ^1 IIO  III  ^lUUIIUVVd       1    KJi    O  U  1  1  CL\j\j  VV  CI  L\j  1  . 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

8-10 

HVA 

SGRA 

1559 

1 .  Tailings  from  mining  operations  are  stored  in  a  pit. 

2.  The  site  is  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to  report 
and  the  report  must  include  information  in  relation  to  a  substance  listed  in  Group  1 , 

2,  3  or  4  of  Part  1  of  Schedule  1  or  Part  2  of  Schedule  1  of  the  notice. 

3.  A  discharge  from  the  storage  area  may  result  in  the  presence  of  Arsenic  or  one 

nr  mnrp  nf  it<^  rnmnniinric;  mntaininn  Ar^ipnir  in  nrniinrlwptpr  nr  *^iirfprp  wafpr 

\Ji    1  1       1  w       1    1  lO  VyV_/llll-'ULJI  lUO  V^V_/I  IICIII  III  lU  #VI  OV^IIIV.^  Ill  UIWLJIItvlVV  dlw  1        1    O  LJ  1  1  CX\j\>  VV  CllV>  1  . 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1560 

1 .  Tailings  from  mining  operations  are  stored  in  a  pit. 

2.  The  site  is  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to  report 
and  the  report  must  include  information  in  relation  to  a  substance  listed  in  Group  1 , 

2,  3  or  4  of  Part  1  of  Schedule  1  or  Part  2  of  Schedule  1  of  the  notice. 

3.  A  discharge  from  the  storage  area  may  result  in  the  presence  of  Cadmium  or 
one  or  more  of  its  compounds  containing  Cadmium  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 

infLtn  A  n 

WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1561 

1 .  Tailings  from  mining  operations  are  stored  in  a  pit. 

2.  The  site  is  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to  report 
and  the  report  must  include  information  in  relation  to  a  substance  listed  in  Group  1 , 

2,  3  or  4  of  Part  1  of  Schedule  1  or  Part  2  of  Schedule  1  of  the  notice. 

3.  A  discharge  from  the  storage  area  may  result  in  the  presence  of  Chromium  VI  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 

WHPA-D 
VV  nr n  u 

10 

8 

6 

HVA 

6 

SGRA 

6 

340 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  waste 
disposal  site 
within  the 
meaning  of  Part 
V  of  the 
Environmental 
Protection  Act. 

1562 

1 .  Tailings  from  mining  operations  are  stored  in  a  pit. 

2.  Tine  site  is  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to  report 
and  the  report  must  include  information  in  relation  to  a  substance  listed  in  Group  1 , 

2,  3  or  4  of  Part  1  of  Schedule  1  or  Part  2  of  Schedule  1  of  the  notice. 

3.  A  discharge  from  the  storage  area  may  result  in  the  presence  of  Copper  or  one 

nr  mnrp  nf      rnmnniinrlc;  rnntaininn  Cnnnpr  in  nrniinHwatpr  nr  *^iirfppp  wafpr 

1  1  i\Ji  \j  \Ji    1  lO  VyV_/l  1  ll-'ULJI            V^V_/I  IICIII  III  lU                       1    III  Ul  V_/LJI  llvlVVdlWl    Ul    OLJI  iCX\j\j  VVdlV^I  . 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1563 

1 .  Tailings  from  mining  operations  are  stored  in  a  pit. 

2.  The  site  is  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to  report 
and  the  report  must  include  information  in  relation  to  a  substance  listed  in  Group  1 , 

2,  3  or  4  of  Part  1  of  Schedule  1  or  Part  2  of  Schedule  1  of  the  notice. 

3.  A  discharge  from  the  storage  area  may  result  in  the  presence  of  Cyanide  (CN-) 

in  nrni inHwatpr  nr  c;iirfarp  wafpr 

II  1  Ml  UUI  I*..)  VV  d       1    V_/l    OUI  iCL\j\j  VVdlWl  . 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1564 

1 .  Tailings  from  mining  operations  are  stored  in  a  pit. 

2.  The  site  is  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to  report 
and  the  report  must  include  information  in  relation  to  a  substance  listed  in  Group  1 , 

2,  3  or  4  of  Part  1  of  Schedule  1  or  Part  2  of  Schedule  1  of  the  notice. 

3.  A  discharge  from  the  storage  area  may  result  in  the  presence  of  Lead  or  one  or 

mnrp  nf  it*^  rnmnniinric;  mntalnlnn  1  ppH  in  nrniinHwafpr  nr  *^iirfppp  wpfpr 

1  1        1  W  \Jl    1  lO  VyV_/IMI_/V_/LJI  l\.JO  V^V_/I  1  Idl  1  III  lU  1 — C^dl..!   Ill  UIV_/LJII\..IVVdlWl    \Jl    OLJII  dV.^  W    VV  dlV>  1  . 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1565 

1 .  Tailings  from  mining  operations  are  stored  in  a  pit. 

2.  The  site  is  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to  report 
and  the  report  must  include  information  in  relation  to  a  substance  listed  in  Group  1 , 

2,  3  or  4  of  Part  1  of  Schedule  1  or  Part  2  of  Schedule  1  of  the  notice. 

3.  A  discharge  from  the  storage  area  may  result  in  the  presence  of  Mercury  or  one 
or  more  of  its  compounds  containing  Mercury  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1566 

1 .  Tailings  from  mining  operations  are  stored  in  a  pit. 

2.  The  site  is  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to  report 
and  the  report  must  include  information  in  relation  to  a  substance  listed  in  Group  1 , 

2,  3  or  4  of  Part  1  of  Schedule  1  or  Part  2  of  Schedule  1  of  the  notice. 

3.  A  discharge  from  the  storage  area  may  result  in  the  presence  of  Nickel  or  one 
or  more  of  its  compounds  containing  Nickel  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

V  V  III  rA  U 

10 

8 

6 

HVA 

6 

SGRA 

6 
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TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  waste 
disposal  site 
within  the 
meaning  of  Part 
V  of  the 
Environmental 
Protection  Act. 

1567 

1 .  Tailings  from  mining  operations  are  stored  in  a  pit. 

2.  Tine  site  is  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to  report 
and  the  report  must  include  information  in  relation  to  a  substance  listed  in  Group  1 , 

2,  3  or  4  of  Part  1  of  Schedule  1  or  Part  2  of  Schedule  1  of  the  notice. 

3.  A  discharge  from  the  storage  area  may  result  in  the  presence  of  Nitrogen  in 

nrniinrlwptpr  nr  *^iirfppp  wafpr 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1568 

1 .  Tailings  from  mining  operations  are  stored  in  a  pit. 

2.  The  site  is  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to  report 
and  the  report  must  include  information  in  relation  to  a  substance  listed  in  Group  1 , 

2,  3  or  4  of  Part  1  of  Schedule  1  or  Part  2  of  Schedule  1  of  the  notice. 

3.  A  discharge  from  the  storage  area  may  result  in  the  presence  of  Phosphorus 

^tnfph  in  nrni inrlwptpr  nr  c;iirfppp  wafpr 

t       Lu  1/  III  UIV_/LJII\..IVVCllWl    KJi    OLJII  CL\j\j  VV  CllV>  1  . 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

HVA 

SGRA 

1569 

1 .  Tailings  from  mining  operations  are  stored  in  a  pit. 

2.  The  site  is  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to  report 
and  the  report  must  include  information  in  relation  to  a  substance  listed  in  Group  1 , 

2,  3  or  4  of  Part  1  of  Schedule  1  or  Part  2  of  Schedule  1  of  the  notice. 

3.  A  discharge  from  the  storage  area  may  result  in  the  presence  of  Silver  or  one  or 

mnrp  nf  it*^  rnmnniinric;  rnntpininn  Silupr  in  nrniinriwafpr  or  <^iirfppp  wpfpr 

1  1        1  W  \Jl    1  lO  VyV_/IMI_/V_/LJI  l\.JO  V^V_/I  1  ICll  1  III  lU    \Jl  IVVyl     III   UlULJIIUVV  CllV>  1    \Jl    O  LJ  1  1  CX\j\>    VV  dlW  1  . 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1570 

1 .  Tailings  from  mining  operations  are  stored  in  a  pit. 

2.  The  site  is  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to  report 
and  the  report  must  include  information  in  relation  to  a  substance  listed  in  Group  1 , 

2,  3  or  4  of  Part  1  of  Schedule  1  or  Part  2  of  Schedule  1  of  the  notice. 

3.  A  discharge  from  the  storage  area  may  result  in  the  presence  of  Sulphide 
(Hydrogen)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1571 

1 .  Tailings  from  mining  operations  are  stored  in  a  pit. 

2.  The  site  is  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to  report 
and  the  report  must  include  information  in  relation  to  a  substance  listed  in  Group  1 , 

2,  3  or  4  of  Part  1  of  Schedule  1  or  Part  2  of  Schedule  1  of  the  notice. 

3.  A  discharge  from  the  storage  area  may  result  in  the  presence  of  Zinc  or  one  or 
more  of  its  compounds  containing  Zinc  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 

WHPA-D 
VV  nr n  u 

10 

8 

6 

HVA 

6 

SGRA 

6 
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TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  waste 
disposal  site 
within  the 
meaning  of  Part 
V  of  the 
Environmental 
Protection  Act. 

1572 

1 .  Tailings  from  mining  operations  are  stored  using  an  impoundment  structure 
located  on  the  surface. 

2.  The  site  is  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to  report 
and  the  report  must  include  information  in  relation  to  a  substance  listed  in  Group  1 , 

2,  3  or  4  of  Part  1  of  Schedule  1  or  Part  2  of  Schedule  1  of  the  notice. 

3.  A  discharge  from  the  storage  area  may  result  in  the  presence  of  Arsenic  or  one 
or  more  of  its  compounds  containing  Arsenic  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

1A/LJDA  n 

WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1573 

1 .  Tailings  from  mining  operations  are  stored  using  an  impoundment  structure 
located  on  the  surface. 

2.  The  site  is  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to  report 
and  the  report  must  include  information  in  relation  to  a  substance  listed  in  Group  1 , 

2,  3  or  4  of  Part  1  of  Schedule  1  or  Part  2  of  Schedule  1  of  the  notice. 

3.  A  discharge  from  the  storage  area  may  result  in  the  presence  of  Cadmium  or 
one  or  more  ot  iis  compounas  coniaining  L/aamium  in  grounawaier  or  suriacc 
water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1574 

1 .  Tailings  from  mining  operations  are  stored  using  an  impoundment  structure 
located  on  the  surface. 

2.  The  site  is  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to  report 
and  the  report  must  include  information  in  relation  to  a  substance  listed  in  Group  1 , 

2,  3  or  4  of  Part  1  of  Schedule  1  or  Part  2  of  Schedule  1  of  the  notice. 

3.  A  discharge  from  the  storage  area  may  result  in  the  presence  of  Chromium  VI  in 
oroundwatpr  or  surface  water 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1575 

1 .  Tailings  from  mining  operations  are  stored  using  an  impoundment  structure 
located  on  the  surface. 

2.  The  site  is  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to  report 
and  the  report  must  include  information  in  relation  to  a  substance  listed  in  Group  1 , 

2,  3  or  4  of  Part  1  of  Schedule  1  or  Part  2  of  Schedule  1  of  the  notice. 

3.  A  discharge  from  the  storage  area  may  result  in  the  presence  of  Copper  or  one 
or  more  of  its  compounds  containing  Copper  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

4.9  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 
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TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablitity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  waste 
disposal  site 
within  the 
meaning  of  Part 
V  of  the 
Environmental 
Protection  Act. 

1576 

1 .  Tailings  from  mining  operations  are  stored  using  an  impoundment  structure 
located  on  the  surface. 

2.  The  site  is  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to  report 
and  the  report  must  include  information  in  relation  to  a  substance  listed  in  Group  1 , 
2,  3  or  4  of  Part  1  of  Schedule  1  or  Part  2  of  Schedule  1  of  the  notice. 

A  Hic;rhprnp  frnm  thp  *^tnrpnp  arpp  mav  rp<^iilt  in  thp  nrp<^pnrp  nf  nvaniHp  /^ON-^ 

\j .  i  \  \.>iio\^iiciiu^  iiuiii  iiiw  o  wj  1  clu  w  ciiwci  iiiciy  icoljii  iii  iii^  k^iwowiiv^^  \j\  ^-^  y  cii  1 1  / 

in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

4.8  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 

ijifi_m  A  n 

WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

1577 

1 .  Tailings  from  mining  operations  are  stored  using  an  impoundment  structure 
located  on  the  surface. 

2.  The  site  is  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to  report 
and  the  report  must  include  information  in  relation  to  a  substance  listed  in  Group  1 , 

2,  3  or  4  of  Part  1  of  Schedule  1  or  Part  2  of  Schedule  1  of  the  notice. 

3.  A  discharge  from  the  storage  area  may  result  in  the  presence  of  Lead  or  one  or 
more  ot  iis  compounas  containing  Leau  in  grounuwaier  or  surrace  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1578 

1 .  Tailings  from  mining  operations  are  stored  using  an  impoundment  structure 
located  on  the  surface. 

2.  The  site  is  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to  report 
and  the  report  must  include  information  in  relation  to  a  substance  listed  in  Group  1 , 

2,  3  or  4  of  Part  1  of  Schedule  1  or  Part  2  of  Schedule  1  of  the  notice. 

3.  A  discharge  from  the  storage  area  may  result  in  the  presence  of  Mercury  or  one 
or  more  of  its  compounds  containing  Mercury  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WrtrA-U 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1579 

1 .  Tailings  from  mining  operations  are  stored  using  an  impoundment  structure 
located  on  the  surface. 

2.  The  site  is  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to  report 
and  the  report  must  include  information  in  relation  to  a  substance  listed  in  Group  1 , 

2,  3  or  4  of  Part  1  of  Schedule  1  or  Part  2  of  Schedule  1  of  the  notice. 

3.  A  discharge  from  the  storage  area  may  result  in  the  presence  of  Nickel  or  one 
or  more  of  it"?  romnounds  rontainino  Nickel  in  oroundwater  or  "^iirfacp  water 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

4.8  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

6-8 

HVA 

6 

SGRA 

6 

1580 

1 .  Tailings  from  mining  operations  are  stored  using  an  impoundment  structure 
located  on  the  surface. 

2.  The  site  is  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to  report 
and  the  report  must  include  information  in  relation  to  a  substance  listed  in  Group  1 , 

2,  3  or  4  of  Part  1  of  Schedule  1  or  Part  2  of  Schedule  1  of  the  notice. 

3.  A  discharge  from  the  storage  area  may  result  in  the  presence  of  Nitrogen  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7.2  -  9 

4.8  -  7 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-n 

V  ¥  111  U 

8  -  10 

6 

HVA 

6 

SGRA 

6 
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TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  Is 
Significant  In 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  is 
Moderate  in 
Areas  with  a 
Vulnerablitlty 

Score  of: 

Threat  is  Low  In 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  waste 
disposal  site 
within  the 
meaning  of  Part 
V  of  the 
Environmental 
Protection  Act. 

1581 

1 .  Tailings  from  mining  operations  are  stored  using  an  impoundment  structure 
located  on  the  surface. 

2.  The  site  is  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to  report 
and  the  report  must  include  information  in  relation  to  a  substance  listed  in  Group  1 , 
2,  3  or  4  of  Part  1  of  Schedule  1  or  Part  2  of  Schedule  1  of  the  notice. 

^  A  Hi^irhprnp  frnm  thp  *^tnrpnp  arpp  mav  rp<^iilt  in  thp  nrp<^pnrp  of  Phn^inhnriic; 

(total)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

4.9  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WrlPA-D 

HVA 

SGRA 

1582 

1 .  Tailings  from  mining  operations  are  stored  using  an  impoundment  structure 
located  on  the  surface. 

2.  The  site  is  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to  report 
and  the  report  must  include  information  in  relation  to  a  substance  listed  in  Group  1 , 
2,  3  or  4  of  Part  1  of  Schedule  1  or  Part  2  of  Schedule  1  of  the  notice. 

^  A  Hi*^phprnp  frnm  thp  *^tnranp  arpp  mav  rp*^iilt  in  thp  nrp*^pnpp  nf  Rilvpr  nr  nnp  nr 
more  of  its  compounds  containing  Silver  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

4.8  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

1583 

1 .  Tailings  from  mining  operations  are  stored  using  an  impoundment  structure 
located  on  the  surface. 

2.  The  site  is  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to  report 
and  the  report  must  include  information  in  relation  to  a  substance  listed  in  Group  1 , 

2,  3  or  4  of  Part  1  of  Schedule  1  or  Part  2  of  Schedule  1  of  the  notice. 

3.  A  discharge  from  the  storage  area  may  result  in  the  presence  of  Sulphide 
(Hydrogen)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

4.9  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 

iJifLf  n  A  n 

WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1584 

1 .  Tailings  from  mining  operations  are  stored  using  an  impoundment  structure 
located  on  the  surface. 

2.  The  site  is  part  of  a  facility  for  which  the  NPRI  Notice  requires  a  person  to  report 
and  the  report  must  include  information  in  relation  to  a  substance  listed  in  Group  1 , 

2,  3  or  4  of  Part  1  of  Schedule  1  or  Part  2  of  Schedule  1  of  the  notice. 

3.  A  discharge  from  the  storage  area  may  result  in  the  presence  of  Zinc  or  one  or 
more  of  its  compounds  containing  Zinc  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

4.9  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 

XA/UIDA  R 

VVnK  A-U 

10 

6-8 

HVA 

6 

SGRA 

6 

The  establishment, 
operation  or 
maintenance  of  a 
waste  disposal  site 
within  the  meaning 
of  Part  V  of  the  EPA 

1585 

1 .  The  land  disposal  of  petroleum  refining  waste  within  the  meaning  of  clause  (d) 
of  the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  R.R.O.  1990  made  under  the  Environmental  Protection  Act ,  is 
undertaken  at  the  site. 

2.  The  area  where  the  land  disposal  is  undertaken  is  not  more  than  1  hectare. 

3.  The  disposal  may  result  in  the  presence  of  BTEX  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

345 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  waste 
disposal  site 
within  the 
meaning  of  Part 
V  of  the 
Environmental 
Protection  Act. 

1586 

1 .  The  land  disposal  of  petroleum  refining  waste  within  the  meaning  of  clause  (d) 
of  the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  R.R.O.  1990  made  under  the  Environmental  Protection  Act,  is 
undertaken  at  the  site. 

2.  The  area  where  the  land  disposal  is  undertaken  is  not  more  than  1  hectare. 

Thp  rli^^nnQpl  mav  rpQiilt  in  thp  nrpQpnpp  nf  nnp  nr  mnrp  Pnlvpvplip  Arnmatip 
o.  1  iiw  uio|^^jocii  iiiciy  iwouii  III  iiiw  i^iwowiioo  Kji  xjiiw  xji  iiixjio  1  \jiy             r^i  \ji  i  iciii  o 

Hydrocarbons  (PAHs)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 

ijifi_m  A  n 

WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

1587 

1 .  The  land  disposal  of  petroleum  refining  waste  within  the  meaning  of  clause  (d) 
of  the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  R.R.O.  1990  made  under  the  Environmental  Protection  Act,  is 
undertaken  at  the  site. 

2.  The  area  where  the  land  disposal  is  undertaken  is  not  more  than  1  hectare. 

Thp  rliQnn<?pl  max/  rpQiilt  in  thp  nrp<?pnpp  nf  Pptrnlpiim  Hvrlrnpprhnnc;  F1  (^\C^,f^- 
o.   1  iiw  uio|-/^jocii  iiiciy  iwouii  III  iiiw  |-/iwowiiow  xji  1  wiiL/iwuiii  1  lyuiL/ociiL^L/iio  i   i  yi  i 

nCI  0)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

HVA 

SGRA 

1588 

1 .  The  land  disposal  of  petroleum  refining  waste  within  the  meaning  of  clause  (d) 
of  the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  R.R.O.  1990  made  under  the  Environmental  Protection  Act,  is 
undertaken  at  the  site. 

2.  The  area  where  the  land  disposal  is  undertaken  is  not  more  than  1  hectare. 

Thp  rli<?nnc;al  mav  rpQiilt  in  thp  nrp<5Pnpp  nf  Pptrnlpiim  Hvrlrnparhnn*?  F4.  /^^nO'^4.\ 
o.  II  iw  \jio|^^jocii  1 1  iciy  1  couii  III  11  iw  1^1  wowi  iv_fC  \ji  1  di  xjioui  1 1  1  iy\ji          ukji  io  i  ^  V  i>.^OM-y 

in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 

iJifLf  n  A  n 

WHPA-D 

10 

8 

HVA 

SGRA 

1589 

1 .  The  land  disposal  of  petroleum  refining  waste  within  the  meaning  of  clause  (d) 
of  the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  R.R.O.  1990  made  under  the  Environmental  Protection  Act ,  is 
undertaken  at  the  site. 

2.  The  area  where  the  land  disposal  is  undertaken  is  not  more  than  1  hectare. 

3.  The  disposal  may  result  in  the  presence  of  Petroleum  Hydrocarbons  F2  (>nC10- 
nC16)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

HVA 

SGRA 

1590 

1 .  The  land  disposal  of  petroleum  refining  waste  within  the  meaning  of  clause  (d) 
of  the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  R.R.O.  1990  made  under  the  Environmental  Protection  Act,  is 
undertaken  at  the  site. 

2.  The  area  where  the  land  disposal  is  undertaken  is  not  more  than  1  hectare. 

3.  The  disposal  may  result  in  the  presence  of  Petroleum  Hydrocarbons  F3  (>nC16- 
nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

V  V  111  U 

10 

8 

HVA 

SGRA 

346 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablitity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  waste 
disposal  site 
within  the 
meaning  of  Part 
V  of  the 
Environmental 
Protection  Act. 

1591 

1 .  The  land  disposal  of  petroleum  refining  waste  within  the  meaning  of  clause  (d) 
of  the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  R.R.O.  1990  made  under  the  Environmental  Protection  Act,  is 
undertaken  at  the  site. 

2.  The  area  where  the  land  disposal  is  undertaken  is  more  than  1,  but  not  more 
than  10  hectares. 

3.  The  disposal  may  result  in  the  presence  of  BTEX  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

4.8  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1592 

1 .  The  land  disposal  of  petroleum  refining  waste  within  the  meaning  of  clause  (d) 
of  the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  R.R.O.  1990  made  under  the  Environmental  Protection  Act ,  is 
undertaken  at  the  site. 

2.  The  area  where  the  land  disposal  is  undertaken  is  more  than  1 ,  but  not  more 
than  10  hectares. 

3.  The  disposal  may  result  in  the  presence  of  one  or  more  Polycyclic  Aromatic 
Hydrocarbons  (PAHs)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7.2  -  9 

4.8  -  7 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1593 

1 .  The  land  disposal  of  petroleum  refining  waste  within  the  meaning  of  clause  (d) 
of  the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  R.R.O.  1990  made  under  the  Environmental  Protection  Act ,  is 
undertaken  at  the  site. 

2.  The  area  where  the  land  disposal  is  undertaken  is  more  than  1,  but  not  more 
than  10  hectares. 

3.  The  disposal  may  result  in  the  presence  of  Petroleum  Hydrocarbons  F1  (nC6- 
nL/ 1     in  grounawaier  or  sunace  waier. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WnPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

1594 

1 .  The  land  disposal  of  petroleum  refining  waste  within  the  meaning  of  clause  (d) 
of  the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  R.R.O.  1990  made  under  the  Environmental  Protection  Act,  is 
undertaken  at  the  site. 

2.  The  area  where  the  land  disposal  is  undertaken  is  more  than  1 ,  but  not  more 
than  10  hectares. 

3.  The  disposal  may  result  in  the  presence  of  Petroleum  Hydrocarbons  F4  (>nC34) 
in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

347 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  waste 
disposal  site 
within  the 
meaning  of  Part 
V  of  the 
Environmental 
Protection  Act. 

1595 

1 .  The  land  disposal  of  petroleum  refining  waste  within  the  meaning  of  clause  (d) 
of  the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  R.R.O.  1990  made  under  the  Environmental  Protection  Act,  is 
undertaken  at  the  site. 

2.  The  area  where  the  land  disposal  is  undertaken  is  more  than  1 ,  but  not  more 
than  10  hectares. 

3.  The  disposal  may  result  in  the  presence  of  Petroleum  Hydrocarbons  F2  (>nC10- 
nCI  6)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

6-8 

HVA 

6 

SGRA 

6 

1596 

1 .  The  land  disposal  of  petroleum  refining  waste  within  the  meaning  of  clause  (d) 
of  the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  R.R.O.  1990  made  under  the  Environmental  Protection  Act ,  is 
undertaken  at  the  site. 

2.  The  area  where  the  land  disposal  is  undertaken  is  more  than  1 ,  but  not  more 
than  10  hectares. 

3.  The  disposal  may  result  in  the  presence  of  Petroleum  Hydrocarbons  F3  (>nG16- 
nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

6-8 

HVA 

6 

SGRA 

6 

1597 

1 .  The  land  disposal  of  petroleum  refining  waste  within  the  meaning  of  clause  (d) 
of  the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  R.R.O.  1990  made  under  the  Environmental  Protection  Act ,  is 
undertaken  at  the  site. 

2.  The  area  where  the  land  disposal  is  undertaken  is  more  than  10  hectares. 

3.  The  disposal  may  result  in  the  presence  of  BTEX  in  groundwater  or  surface 
water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

6.4-8.1 

4.5-6.3 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WnPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1598 

1 .  The  land  disposal  of  petroleum  refining  waste  within  the  meaning  of  clause  (d) 
of  the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  R.R.O.  1990  made  under  the  Environmental  Protection  Act,  is 
undertaken  at  the  site. 

2.  The  area  where  the  land  disposal  is  undertaken  is  more  than  10  hectares. 

3.  The  disposal  may  result  in  the  presence  of  one  or  more  Polycyclic  Aromatic 
Hydrocarbons  (PAHs)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

348 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablitity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  waste 
disposal  site 
within  the 
meaning  of  Part 
V  of  the 
Environmental 
Protection  Act. 

1599 

1 .  The  land  disposal  of  petroleum  refining  waste  within  the  meaning  of  clause  (d) 
of  the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  R.R.O.  1990  made  under  the  Environmental  Protection  Act,  is 
undertaken  at  the  site. 

2.  The  area  where  the  land  disposal  is  undertaken  is  more  than  10  hectares. 

3.  The  disposal  may  result  in  the  presence  of  Petroleum  Hydrocarbons  F1  (nC6- 
nCI  0)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

4.8  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1600 

1 .  The  land  disposal  of  petroleum  refining  waste  within  the  meaning  of  clause  (d) 
of  the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  R.R.O.  1990  made  under  the  Environmental  Protection  Act ,  is 
undertaken  at  the  site. 

2.  The  area  where  the  land  disposal  is  undertaken  is  more  than  10  hectares. 

3.  The  disposal  may  result  in  the  presence  of  Petroleum  Hydrocarbons  F4  (>nG34) 
in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

4.8  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1601 

1 .  The  land  disposal  of  petroleum  refining  waste  within  the  meaning  of  clause  (d) 
of  the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  R.R.O.  1990  made  under  the  Environmental  Protection  Act ,  is 
undertaken  at  the  site. 

2.  The  area  where  the  land  disposal  is  undertaken  is  more  than  10  hectares. 

3.  The  disposal  may  result  in  the  presence  of  Petroleum  Hydrocarbons  F2  (>nC10- 
nC16)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

4.8  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WnPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1602 

1 .  The  land  disposal  of  petroleum  refining  waste  within  the  meaning  of  clause  (d) 
of  the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  R.R.O.  1990  made  under  the  Environmental  Protection  Act,  is 
undertaken  at  the  site. 

2.  The  area  where  the  land  disposal  is  undertaken  is  more  than  10  hectares. 

3.  The  disposal  may  result  in  the  presence  of  Petroleum  Hydrocarbons  F3  (>nG16- 
nC34)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

4.8  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

349 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  waste 
disposal  site 
within  the 
meaning  of  Part 
V  of  the 
Environmental 
Protection  Act. 

1603 

1 .  The  land  disposal  of  hazardous  waste,  liquid  industrial  waste,  or  processed 
liquid  industrial  waste,  within  the  meaning  of  clauses  (a)  and  (b)  of  the  definition  of 
"land  disposal"  in  section  1  of  Regulation  347,  R.R.O.  1990  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  fill  area  is  less  than  1  hectare. 

3.  A  discharge  from  the  area  where  the  waste  is  disposed  may  result  is  the 
presence  of  Arsenic  or  one  or  more  of  its  compounds  containing  Arsenic  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3, 

WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1604 

1 .  The  land  disposal  of  hazardous  waste,  liquid  industrial  waste,  or  processed 
liquid  industrial  waste,  within  the  meaning  of  clauses  (a)  and  (b)  of  the  definition  of 
"land  disposal"  in  section  1  of  Regulation  347,  R.R.O.  1990  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act,  is  undertaken  at  the 
site. 

2.  The  fill  area  is  less  than  1  hectare. 

3.  A  discharge  from  the  area  where  the  waste  is  disposed  may  result  is  the 
presence  of  Barium  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

1605 

1 .  The  land  disposal  of  hazardous  waste,  liquid  industrial  waste,  or  processed 
liquid  industrial  waste,  within  the  meaning  of  clauses  (a)  and  (b)  of  the  definition  of 
"land  disposal"  in  section  1  of  Regulation  347,  R.R.O.  1990  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  fill  area  is  less  than  1  hectare. 

3.  A  discharge  from  the  area  where  the  waste  is  disposed  may  result  is  the 
presence  of  Cadmium  or  one  or  more  of  its  compounds  containing  Cadmium  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 

3, 

WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1606 

1 .  The  land  disposal  of  hazardous  waste,  liquid  industrial  waste,  or  processed 
liquid  industrial  waste,  within  the  meaning  of  clauses  (a)  and  (b)  of  the  definition  of 
"land  disposal"  in  section  1  of  Regulation  347,  R.R.O.  1990  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  fill  area  is  less  than  1  hectare. 

3.  A  discharge  from  the  area  where  the  waste  is  disposed  may  result  is  the 
presence  of  Chromium  VI  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

350 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  waste 
disposal  site 
within  the 
meaning  of  Part 
V  of  the 
Environmental 
Protection  Act. 

1607 

1 .  The  land  disposal  of  hazardous  waste,  liquid  industrial  waste,  or  processed 
liquid  industrial  waste,  within  the  meaning  of  clauses  (a)  and  (b)  of  the  definition  of 
"land  disposal"  in  section  1  of  Regulation  347,  R.R.O.  1990  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  fill  area  is  less  than  1  hectare. 

3.  A  discharge  from  the  area  where  the  waste  is  disposed  may  result  is  the 
presence  of  Dichlorophenoxy  Acetic  Acid  (D-2,4)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3, 

WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1608 

1 .  The  land  disposal  of  hazardous  waste,  liquid  industrial  waste,  or  processed 
liquid  industrial  waste,  within  the  meaning  of  clauses  (a)  and  (b)  of  the  definition  of 
"land  disposal"  in  section  1  of  Regulation  347,  R.R.O.  1990  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act,  is  undertaken  at  the 
site. 

2.  The  fill  area  is  less  than  1  hectare. 

3.  A  discharge  from  the  area  where  the  waste  is  disposed  may  result  is  the 
presence  of  Lead  or  one  or  more  of  its  compounds  containing  Lead  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3, 

WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1609 

1 .  The  land  disposal  of  hazardous  waste,  liquid  industrial  waste,  or  processed 
liquid  industrial  waste,  within  the  meaning  of  clauses  (a)  and  (b)  of  the  definition  of 
"land  disposal"  in  section  1  of  Regulation  347,  R.R.O.  1990  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  fill  area  is  less  than  1  hectare. 

3.  A  discharge  from  the  area  where  the  waste  is  disposed  may  result  is  the 
presence  of  Mercury  or  one  or  more  of  its  compounds  containing  Mercury  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3, 

WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1610 

1 .  The  land  disposal  of  hazardous  waste,  liquid  industrial  waste,  or  processed 
liquid  industrial  waste,  within  the  meaning  of  clauses  (a)  and  (b)  of  the  definition  of 
"land  disposal"  in  section  1  of  Regulation  347,  R.R.O.  1990  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  fill  area  is  less  than  1  hectare. 

3.  A  discharge  from  the  area  where  the  waste  is  disposed  may  result  is  the 
presence  of  one  or  more  Polychlorinated  Biphenyls  (RGBs)  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3, 

WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

351 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  waste 
disposal  site 
within  the 
meaning  of  Part 
V  of  the 
Environmental 
Protection  Act. 

1611 

1 .  The  land  disposal  of  hazardous  waste,  liquid  industrial  waste,  or  processed 
liquid  industrial  waste,  within  the  meaning  of  clauses  (a)  and  (b)  of  the  definition  of 
"land  disposal"  in  section  1  of  Regulation  347,  R.R.O.  1990  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  fill  area  is  less  than  1  hectare. 

3.  A  discharge  from  the  area  where  the  waste  is  disposed  may  result  is  the 
presence  of  Selenium  or  one  or  more  of  its  compounds  containing  Selenium  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3, 

WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1612 

1 .  The  land  disposal  of  hazardous  waste,  liquid  industrial  waste,  or  processed 
liquid  industrial  waste,  within  the  meaning  of  clauses  (a)  and  (b)  of  the  definition  of 
"land  disposal"  in  section  1  of  Regulation  347,  R.R.O.  1990  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act,  is  undertaken  at  the 
site. 

2.  The  fill  area  is  less  than  1  hectare. 

3.  A  discharge  from  the  area  where  the  waste  is  disposed  may  result  is  the 
presence  of  Silver  or  one  or  more  of  its  compounds  containing  Silver  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3, 

WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

6-8 

HVA 

6 

SGRA 

6 

1613 

1 .  The  land  disposal  of  hazardous  waste,  liquid  industrial  waste,  or  processed 
liquid  industrial  waste,  within  the  meaning  of  clauses  (a)  and  (b)  of  the  definition  of 
"land  disposal"  in  section  1  of  Regulation  347,  R.R.O.  1990  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  fill  area  is  less  than  1  hectare. 

3.  A  discharge  from  the  area  where  the  waste  is  disposed  may  result  is  the 
presence  ot  i  ricnioropnenoxyaceiic  acla-^l,'^,o  in  grounawaier  or  suriace  waier. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WnrA-U 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1614 

1 .  The  land  disposal  of  hazardous  waste,  liquid  industrial  waste,  or  processed 
liquid  industrial  waste,  within  the  meaning  of  clauses  (a)  and  (b)  of  the  definition  of 
"land  disposal"  in  section  1  of  Regulation  347,  R.R.O.  1990  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  fill  area  is  less  than  1  hectare. 

3.  A  discharge  from  the  area  where  the  waste  is  disposed  may  result  is  the 
presence  of  Uranium  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

352 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  waste 
disposal  site 
within  the 
meaning  of  Part 
V  of  the 
Environmental 
Protection  Act. 

1615 

1 .  The  land  disposal  of  hazardous  waste,  liquid  industrial  waste,  or  processed 
liquid  industrial  waste,  within  the  meaning  of  clauses  (a)  and  (b)  of  the  definition  of 
"land  disposal"  in  section  1  of  Regulation  347,  R.R.O.  1990  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  fill  area  is  at  least  1  but  not  more  than  10  hectares. 

3.  A  discharge  from  the  area  where  the  waste  is  disposed  may  result  is  the 
presence  of  Arsenic  or  one  or  more  of  its  compounds  containing  Arsenic  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3, 

WHPA-E 

10 

8-9 

4.9  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1616 

1 .  The  land  disposal  of  hazardous  waste,  liquid  industrial  waste,  or  processed 
liquid  industrial  waste,  within  the  meaning  of  clauses  (a)  and  (b)  of  the  definition  of 
"land  disposal"  in  section  1  of  Regulation  347,  R.R.O.  1990  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act,  is  undertaken  at  the 
site. 

2.  The  fill  area  is  at  least  1  but  not  more  than  10  hectares. 

3.  A  discharge  from  the  area  where  the  waste  is  disposed  may  result  is  the 
presence  of  Barium  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1617 

1 .  The  land  disposal  of  hazardous  waste,  liquid  industrial  waste,  or  processed 
liquid  industrial  waste,  within  the  meaning  of  clauses  (a)  and  (b)  of  the  definition  of 
"land  disposal"  in  section  1  of  Regulation  347,  R.R.O.  1990  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  fill  area  is  at  least  1  but  not  more  than  10  hectares. 

3.  A  discharge  from  the  area  where  the  waste  is  disposed  may  result  is  the 
presence  of  Cadmium  or  one  or  more  of  its  compounds  containing  Cadmium  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 

3, 

WHPA-E 

10 

8-9 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1618 

1 .  The  land  disposal  of  hazardous  waste,  liquid  industrial  waste,  or  processed 
liquid  industrial  waste,  within  the  meaning  of  clauses  (a)  and  (b)  of  the  definition  of 
"land  disposal"  in  section  1  of  Regulation  347,  R.R.O.  1990  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  fill  area  is  at  least  1  but  not  more  than  10  hectares. 

3.  A  discharge  from  the  area  where  the  waste  is  disposed  may  result  is  the 
presence  of  Chromium  VI  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

4.9  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

353 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  waste 
disposal  site 
within  the 
meaning  of  Part 
V  of  the 
Environmental 
Protection  Act. 

1619 

1 .  The  land  disposal  of  hazardous  waste,  liquid  industrial  waste,  or  processed 
liquid  industrial  waste,  within  the  meaning  of  clauses  (a)  and  (b)  of  the  definition  of 
"land  disposal"  in  section  1  of  Regulation  347,  R.R.O.  1990  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  fill  area  is  at  least  1  but  not  more  than  10  hectares. 

3.  A  discharge  from  the  area  where  the  waste  is  disposed  may  result  is  the 
presence  of  Dichlorophenoxy  Acetic  Acid  (D-2,4)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3, 

WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1620 

1 .  The  land  disposal  of  hazardous  waste,  liquid  industrial  waste,  or  processed 
liquid  industrial  waste,  within  the  meaning  of  clauses  (a)  and  (b)  of  the  definition  of 
"land  disposal"  in  section  1  of  Regulation  347,  R.R.O.  1990  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act,  is  undertaken  at  the 
site. 

2.  The  fill  area  is  at  least  1  but  not  more  than  10  hectares. 

3.  A  discharge  from  the  area  where  the  waste  is  disposed  may  result  is  the 
presence  of  Lead  or  one  or  more  of  its  compounds  containing  Lead  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3, 

WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1621 

1 .  The  land  disposal  of  hazardous  waste,  liquid  industrial  waste,  or  processed 
liquid  industrial  waste,  within  the  meaning  of  clauses  (a)  and  (b)  of  the  definition  of 
"land  disposal"  in  section  1  of  Regulation  347,  R.R.O.  1990  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  fill  area  is  at  least  1  but  not  more  than  10  hectares. 

3.  A  discharge  from  the  area  where  the  waste  is  disposed  may  result  is  the 
presence  of  Mercury  or  one  or  more  of  its  compounds  containing  Mercury  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3, 

WHPA-E 

10 

8-9 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1622 

1 .  The  land  disposal  of  hazardous  waste,  liquid  industrial  waste,  or  processed 
liquid  industrial  waste,  within  the  meaning  of  clauses  (a)  and  (b)  of  the  definition  of 
"land  disposal"  in  section  1  of  Regulation  347,  R.R.O.  1990  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  fill  area  is  at  least  1  but  not  more  than  10  hectares. 

3.  A  discharge  from  the  area  where  the  waste  is  disposed  may  result  is  the 
presence  of  one  or  more  Polychlorinated  Biphenyls  (RGBs)  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3, 

WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

354 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  waste 
disposal  site 
within  the 
meaning  of  Part 
V  of  the 
Environmental 
Protection  Act. 

1623 

1 .  The  land  disposal  of  hazardous  waste,  liquid  industrial  waste,  or  processed 
liquid  industrial  waste,  within  the  meaning  of  clauses  (a)  and  (b)  of  the  definition  of 
"land  disposal"  in  section  1  of  Regulation  347,  R.R.O.  1990  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  fill  area  is  at  least  1  but  not  more  than  10  hectares. 

3.  A  discharge  from  the  area  where  the  waste  is  disposed  may  result  is  the 
presence  of  Selenium  or  one  or  more  of  its  compounds  containing  Selenium  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3, 

WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1624 

1 .  The  land  disposal  of  hazardous  waste,  liquid  industrial  waste,  or  processed 
liquid  industrial  waste,  within  the  meaning  of  clauses  (a)  and  (b)  of  the  definition  of 
"land  disposal"  in  section  1  of  Regulation  347,  R.R.O.  1990  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act,  is  undertaken  at  the 
site. 

2.  The  fill  area  is  at  least  1  but  not  more  than  10  hectares. 

3.  A  discharge  from  the  area  where  the  waste  is  disposed  may  result  is  the 
presence  of  Silver  or  one  or  more  of  its  compounds  containing  Silver  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3, 

WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1625 

1 .  The  land  disposal  of  hazardous  waste,  liquid  industrial  waste,  or  processed 
liquid  industrial  waste,  within  the  meaning  of  clauses  (a)  and  (b)  of  the  definition  of 
"land  disposal"  in  section  1  of  Regulation  347,  R.R.O.  1990  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  fill  area  is  at  least  1  but  not  more  than  10  hectares. 

3.  A  discharge  from  the  area  where  the  waste  is  disposed  may  result  is  the 
presence  ot  i  ricnioropnenoxyaceiic  acla-^l,'^,o  in  grounawaier  or  suriace  waier. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1626 

1 .  The  land  disposal  of  hazardous  waste,  liquid  industrial  waste,  or  processed 
liquid  industrial  waste,  within  the  meaning  of  clauses  (a)  and  (b)  of  the  definition  of 
"land  disposal"  in  section  1  of  Regulation  347,  R.R.O.  1990  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  fill  area  is  at  least  1  but  not  more  than  10  hectares. 

3.  A  discharge  from  the  area  where  the  waste  is  disposed  may  result  is  the 
presence  of  Uranium  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

4.9  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

355 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  waste 
disposal  site 
within  the 
meaning  of  Part 
V  of  the 
Environmental 
Protection  Act. 

1627 

1 .  The  land  disposal  of  hazardous  waste,  liquid  industrial  waste,  or  processed 
liquid  industrial  waste,  within  the  meaning  of  clauses  (a)  and  (b)  of  the  definition  of 
"land  disposal"  in  section  1  of  Regulation  347,  R.R.O.  1990  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  fill  area  is  more  than  10  hectares. 

3.  A  discharge  from  the  area  where  the  waste  is  disposed  may  result  is  the 
presence  of  Arsenic  or  one  or  more  of  its  compounds  containing  Arsenic  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3, 

WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1628 

1 .  The  land  disposal  of  hazardous  waste,  liquid  industrial  waste,  or  processed 
liquid  industrial  waste,  within  the  meaning  of  clauses  (a)  and  (b)  of  the  definition  of 
"land  disposal"  in  section  1  of  Regulation  347,  R.R.O.  1990  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act,  is  undertaken  at  the 
site. 

2.  The  fill  area  is  more  than  10  hectares. 

3.  A  discharge  from  the  area  where  the  waste  is  disposed  may  result  is  the 
presence  of  Barium  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

4.9  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1629 

1 .  The  land  disposal  of  hazardous  waste,  liquid  industrial  waste,  or  processed 
liquid  industrial  waste,  within  the  meaning  of  clauses  (a)  and  (b)  of  the  definition  of 
"land  disposal"  in  section  1  of  Regulation  347,  R.R.O.  1990  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  fill  area  is  more  than  10  hectares. 

3.  A  discharge  from  the  area  where  the  waste  is  disposed  may  result  is  the 
presence  of  Cadmium  or  one  or  more  of  its  compounds  containing  Cadmium  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 

3, 

WHPA-E 

10 

7-9 

4.8  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1630 

1 .  The  land  disposal  of  hazardous  waste,  liquid  industrial  waste,  or  processed 
liquid  industrial  waste,  within  the  meaning  of  clauses  (a)  and  (b)  of  the  definition  of 
"land  disposal"  in  section  1  of  Regulation  347,  R.R.O.  1990  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  fill  area  is  more  than  10  hectares. 

3.  A  discharge  from  the  area  where  the  waste  is  disposed  may  result  is  the 
presence  of  Chromium  VI  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

356 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  waste 
disposal  site 
within  the 
meaning  of  Part 
V  of  the 
Environmental 
Protection  Act. 

1631 

1 .  The  land  disposal  of  hazardous  waste,  liquid  industrial  waste,  or  processed 
liquid  industrial  waste,  within  the  meaning  of  clauses  (a)  and  (b)  of  the  definition  of 
"land  disposal"  in  section  1  of  Regulation  347,  R.R.O.  1990  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  fill  area  is  more  than  10  hectares. 

3.  A  discharge  from  the  area  where  the  waste  is  disposed  may  result  is  the 
presence  of  Dichlorophenoxy  Acetic  Acid  (D-2,4)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3, 

WHPA-E 

10 

7.2  -  9 

4.8  -  7 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1632 

1 .  The  land  disposal  of  hazardous  waste,  liquid  industrial  waste,  or  processed 
liquid  industrial  waste,  within  the  meaning  of  clauses  (a)  and  (b)  of  the  definition  of 
"land  disposal"  in  section  1  of  Regulation  347,  R.R.O.  1990  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act,  is  undertaken  at  the 
site. 

2.  The  fill  area  is  more  than  10  hectares. 

3.  A  discharge  from  the  area  where  the  waste  is  disposed  may  result  is  the 
presence  of  Lead  or  one  or  more  of  its  compounds  containing  Lead  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3, 

WHPA-E 

10 

7-9 

4.8  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1633 

1 .  The  land  disposal  of  hazardous  waste,  liquid  industrial  waste,  or  processed 
liquid  industrial  waste,  within  the  meaning  of  clauses  (a)  and  (b)  of  the  definition  of 
"land  disposal"  in  section  1  of  Regulation  347,  R.R.O.  1990  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  fill  area  is  more  than  10  hectares. 

3.  A  discharge  from  the  area  where  the  waste  is  disposed  may  result  is  the 
presence  of  Mercury  or  one  or  more  of  its  compounds  containing  Mercury  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3, 

WHPA-E 

10 

7-9 

4.8  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1634 

1 .  The  land  disposal  of  hazardous  waste,  liquid  industrial  waste,  or  processed 
liquid  industrial  waste,  within  the  meaning  of  clauses  (a)  and  (b)  of  the  definition  of 
"land  disposal"  in  section  1  of  Regulation  347,  R.R.O.  1990  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  fill  area  is  more  than  10  hectares. 

3.  A  discharge  from  the  area  where  the  waste  is  disposed  may  result  is  the 
presence  of  one  or  more  Polychlorinated  Biphenyls  (RGBs)  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3, 

WHPA-E 

10 

7.2  -  9 

4.8  -  7 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

357 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablitity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  waste 
disposal  site 
within  the 
meaning  of  Part 
V  of  the 
Environmental 
Protection  Act. 

1635 

1 .  The  land  disposal  of  hazardous  waste,  liquid  industrial  waste,  or  processed 
liquid  industrial  waste,  within  the  meaning  of  clauses  (a)  and  (b)  of  the  definition  of 
"land  disposal"  in  section  1  of  Regulation  347,  R.R.O.  1990  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  fill  area  is  more  than  10  hectares. 

3.  A  discharge  from  the  area  where  the  waste  is  disposed  may  result  is  the 
presence  of  Selenium  or  one  or  more  of  its  compounds  containing  Selenium  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3, 

WHPA-E 

10 

7-9 

4.8  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1636 

1 .  The  land  disposal  of  hazardous  waste,  liquid  industrial  waste,  or  processed 
liquid  industrial  waste,  within  the  meaning  of  clauses  (a)  and  (b)  of  the  definition  of 
"land  disposal"  in  section  1  of  Regulation  347,  R.R.O.  1990  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act,  is  undertaken  at  the 
site. 

2.  The  fill  area  is  more  than  10  hectares. 

3.  A  discharge  from  the  area  where  the  waste  is  disposed  may  result  is  the 
presence  of  Silver  or  one  or  more  of  its  compounds  containing  Silver  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3, 

WHPA-E 

10 

7.2  -  9 

4.8  -  7 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1637 

1 .  The  land  disposal  of  hazardous  waste,  liquid  industrial  waste,  or  processed 
liquid  industrial  waste,  within  the  meaning  of  clauses  (a)  and  (b)  of  the  definition  of 
"land  disposal"  in  section  1  of  Regulation  347,  R.R.O.  1990  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  fill  area  is  more  than  10  hectares. 

3.  A  discharge  from  the  area  where  the  waste  is  disposed  may  result  is  the 
presence  of  Trichlorophenoxyacetic  acid-2,4,5  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3, 

WHPA-E 

10 

7.2  -  9 

4.8  -  7 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1638 

1 .  The  land  disposal  of  hazardous  waste,  liquid  industrial  waste,  or  processed 
liquid  industrial  waste,  within  the  meaning  of  clauses  (a)  and  (b)  of  the  definition  of 
"land  disposal"  in  section  1  of  Regulation  347,  R.R.O.  1990  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  fill  area  is  more  than  10  hectares. 

3.  A  discharge  from  the  area  where  the  waste  is  disposed  may  result  is  the 
presence  of  Uranium  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

358 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  waste 
disposal  site 
within  the 
meaning  of  Part 
V  of  the 
Environmental 
Protection  Act. 

1639 

1 .  The  land  disposal  of  municipal  waste,  within  the  meaning  of  clauses  (a)  and  (b) 
of  the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  fill  area  is  less  than  1  hectare. 

3.  A  discharge  from  the  area  where  the  waste  is  disposed  may  result  is  the 
presence  of  Arsenic  or  one  or  more  of  its  compounds  containing  Arsenic  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

1A/LJDA  n 

WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1640 

1 .  The  land  disposal  of  municipal  waste,  within  the  meaning  of  clauses  (a)  and  (b) 
of  the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  fill  area  is  less  than  1  hectare. 

3.  A  discharge  from  the  area  where  the  waste  is  disposed  may  result  is  the 
presence  of  Barium  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

6-8 

HVA 

6 

SGRA 

6 

1641 

1 .  The  land  disposal  of  municipal  waste,  within  the  meaning  of  clauses  (a)  and  (b) 
of  the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  fill  area  is  less  than  1  hectare. 

3.  A  discharge  from  the  area  where  the  waste  is  disposed  may  result  is  the 
presence  of  BTEX  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1642 

1 .  The  land  disposal  of  municipal  waste,  within  the  meaning  of  clauses  (a)  and  (b) 
of  the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act,  is  undertaken  at  the 
site. 

2.  The  fill  area  is  less  than  1  hectare. 

3.  A  discharge  from  the  area  where  the  waste  is  disposed  may  result  is  the 
presence  of  Cadmium  or  one  or  more  of  its  compounds  containing  Cadmium  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

359 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  waste 
disposal  site 
within  the 
meaning  of  Part 
V  of  the 
Environmental 
Protection  Act. 

1643 

1 .  The  land  disposal  of  municipal  waste,  within  the  meaning  of  clauses  (a)  and  (b) 
of  the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  fill  area  is  less  than  1  hectare. 

3.  A  discharge  from  the  area  where  the  waste  is  disposed  may  result  is  the 
presence  of  Dichlorobenzene-1 ,4  (para)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

1A/LJDA  n 

WnrA-U 

10 

6-8 

HVA 

6 

SGRA 

6 

1644 

1 .  The  land  disposal  of  municipal  waste,  within  the  meaning  of  clauses  (a)  and  (b) 
of  the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  fill  area  is  less  than  1  hectare. 

3.  A  discharge  from  the  area  where  the  waste  is  disposed  may  result  is  the 
presence  of  Lead  or  one  or  more  of  its  compounds  containing  Lead  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1645 

1 .  The  land  disposal  of  municipal  waste,  within  the  meaning  of  clauses  (a)  and  (b) 
of  the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  fill  area  is  less  than  1  hectare. 

3.  A  discharge  from  the  area  where  the  waste  is  disposed  may  result  is  the 
presence  of  Mercury  or  one  or  more  of  its  compounds  containing  Mercury  in 
grounawaier  or  sunace  waier. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1646 

1 .  The  land  disposal  of  municipal  waste,  within  the  meaning  of  clauses  (a)  and  (b) 
of  the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act,  is  undertaken  at  the 
site. 

2.  The  fill  area  is  less  than  1  hectare. 

3.  A  discharge  from  the  area  where  the  waste  is  disposed  may  result  is  the 
presence  of  Nitrogen  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

360 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  waste 
disposal  site 
within  the 
meaning  of  Part 
V  of  the 
Environmental 
Protection  Act. 

1647 

1 .  The  land  disposal  of  municipal  waste,  within  the  meaning  of  clauses  (a)  and  (b) 
of  the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  fill  area  is  less  than  1  hectare. 

3.  A  discharge  from  the  area  where  the  waste  is  disposed  may  result  is  the 
presence  of  Selenium  or  one  or  more  of  its  compounds  containing  Selenium  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

1A/LJDA  n 

WnrA-U 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1648 

1 .  The  land  disposal  of  municipal  waste,  within  the  meaning  of  clauses  (a)  and  (b) 
of  the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  fill  area  is  less  than  1  hectare. 

3.  A  discharge  from  the  area  where  the  waste  is  disposed  may  result  is  the 
presence  of  Trichloroethylene  or  another  DNAPL  that  could  degrade  to 
Trichloroethylene  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1649 

1 .  The  land  disposal  of  municipal  waste,  within  the  meaning  of  clauses  (a)  and  (b) 
of  the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  fill  area  is  less  than  1  hectare. 

3.  A  discharge  from  the  area  where  the  waste  is  disposed  may  result  is  the 
presence  of  Uranium  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1650 

1 .  The  land  disposal  of  municipal  waste,  within  the  meaning  of  clauses  (a)  and  (b) 
of  the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act,  is  undertaken  at  the 
site. 

2.  The  fill  area  is  less  than  1  hectare. 

3.  A  discharge  from  the  area  where  the  waste  is  disposed  may  result  is  the 
presence  of  Vinyl  chloride  or  another  DNAPL  that  could  degrade  to  vinyl  chloride  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

361 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablitity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  waste 
disposal  site 
within  the 
meaning  of  Part 
V  of  the 
Environmental 
Protection  Act. 

1651 

1 .  The  land  disposal  of  municipal  waste,  within  the  meaning  of  clauses  (a)  and  (b) 
of  the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  fill  area  is  at  least  1  but  not  more  than  10  hectares. 

3.  A  discharge  from  the  area  where  the  waste  is  disposed  may  result  is  the 
presence  of  Arsenic  or  one  or  more  of  its  compounds  containing  Arsenic  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

4.9  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

1A/LJDA  n 

WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1652 

1 .  The  land  disposal  of  municipal  waste,  within  the  meaning  of  clauses  (a)  and  (b) 
of  the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  fill  area  is  at  least  1  but  not  more  than  10  hectares. 

3.  A  discharge  from  the  area  where  the  waste  is  disposed  may  result  is  the 
presence  of  Barium  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1653 

1 .  The  land  disposal  of  municipal  waste,  within  the  meaning  of  clauses  (a)  and  (b) 
of  the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  fill  area  is  at  least  1  but  not  more  than  10  hectares. 

3.  A  discharge  from  the  area  where  the  waste  is  disposed  may  result  is  the 
presence  of  BTEX  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1654 

1 .  The  land  disposal  of  municipal  waste,  within  the  meaning  of  clauses  (a)  and  (b) 
of  the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act,  is  undertaken  at  the 
site. 

2.  The  fill  area  is  at  least  1  but  not  more  than  10  hectares. 

3.  A  discharge  from  the  area  where  the  waste  is  disposed  may  result  is  the 
presence  of  Cadmium  or  one  or  more  of  its  compounds  containing  Cadmium  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

362 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  waste 
disposal  site 
within  the 
meaning  of  Part 
V  of  the 
Environmental 
Protection  Act. 

1655 

1 .  The  land  disposal  of  municipal  waste,  within  the  meaning  of  clauses  (a)  and  (b) 
of  the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  fill  area  is  at  least  1  but  not  more  than  10  hectares. 

3.  A  discharge  from  the  area  where  the  waste  is  disposed  may  result  is  the 
presence  of  Dichlorobenzene-1 ,4  (para)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1656 

1 .  The  land  disposal  of  municipal  waste,  within  the  meaning  of  clauses  (a)  and  (b) 
of  the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act,  is  undertaken  at  the 
site. 

2.  The  fill  area  is  at  least  1  but  not  more  than  10  hectares. 

3.  A  discharge  from  the  area  where  the  waste  is  disposed  may  result  is  the 
presence  of  Lead  or  one  or  more  of  its  compounds  containing  Lead  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1657 

1 .  The  land  disposal  of  municipal  waste,  within  the  meaning  of  clauses  (a)  and  (b) 
of  the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  fill  area  is  at  least  1  but  not  more  than  10  hectares. 

3.  A  discharge  from  the  area  where  the  waste  is  disposed  may  result  is  the 
presence  of  Mercury  or  one  or  more  of  its  compounds  containing  Mercury  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1658 

1 .  The  land  disposal  of  municipal  waste,  within  the  meaning  of  clauses  (a)  and  (b) 
of  the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act,  is  undertaken  at  the 
site. 

2.  The  fill  area  is  at  least  1  but  not  more  than  10  hectares. 

3.  A  discharge  from  the  area  where  the  waste  is  disposed  may  result  is  the 
presence  of  Nitrogen  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

363 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  waste 
disposal  site 
within  the 
meaning  of  Part 
V  of  the 
Environmental 
Protection  Act. 

1659 

1 .  The  land  disposal  of  municipal  waste,  within  the  meaning  of  clauses  (a)  and  (b) 
of  the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  fill  area  is  at  least  1  but  not  more  than  10  hectares. 

3.  A  discharge  from  the  area  where  the  waste  is  disposed  may  result  is  the 
presence  of  Selenium  or  one  or  more  of  its  compounds  containing  Selenium  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1660 

1 .  The  land  disposal  of  municipal  waste,  within  the  meaning  of  clauses  (a)  and  (b) 
of  the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  fill  area  is  at  least  1  but  not  more  than  10  hectares. 

3.  A  discharge  from  the  area  where  the  waste  is  disposed  may  result  is  the 
presence  of  Trichloroethylene  or  another  DNAPL  that  could  degrade  to 
Trichloroethylene  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1661 

1 .  The  land  disposal  of  municipal  waste,  within  the  meaning  of  clauses  (a)  and  (b) 
of  the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  fill  area  is  at  least  1  but  not  more  than  10  hectares. 

3.  A  discharge  from  the  area  where  the  waste  is  disposed  may  result  is  the 
presence  of  Uranium  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

4.9  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1662 

1 .  The  land  disposal  of  municipal  waste,  within  the  meaning  of  clauses  (a)  and  (b) 
of  the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act,  is  undertaken  at  the 
site. 

2.  The  fill  area  is  at  least  1  but  not  more  than  10  hectares. 

3.  A  discharge  from  the  area  where  the  waste  is  disposed  may  result  is  the 
presence  of  Vinyl  chloride  or  another  DNAPL  that  could  degrade  to  vinyl  chloride  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

364 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  waste 
disposal  site 
within  the 
meaning  of  Part 
V  of  the 
Environmental 
Protection  Act. 

1663 

1 .  The  land  disposal  of  municipal  waste,  within  the  meaning  of  clauses  (a)  and  (b) 
of  the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  fill  area  is  more  than  10  hectares. 

3.  A  discharge  from  the  area  where  the  waste  is  disposed  may  result  is  the 
presence  of  Arsenic  or  one  or  more  of  its  compounds  containing  Arsenic  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

1A/LJDA  n 

WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1664 

1 .  The  land  disposal  of  municipal  waste,  within  the  meaning  of  clauses  (a)  and  (b) 
of  the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  fill  area  is  more  than  10  hectares. 

3.  A  discharge  from  the  area  where  the  waste  is  disposed  may  result  is  the 
presence  of  Barium  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

4.9  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1665 

1 .  The  land  disposal  of  municipal  waste,  within  the  meaning  of  clauses  (a)  and  (b) 
of  the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  fill  area  is  more  than  10  hectares. 

3.  A  discharge  from  the  area  where  the  waste  is  disposed  may  result  is  the 
presence  of  BTEX  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

4.8  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1666 

1 .  The  land  disposal  of  municipal  waste,  within  the  meaning  of  clauses  (a)  and  (b) 
of  the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act,  is  undertaken  at  the 
site. 

2.  The  fill  area  is  more  than  10  hectares. 

3.  A  discharge  from  the  area  where  the  waste  is  disposed  may  result  is  the 
presence  of  Cadmium  or  one  or  more  of  its  compounds  containing  Cadmium  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

4.8  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

365 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablitity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  waste 
disposal  site 
within  the 
meaning  of  Part 
V  of  the 
Environmental 
Protection  Act. 

1667 

1 .  The  land  disposal  of  municipal  waste,  within  the  meaning  of  clauses  (a)  and  (b) 
of  the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  fill  area  is  more  than  10  hectares. 

3.  A  discharge  from  the  area  where  the  waste  is  disposed  may  result  is  the 
presence  of  Dichlorobenzene-1 ,4  (para)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

5-7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

1A/LJDA  n 

WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1668 

1 .  The  land  disposal  of  municipal  waste,  within  the  meaning  of  clauses  (a)  and  (b) 
of  the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  fill  area  is  more  than  10  hectares. 

3.  A  discharge  from  the  area  where  the  waste  is  disposed  may  result  is  the 
presence  of  Lead  or  one  or  more  of  its  compounds  containing  Lead  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

4.8  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1669 

1 .  The  land  disposal  of  municipal  waste,  within  the  meaning  of  clauses  (a)  and  (b) 
of  the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  fill  area  is  more  than  10  hectares. 

3.  A  discharge  from  the  area  where  the  waste  is  disposed  may  result  is  the 
presence  of  Mercury  or  one  or  more  of  its  compounds  containing  Mercury  in 
grounawaier  or  sunace  waier. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

4.8  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1670 

1 .  The  land  disposal  of  municipal  waste,  within  the  meaning  of  clauses  (a)  and  (b) 
of  the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act,  is  undertaken  at  the 
site. 

2.  The  fill  area  is  more  than  10  hectares. 

3.  A  discharge  from  the  area  where  the  waste  is  disposed  may  result  is  the 
presence  of  Nitrogen  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7.2  -  9 

4.8  -  7 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

366 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablitity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  waste 
disposal  site 
within  the 
meaning  of  Part 
V  of  the 
Environmental 
Protection  Act. 

1671 

1 .  The  land  disposal  of  municipal  waste,  within  the  meaning  of  clauses  (a)  and  (b) 
of  the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  fill  area  is  more  than  10  hectares. 

3.  A  discharge  from  the  area  where  the  waste  is  disposed  may  result  is  the 
presence  of  Selenium  or  one  or  more  of  its  compounds  containing  Selenium  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

4.8  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

1A/LJDA  n 

WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1672 

1 .  The  land  disposal  of  municipal  waste,  within  the  meaning  of  clauses  (a)  and  (b) 
of  the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  fill  area  is  more  than  10  hectares. 

3.  A  discharge  from  the  area  where  the  waste  is  disposed  may  result  is  the 
presence  of  Trichloroethylene  or  another  DNAPL  that  could  degrade  to 
Trichloroethylene  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7.2  -  9 

4.8  -  7 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1673 

1 .  The  land  disposal  of  municipal  waste,  within  the  meaning  of  clauses  (a)  and  (b) 
of  the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  fill  area  is  more  than  10  hectares. 

3.  A  discharge  from  the  area  where  the  waste  is  disposed  may  result  is  the 
presence  of  Uranium  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1674 

1 .  The  land  disposal  of  municipal  waste,  within  the  meaning  of  clauses  (a)  and  (b) 
of  the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act,  is  undertaken  at  the 
site. 

2.  The  fill  area  is  more  than  10  hectares. 

3.  A  discharge  from  the  area  where  the  waste  is  disposed  may  result  is  the 
presence  of  Vinyl  chloride  or  another  DNAPL  that  could  degrade  to  vinyl  chloride  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

4.8  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

8-10 

6 

HVA 

6 

SGRA 

6 

367 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  waste 
disposal  site 
within  the 
meaning  of  Part 
V  of  the 
Environmental 
Protection  Act. 

1675 

1 .  The  land  disposal  of  industrial  waste  or  commercial  waste  within  the  meaning  of 
clause  (c)  of  the  definition  of  "land  disposal"  in  section  1  of  Regulation  347 
(General  -  Waste  Management)  made  under  the  Environmental  Protection  Act ,  is 
undertaken  at  the  site. 

2.  The  fill  area  is  less  than  1  hectare. 

3.  A  discharge  from  the  area  where  the  waste  is  disposed  may  result  is  the 
presence  of  Arsenic  or  one  or  more  of  its  compounds  containing  Arsenic  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

1A/LJDA  n 

WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1676 

1 .  The  land  disposal  of  industrial  waste  or  commercial  waste  within  the  meaning  of 
clause  (c)  of  the  definition  of  "land  disposal"  in  section  1  of  Regulation  347 
(General  -  Waste  Management)  made  under  the  Environmental  Protection  Act ,  is 
undertaken  at  the  site. 

2.  The  fill  area  is  less  than  1  hectare. 

3.  A  discharge  from  the  area  where  the  waste  is  disposed  may  result  is  the 
presence  of  Barium  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

6-8 

HVA 

6 

SGRA 

6 

1677 

1 .  The  land  disposal  of  industrial  waste  or  commercial  waste  within  the  meaning  of 
clause  (c)  of  the  definition  of  "land  disposal"  in  section  1  of  Regulation  347 
(General  -  Waste  Management)  made  under  the  Environmental  Protection  Act ,  is 
undertaken  at  the  site. 

2.  The  fill  area  is  less  than  1  hectare. 

3.  A  discharge  from  the  area  where  the  waste  is  disposed  may  result  is  the 
presence  of  BTEX  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WnPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1678 

1 .  The  land  disposal  of  industrial  waste  or  commercial  waste  within  the  meaning  of 
clause  (c)  of  the  definition  of  "land  disposal"  in  section  1  of  Regulation  347 
(General  -  Waste  Management)  made  under  the  Environmental  Protection  Act,  is 
undertaken  at  the  site. 

2.  The  fill  area  is  less  than  1  hectare. 

3.  A  discharge  from  the  area  where  the  waste  is  disposed  may  result  is  the 
presence  of  Cadmium  or  one  or  more  of  its  compounds  containing  Cadmium  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

368 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  waste 
disposal  site 
within  the 
meaning  of  Part 
V  of  the 
Environmental 
Protection  Act. 

1679 

1 .  The  land  disposal  of  industrial  waste  or  commercial  waste  within  the  meaning  of 
clause  (c)  of  the  definition  of  "land  disposal"  in  section  1  of  Regulation  347 
(General  -  Waste  Management)  made  under  the  Environmental  Protection  Act ,  is 
undertaken  at  the  site. 

2.  The  fill  area  is  less  than  1  hectare. 

3.  A  discharge  from  the  area  where  the  waste  is  disposed  may  result  is  the 
presence  of  Dichlorobenzene-1 ,4  (para)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

1A/LJDA  n 

WnrA-U 

10 

6-8 

HVA 

6 

SGRA 

6 

1680 

1 .  The  land  disposal  of  industrial  waste  or  commercial  waste  within  the  meaning  of 
clause  (c)  of  the  definition  of  "land  disposal"  in  section  1  of  Regulation  347 
(General  -  Waste  Management)  made  under  the  Environmental  Protection  Act ,  is 
undertaken  at  the  site. 

2.  The  fill  area  is  less  than  1  hectare. 

3.  A  discharge  from  the  area  where  the  waste  is  disposed  may  result  is  the 
presence  of  Lead  or  one  or  more  of  its  compounds  containing  Lead  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1681 

1 .  The  land  disposal  of  industrial  waste  or  commercial  waste  within  the  meaning  of 
clause  (c)  of  the  definition  of  "land  disposal"  in  section  1  of  Regulation  347 
(General  -  Waste  Management)  made  under  the  Environmental  Protection  Act ,  is 
undertaken  at  the  site. 

2.  The  fill  area  is  less  than  1  hectare. 

3.  A  discharge  from  the  area  where  the  waste  is  disposed  may  result  is  the 
presence  of  Mercury  or  one  or  more  of  its  compounds  containing  Mercury  in 
grounawaier  or  sunace  waier. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WnPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1682 

1 .  The  land  disposal  of  industrial  waste  or  commercial  waste  within  the  meaning  of 
clause  (c)  of  the  definition  of  "land  disposal"  in  section  1  of  Regulation  347 
(General  -  Waste  Management)  made  under  the  Environmental  Protection  Act,  is 
undertaken  at  the  site. 

2.  The  fill  area  is  less  than  1  hectare. 

3.  A  discharge  from  the  area  where  the  waste  is  disposed  may  result  is  the 
presence  of  Nitrogen  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

369 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  waste 
disposal  site 
within  the 
meaning  of  Part 
V  of  the 
Environmental 
Protection  Act. 

1683 

1 .  The  land  disposal  of  industrial  waste  or  commercial  waste  within  the  meaning  of 
clause  (c)  of  the  definition  of  "land  disposal"  in  section  1  of  Regulation  347 
(General  -  Waste  Management)  made  under  the  Environmental  Protection  Act ,  is 
undertaken  at  the  site. 

2.  The  fill  area  is  less  than  1  hectare. 

3.  A  discharge  from  the  area  where  the  waste  is  disposed  may  result  is  the 
presence  of  Selenium  or  one  or  more  of  its  compounds  containing  Selenium  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1684 

1 .  The  land  disposal  of  industrial  waste  or  commercial  waste  within  the  meaning  of 
clause  (c)  of  the  definition  of  "land  disposal"  in  section  1  of  Regulation  347 
(General  -  Waste  Management)  made  under  the  Environmental  Protection  Act ,  is 
undertaken  at  the  site. 

2.  The  fill  area  is  less  than  1  hectare. 

3.  A  discharge  from  the  area  where  the  waste  is  disposed  may  result  is  the 
presence  of  Trichloroethylene  or  another  DNAPL  that  could  degrade  to 
Trichloroethylene  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1685 

1 .  The  land  disposal  of  industrial  waste  or  commercial  waste  within  the  meaning  of 
clause  (c)  of  the  definition  of  "land  disposal"  in  section  1  of  Regulation  347 
(General  -  Waste  Management)  made  under  the  Environmental  Protection  Act ,  is 
undertaken  at  the  site. 

2.  The  fill  area  is  less  than  1  hectare. 

3.  A  discharge  from  the  area  where  the  waste  is  disposed  may  result  is  the 
presence  of  Uranium  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WnPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1686 

1 .  The  land  disposal  of  industrial  waste  or  commercial  waste  within  the  meaning  of 
clause  (c)  of  the  definition  of  "land  disposal"  in  section  1  of  Regulation  347 
(General  -  Waste  Management)  made  under  the  Environmental  Protection  Act,  is 
undertaken  at  the  site. 

2.  The  fill  area  is  less  than  1  hectare. 

3.  A  discharge  from  the  area  where  the  waste  is  disposed  may  result  is  the 
presence  of  Vinyl  chloride  or  another  DNAPL  that  could  degrade  to  vinyl  chloride  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

370 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  waste 
disposal  site 
within  the 
meaning  of  Part 
V  of  the 
Environmental 
Protection  Act. 

1687 

1 .  The  land  disposal  of  industrial  waste  or  commercial  waste  within  the  meaning  of 
clause  (c)  of  the  definition  of  "land  disposal"  in  section  1  of  Regulation  347 
(General  -  Waste  Management)  made  under  the  Environmental  Protection  Act ,  is 
undertaken  at  the  site. 

2.  The  fill  area  is  at  least  1  but  not  more  than  10  hectares. 

3.  A  discharge  from  the  area  where  the  waste  is  disposed  may  result  is  the 
presence  ot  Arsenic  or  one  or  more  ot  iis  compounus  containing  Arsenic  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

4.9  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

1A/LJDA  n 

WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1688 

1 .  The  land  disposal  of  industrial  waste  or  commercial  waste  within  the  meaning  of 
clause  (c)  of  the  definition  of  "land  disposal"  in  section  1  of  Regulation  347 
(General  -  Waste  Management)  made  under  the  Environmental  Protection  Act ,  is 
undertaken  at  the  site. 

2.  The  fill  area  is  at  least  1  but  not  more  than  10  hectares. 

A  rliQphprnp  frnm  thp  ptpp  whprp  thp  wpQfp     rli<?nn<^prl  max/  rp<?iilt  thp 
o .      uiooiicii^w  ii^jiii  IMC  ciioci  vviidc  IMC  vv cloiw  1  o  uio|-/xjowu  iiiciy  iwouii  lo  iiic 

presence  of  Barium  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WnPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1689 

1 .  The  land  disposal  of  industrial  waste  or  commercial  waste  within  the  meaning  of 
clause  (c)  of  the  definition  of  "land  disposal"  in  section  1  of  Regulation  347 
(General  -  Waste  Management)  made  under  the  Environmental  Protection  Act ,  is 
undertaken  at  the  site. 

2.  The  fill  area  is  at  least  1  but  not  more  than  10  hectares. 

3  A  rli<^rhprnp  frnm  thp  arpa  whprp  thp  wp<^tp  1*^  rli*^nn<^prl  max/  rp*^[ilt  1*^  thp 
presence  of  BTEX  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WnPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1690 

1 .  The  land  disposal  of  industrial  waste  or  commercial  waste  within  the  meaning  of 
clause  (c)  of  the  definition  of  "land  disposal"  in  section  1  of  Regulation  347 
(General  -  Waste  Management)  made  under  the  Environmental  Protection  Act ,  is 
undertaken  at  the  site. 

2.  The  fill  area  is  at  least  1  but  not  more  than  10  hectares. 

3.  A  discharge  from  the  area  where  the  waste  is  disposed  may  result  is  the 
presence  of  Cadmium  or  one  or  more  of  its  compounds  containing  Cadmium  in 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1691 

1 .  The  land  disposal  of  industrial  waste  or  commercial  waste  within  the  meaning  of 
clause  (c)  of  the  definition  of  "land  disposal"  in  section  1  of  Regulation  347 
(General  -  Waste  Management)  made  under  the  Environmental  Protection  Act ,  is 
undertaken  at  the  site. 

2.  The  fill  area  is  at  least  1  but  not  more  than  10  hectares. 

3.  A  discharge  from  the  area  where  the  waste  is  disposed  may  result  is  the 
presence  of  Dichlorobenzene-1 ,4  (para)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

371 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  waste 
disposal  site 
within  the 
meaning  of  Part 
V  of  the 
Environmental 
Protection  Act. 

1692 

1 .  The  land  disposal  of  industrial  waste  or  commercial  waste  within  the  meaning  of 
clause  (c)  of  the  definition  of  "land  disposal"  in  section  1  of  Regulation  347 
(General  -  Waste  Management)  made  under  the  Environmental  Protection  Act ,  is 
undertaken  at  the  site. 

2.  The  fill  area  is  at  least  1  but  not  more  than  10  hectares. 

3.  A  discharge  from  the  area  where  the  waste  is  disposed  may  result  is  the 
presence  of  Lead  or  one  or  more  of  its  compounds  containing  Lead  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

1A/LJDA  n 

WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1693 

1 .  The  land  disposal  of  industrial  waste  or  commercial  waste  within  the  meaning  of 
clause  (c)  of  the  definition  of  "land  disposal"  in  section  1  of  Regulation  347 
(General  -  Waste  Management)  made  under  the  Environmental  Protection  Act ,  is 
undertaken  at  the  site. 

2.  The  fill  area  is  at  least  1  but  not  more  than  10  hectares. 

3.  A  discharge  from  the  area  where  the  waste  is  disposed  may  result  is  the 
presence  of  Mercury  or  one  or  more  of  its  compounds  containing  Mercury  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1694 

1 .  The  land  disposal  of  industrial  waste  or  commercial  waste  within  the  meaning  of 
clause  (c)  of  the  definition  of  "land  disposal"  in  section  1  of  Regulation  347 
(General  -  Waste  Management)  made  under  the  Environmental  Protection  Act ,  is 
undertaken  at  the  site. 

2.  The  fill  area  is  at  least  1  but  not  more  than  10  hectares. 

3.  A  discharge  from  the  area  where  the  waste  is  disposed  may  result  is  the 
presence  of  Nitrogen  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WnPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1695 

1 .  The  land  disposal  of  industrial  waste  or  commercial  waste  within  the  meaning  of 
clause  (c)  of  the  definition  of  "land  disposal"  in  section  1  of  Regulation  347 
(General  -  Waste  Management)  made  under  the  Environmental  Protection  Act,  is 
undertaken  at  the  site. 

2.  The  fill  area  is  at  least  1  but  not  more  than  10  hectares. 

3.  A  discharge  from  the  area  where  the  waste  is  disposed  may  result  is  the 
presence  of  Selenium  or  one  or  more  of  its  compounds  containing  Selenium  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

372 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 

lllclliHcilclilOt?  \Jl 

a  waste 
disposal  site 

1696 

1 .  The  land  disposal  of  industrial  waste  or  commercial  waste  within  the  meaning  of  clause 
(c)  of  the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the  site. 

2.  The  fill  area  is  at  least  1  but  not  more  than  10  hectares. 

3.  A  discharge  from  the  area  where  the  waste  is  disposed  may  result  is  the  presence  of 
Trichloroethylene  or  another  DNAPL  that  could  degrade  to  Trichloroethylene  in 
groundwater  or  surface  water. 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

8 

6 

within  the 

HVA 

6 

meaning  of  Part 
V  of  the 

Cil  Vli  <Jillllt;IHcll 

rToieciion  Aci. 

SGRA 

6 

1697 

1 .  The  land  disposal  of  industrial  waste  or  commercial  waste  within  the  meaning  of  clause 
(c)  of  the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

4.9  -  7.2 

Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the  site. 

2.  The  fill  area  is  at  least  1  but  not  more  than  10  hectares. 

3.  A  discharge  from  the  area  where  the  waste  is  disposed  may  result  is  the  presence  of 
Uranium  in  groundwater  or  surface  water. 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

1  Dyo 

1 .   1  1  ic;  Jdi  lU  UiojJUocli  Ui  II  lUUoLi  icti  vvdolc;  Ui  OUI  i  ii  i  ic;i  Lficti  WdoLU  Vv i Li  ii 1 1  LI  ic;  1 1  lUcli  ii 1 1^  Ui  LfidUoc; 

(c)  of  the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

5.4  -  7.2 

Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the  site. 

2.  The  fill  area  is  at  least  1  but  not  more  than  10  hectares. 

3.  A  discharge  from  the  area  where  the  waste  is  disposed  may  result  is  the  presence  of 

\/in\/l  ^hlr^rirlo  nr  annthor  PIMAPI   that  ^milH  HonraHo  tr^  \/in\/l  phlnriHo  in  nmi  inH\A/3tor  r^r 

vlliyi  Lrl  IIUI  lUt:^  UI  Ctl  lull  lUI   LJINMI   I—  LI  IdL  OUUlU  VJtl^yiClvJU  LU  VII  lyl  OIIIUIIUU  III  Cj  1  UU 1  lU  WdLUI  Ui 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

6 

surface  water. 

HVA 

6 

SGRA 

6 

1699 

1 .  The  land  disposal  of  industrial  waste  or  commercial  waste  within  the  meaning  of  clause 
(c)  of  the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the  site. 

2.  The  fill  area  is  more  than  10  hectares. 

3.  A  discharge  from  the  area  where  the  waste  is  disposed  may  result  is  the  presence  of 
Arsenic  or  one  or  more  of  its  compounds  containing  Arsenic  in  groundwater  or  surface 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

6 

vvciit;i . 

HVA 
n  V  M 

c 
D 

SGRA 

6 

1700 

1 .  The  land  disposal  of  industrial  waste  or  commercial  waste  within  the  meaning  of  clause 
(c)  of  the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

4.9  -  7.2 

Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the  site. 

2.  The  fill  area  is  more  than  10  hectares. 

3.  A  discharge  from  the  area  where  the  waste  is  disposed  may  result  is  the  presence  of 
Barium  in  groundwater  or  surface  water. 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-n 

V  V  III  rA  U 

10 

8 

6 

HVA 

6 

SGRA 

6 

373 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablitity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  waste 
disposal  site 
within  the 
meaning  of  Part 
V  of  the 
Environmental 
Protection  Act. 

1701 

1 .  The  land  disposal  of  industrial  waste  or  commercial  waste  within  the  meaning  of 
clause  (c)  of  the  definition  of  "land  disposal"  in  section  1  of  Regulation  347 
(General  -  Waste  Management)  made  under  the  Environmental  Protection  Act ,  is 
undertaken  at  the  site. 

2.  The  fill  area  is  more  than  10  hectares. 

3.  A  discharge  from  the  area  where  the  waste  is  disposed  may  result  is  the 
presence  of  BTEX  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

4.8  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

1A/LJDA  n 

WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1702 

1 .  The  land  disposal  of  industrial  waste  or  commercial  waste  within  the  meaning  of 
clause  (c)  of  the  definition  of  "land  disposal"  in  section  1  of  Regulation  347 
(General  -  Waste  Management)  made  under  the  Environmental  Protection  Act ,  is 
undertaken  at  the  site. 

2.  The  fill  area  is  more  than  10  hectares. 

3.  A  discharge  from  the  area  where  the  waste  is  disposed  may  result  is  the 
presence  of  Cadmium  or  one  or  more  of  its  compounds  containing  Cadmium  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

4.8  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1703 

1 .  The  land  disposal  of  industrial  waste  or  commercial  waste  within  the  meaning  of 
clause  (c)  of  the  definition  of  "land  disposal"  in  section  1  of  Regulation  347 
(General  -  Waste  Management)  made  under  the  Environmental  Protection  Act ,  is 
undertaken  at  the  site. 

2.  The  fill  area  is  more  than  10  hectares. 

3.  A  discharge  from  the  area  where  the  waste  is  disposed  may  result  is  the 
presence  of  Dichlorobenzene-1 ,4  (para)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

5-7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WnPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1704 

1 .  The  land  disposal  of  industrial  waste  or  commercial  waste  within  the  meaning  of 
clause  (c)  of  the  definition  of  "land  disposal"  in  section  1  of  Regulation  347 
(General  -  Waste  Management)  made  under  the  Environmental  Protection  Act,  is 
undertaken  at  the  site. 

2.  The  fill  area  is  more  than  10  hectares. 

3.  A  discharge  from  the  area  where  the  waste  is  disposed  may  result  is  the 
presence  of  Lead  or  one  or  more  of  its  compounds  containing  Lead  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

4.8  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

374 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablitity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  waste 
disposal  site 
within  the 
meaning  of  Part 
V  of  the 
Environmental 
Protection  Act. 

1705 

1 .  The  land  disposal  of  industrial  waste  or  commercial  waste  within  the  meaning  of 
clause  (c)  of  the  definition  of  "land  disposal"  in  section  1  of  Regulation  347 
(General  -  Waste  Management)  made  under  the  Environmental  Protection  Act ,  is 
undertaken  at  the  site. 

2.  The  fill  area  is  more  than  10  hectares. 

3.  A  discharge  from  the  area  where  the  waste  is  disposed  may  result  is  the 
presence  of  Mercury  or  one  or  more  of  its  compounds  containing  Mercury  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

4.8  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

1A/LJDA  n 

WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1706 

1 .  The  land  disposal  of  industrial  waste  or  commercial  waste  within  the  meaning  of 
clause  (c)  of  the  definition  of  "land  disposal"  in  section  1  of  Regulation  347 
(General  -  Waste  Management)  made  under  the  Environmental  Protection  Act ,  is 
undertaken  at  the  site. 

2.  The  fill  area  is  more  than  10  hectares. 

3.  A  discharge  from  the  area  where  the  waste  is  disposed  may  result  is  the 
presence  of  Nitrogen  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7.2  -  9 

4.8  -  7 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1707 

1 .  The  land  disposal  of  industrial  waste  or  commercial  waste  within  the  meaning  of 
clause  (c)  of  the  definition  of  "land  disposal"  in  section  1  of  Regulation  347 
(General  -  Waste  Management)  made  under  the  Environmental  Protection  Act ,  is 
undertaken  at  the  site. 

2.  The  fill  area  is  more  than  10  hectares. 

3.  A  discharge  from  the  area  where  the  waste  is  disposed  may  result  is  the 
presence  of  Selenium  or  one  or  more  of  its  compounds  containing  Selenium  in 
grounawaier  or  sunace  waier. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

4.8  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WnPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1708 

1 .  The  land  disposal  of  industrial  waste  or  commercial  waste  within  the  meaning  of 
clause  (c)  of  the  definition  of  "land  disposal"  in  section  1  of  Regulation  347 
(General  -  Waste  Management)  made  under  the  Environmental  Protection  Act,  is 
undertaken  at  the  site. 

2.  The  fill  area  is  more  than  10  hectares. 

3.  A  discharge  from  the  area  where  the  waste  is  disposed  may  result  is  the 
presence  of  Trichloroethylene  or  another  DNAPL  that  could  degrade  to 
Trichloroethylene  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7.2  -  9 

4.8  -  7 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

375 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  waste 
disposal  site 
within  the 
meaning  of  Part 
V  of  the 
Environmental 
Protection  Act. 

1709 

1 .  The  land  disposal  of  industrial  waste  or  commercial  waste  within  the  meaning  of 
clause  (c)  of  the  definition  of  "land  disposal"  in  section  1  of  Regulation  347 
(General  -  Waste  Management)  made  under  the  Environmental  Protection  Act ,  is 
undertaken  at  the  site. 

2.  The  fill  area  is  more  than  10  hectares. 

3.  A  discharge  from  the  area  where  the  waste  is  disposed  may  result  is  the 
presence  of  Uranium  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

1A/LJDA  n 

WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1710 

1 .  The  land  disposal  of  industrial  waste  or  commercial  waste  within  the  meaning  of 
clause  (c)  of  the  definition  of  "land  disposal"  in  section  1  of  Regulation  347 
(General  -  Waste  Management)  made  under  the  Environmental  Protection  Act ,  is 
undertaken  at  the  site. 

2.  The  fill  area  is  more  than  10  hectares. 

3.  A  discharge  from  the  area  where  the  waste  is  disposed  may  result  is  the 
presence  of  Vinyl  chloride  or  another  DNAPL  that  could  degrade  to  vinyl  chloride  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

4.8  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
lA/Ljp  A.n 

VVnrM-LI 

8-10 

6 

HVA 

6 

SGRA 

6 

The 

establishment, 
operation  or 
maintenance  of 
a  waste 
disposal  site 
within  the 
meaning  of  Part 
V  of  the 
Environmental 
Protection  Act. 

1711 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  not  more  than 
380  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Arsenic  or  one  or  more  of 
lis  compounas  coniaining  Arsenic  in  grounawaier  or  suriace  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8.1  -  10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WnrA-U 

10 

6-8 

HVA 

6 

SGRA 

6 

1712 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  not  more  than 
380  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Atrazine  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

376 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  waste 
disposal  site 
within  the 
meaning  of  Part 
V  of  the 
Environmental 
Protection  Act. 

1713 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  not  more  than 
380  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Barium  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

1A/LJDA  n 

WnrA-U 

10 

8 

HVA 

SGRA 

1714 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  not  more  than 
380  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Bis(2-ethylhexyl)  adipate  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

8-10 

HVA 

SGRA 

1715 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  not  more  than 
380  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Bis(2-ethylhexyl)  phthalate 
in  grounawaier  or  sunace  waier. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

WHPA-D 

10 

8 

HVA 

SGRA 

1716 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  not  more  than 
380  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  BTEX  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

377 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  waste 
disposal  site 
within  the 
meaning  of  Part 
V  of  the 
Environmental 
Protection  Act. 

1717 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  not  more  than 
380  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Cadmium  or  one  or  more  of 
its  compounds  containing  Cadmium  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

6-8 

HVA 

6 

SGRA 

6 

1718 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  not  more  than 
380  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Carbofuran  in  groundwater 
or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

6-8 

HVA 

6 

SGRA 

6 

1719 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  not  more  than 
380  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Chlorobenzene  in 
grounawaier  or  suriace  waier. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

HVA 

SGRA 

1720 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  not  more  than 
380  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Copper  or  one  or  more  of 
its  compounds  containing  Copper  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

8 

HVA 

SGRA 

378 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  waste 
disposal  site 
within  the 
meaning  of  Part 
V  of  the 
Environmental 
Protection  Act. 

1721 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  not  more  than 
380  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Cyanide  (CN-)  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

1A/LJDA  n 

WnrA-U 

10 

8 

HVA 

SGRA 

1722 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  not  more  than 
380  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Dichlorobenzene-1 ,2  (ortho) 
in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

HVA 

SGRA 

1723 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  not  more  than 
380  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Dichlorobenzene-1 ,4  (para) 
in  grounawaier  or  sunace  waier. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

WHPA-D 

10 

8 

HVA 

SGRA 

1724 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  not  more  than 
380  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Hexachlorobenzene  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

8 

HVA 

SGRA 

379 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  waste 
disposal  site 
within  the 
meaning  of  Part 
V  of  the 
Environmental 
Protection  Act. 

1725 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  not  more  than 
380  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Hexachlorocyclopentadiene 
in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

1A/LJDA  n 

WnrA-U 

10 

8 

HVA 

SGRA 

1726 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  not  more  than 
380  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Lead  or  one  or  more  of  its 
compounds  containing  Lead  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

6-8 

HVA 

6 

SGRA 

6 

1727 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  not  more  than 
380  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Mercury  or  one  or  more  of 
lis  compounas  coniaining  iviercury  in  grounawaier  or  sunace  waier. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

1728 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  not  more  than 
380  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  one  or  more 
Polychlorinated  Biphenyls  (RGBs)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

380 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  waste 
disposal  site 
within  the 
meaning  of  Part 
V  of  the 
Environmental 
Protection  Act. 

1729 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  not  more  than 
380  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Oxamyl  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

1A/LJDA  n 

WnrA-U 

10 

6-8 

HVA 

6 

SGRA 

6 

1730 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  not  more  than 
380  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Trichlorobenzene-1 ,2,4  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

HVA 

SGRA 

1731 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  not  more  than 
380  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Trichloroethane-1 ,1 ,1  in 
grounawaier  or  sunace  waier. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

1732 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  not  more  than 
380  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Trichloroethylene  or 
another  DNAPL  that  could  degrade  to  Trichloroethylene  in  groundwater  or  surface 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

381 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  waste 
disposal  site 
within  the 
meaning  of  Part 
V  of  the 
Environmental 
Protection  Act. 

1733 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  not  more  than 
380  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Vinyl  chloride  or  another 
DNAPL  that  could  degrade  to  vinyl  chloride  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

1A/LJDA  n 

WnrA-U 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1734 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  not  more  than 
380  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Zinc  or  one  or  more  of  its 
compounds  containing  Zinc  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

HVA 

SGRA 

1735 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than  380 
but  not  more  than  3,800  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Arsenic  or  one  or  more  of 
lis  compounas  coniaining  Arsenic  in  grounawaier  or  sunace  waier. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1736 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than  380 
but  not  more  than  3,800  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Atrazine  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

382 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  waste 
disposal  site 
within  the 
meaning  of  Part 
V  of  the 
Environmental 
Protection  Act. 

1737 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than  380 
but  not  more  than  3,800  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Barium  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

6-8 

HVA 

6 

SGRA 

6 

1738 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than  380 
but  not  more  than  3,800  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Bis(2-ethylhexyl)  adipate  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

HVA 

SGRA 

1739 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than  380 
but  not  more  than  3,800  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Bis(2-ethylhexyl)  phthalate 
in  grounawaier  or  sunace  waier. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

8 

HVA 

SGRA 

1740 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than  380 
but  not  more  than  3,800  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  BTEX  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8.1  -  10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

383 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  waste 
disposal  site 
within  the 
meaning  of  Part 
V  of  the 
Environmental 
Protection  Act. 

1741 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than  380 
but  not  more  than  3,800  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Cadmium  or  one  or  more  of 
its  compounds  containing  Cadmium  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

6-8 

HVA 

6 

SGRA 

6 

1742 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than  380 
but  not  more  than  3,800  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Carbofuran  in  groundwater 
or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

6-8 

HVA 

6 

SGRA 

6 

1743 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than  380 
but  not  more  than  3,800  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Chlorobenzene  in 
grounawaier  or  sunace  waier. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

1744 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than  380 
but  not  more  than  3,800  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Copper  or  one  or  more  of 
its  compounds  containing  Copper  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

384 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  waste 
disposal  site 
within  the 
meaning  of  Part 
V  of  the 
Environmental 
Protection  Act. 

1745 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than  380 
but  not  more  than  3,800  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Cyanide  (CN-)  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

6-8 

HVA 

6 

SGRA 

6 

1746 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than  380 
but  not  more  than  3,800  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Dichlorobenzene-1 ,2  (ortho) 
in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

6-8 

HVA 

6 

SGRA 

6 

1747 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than  380 
but  not  more  than  3,800  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Dichlorobenzene-1 ,4  (para) 
in  grounawaier  or  sunace  waier. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

1748 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than  380 
but  not  more  than  3,800  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Hexachlorobenzene  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

385 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  waste 
disposal  site 
within  the 
meaning  of  Part 
V  of  the 
Environmental 
Protection  Act. 

1749 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than  380 
but  not  more  than  3,800  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Hexachlorocyclopentadiene 
in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

HVA 

SGRA 

1750 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than  380 
but  not  more  than  3,800  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Lead  or  one  or  more  of  its 
compounds  containing  Lead  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8.1  -  10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

6-8 

HVA 

6 

SGRA 

6 

1751 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than  380 
but  not  more  than  3,800  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Mercury  or  one  or  more  of 
lis  compounas  coniaining  iviercury  in  grounuwaier  or  sunace  waier. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

1752 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than  380 
but  not  more  than  3,800  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  one  or  more 
Polychlorinated  Biphenyls  (RGBs)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

386 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  waste 
disposal  site 
within  the 
meaning  of  Part 
V  of  the 
Environmental 
Protection  Act. 

1753 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than  380 
but  not  more  than  3,800  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Oxamyl  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

6-8 

HVA 

6 

SGRA 

6 

1754 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than  380 
but  not  more  than  3,800  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Trichlorobenzene-1 ,2,4  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

6-8 

HVA 

6 

SGRA 

6 

1755 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than  380 
but  not  more  than  3,800  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Trichloroethane-1 ,1 ,1  in 
grounawaier  or  sunace  waier. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

1756 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than  380 
but  not  more  than  3,800  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Trichloroethylene  or 
another  DNAPL  that  could  degrade  to  Trichloroethylene  in  groundwater  or  surface 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

387 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  waste 
disposal  site 
within  the 
meaning  of  Part 
V  of  the 
Environmental 
Protection  Act. 

1757 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than  380 
but  not  more  than  3,800  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Vinyl  chloride  or  another 
DNAPL  that  could  degrade  to  vinyl  chloride  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1758 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than  380 
but  not  more  than  3,800  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Zinc  or  one  or  more  of  its 
compounds  containing  Zinc  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

6-8 

HVA 

6 

SGRA 

6 

1759 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
3,800  but  not  more  than  38,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Arsenic  or  one  or  more  of 
lis  compounas  containing  Arsenic  in  grounawaier  or  sunace  waier. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1760 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
3,800  but  not  more  than  38,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Atrazine  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

388 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  waste 
disposal  site 
within  the 
meaning  of  Part 
V  of  the 
Environmental 
Protection  Act. 

1761 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
3,800  but  not  more  than  38,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Barium  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8.1  -  10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

6-8 

HVA 

6 

SGRA 

6 

1762 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
3,800  but  not  more  than  38,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Bis(2-ethylhexyl)  adipate  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

HVA 

SGRA 

1763 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
3,800  but  not  more  than  38,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Bis(2-ethylhexyl)  phthalate 
in  grounawaier  or  sunace  waier. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

1764 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
3,800  but  not  more  than  38,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  BTEX  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

389 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  waste 
disposal  site 
within  the 
meaning  of  Part 
V  of  the 
Environmental 
Protection  Act. 

1765 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
3,800  but  not  more  than  38,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Cadmium  or  one  or  more  of 
its  compounds  containing  Cadmium  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7.2-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1766 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
3,800  but  not  more  than  38,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Carbofuran  in  groundwater 
or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1767 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
3,800  but  not  more  than  38,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Chlorobenzene  in 
grounawaier  or  sunace  waier. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

1768 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
3,800  but  not  more  than  38,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Copper  or  one  or  more  of 
its  compounds  containing  Copper  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

390 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  waste 
disposal  site 
within  the 
meaning  of  Part 
V  of  the 
Environmental 
Protection  Act. 

1769 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
3,800  but  not  more  than  38,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Cyanide  (CN-)  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

1A/LJDA  n 

WnrA-U 

10 

6-8 

HVA 

6 

SGRA 

6 

1770 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
3,800  but  not  more  than  38,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Dichlorobenzene-1 ,2  (ortho) 
in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

6-8 

HVA 

6 

SGRA 

6 

1771 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
3,800  but  not  more  than  38,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Dichlorobenzene-1 ,4  (para) 
in  grounawaier  or  sunace  waier. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

1772 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
3,800  but  not  more  than  38,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Hexachlorobenzene  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 
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TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  waste 
disposal  site 
within  the 
meaning  of  Part 
V  of  the 
Environmental 
Protection  Act. 

1773 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
3,800  but  not  more  than  38,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Hexachlorocyclopentadiene 
in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

6-8 

HVA 

6 

SGRA 

6 

1774 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
3,800  but  not  more  than  38,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Lead  or  one  or  more  of  its 
compounds  containing  Lead  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1775 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
3,800  but  not  more  than  38,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Mercury  or  one  or  more  of 
lis  compounas  containing  iviercury  in  grounawaier  or  sunace  waier. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7.2-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1776 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
3,800  but  not  more  than  38,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  one  or  more 
Polychlorinated  Biphenyls  (RGBs)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

392 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  waste 
disposal  site 
within  the 
meaning  of  Part 
V  of  the 
Environmental 
Protection  Act. 

1777 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
3,800  but  not  more  than  38,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Oxamyl  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

1A/LJDA  n 

WnrA-U 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1778 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
3,800  but  not  more  than  38,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Trichlorobenzene-1 ,2,4  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

6-8 

HVA 

6 

SGRA 

6 

1779 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
3,800  but  not  more  than  38,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Trichloroethane-1 ,1 ,1  in 
grounawaier  or  sunace  waier. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1780 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
3,800  but  not  more  than  38,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Trichloroethylene  or 
another  DNAPL  that  could  degrade  to  Trichloroethylene  in  groundwater  or  surface 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

393 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  waste 
disposal  site 
within  the 
meaning  of  Part 
V  of  the 
Environmental 
Protection  Act. 

1781 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
3,800  but  not  more  than  38,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Vinyl  chloride  or  another 
DNAPL  that  could  degrade  to  vinyl  chloride  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7.2-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

1A/LJDA  n 

WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1782 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
3,800  but  not  more  than  38,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Zinc  or  one  or  more  of  its 
compounds  containing  Zinc  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

6-8 

HVA 

6 

SGRA 

6 

1783 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
38,000  but  not  more  than  380,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Arsenic  or  one  or  more  of 
lis  compounas  containing  Arsenic  in  grounawaier  or  sunace  waier. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1784 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
38,000  but  not  more  than  380,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Atrazine  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7.2-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

394 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  waste 
disposal  site 
within  the 
meaning  of  Part 
V  of  the 
Environmental 
Protection  Act. 

1785 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
38,000  but  not  more  than  380,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Barium  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1786 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
38,000  but  not  more  than  380,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Bis(2-ethylhexyl)  adipate  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

6-8 

HVA 

6 

SGRA 

6 

1787 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
38,000  but  not  more  than  380,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Bis(2-ethylhexyl)  phthalate 
in  grounawaier  or  sunace  waier. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8.1  -  10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

WHPA-D 

10 

6-8 

HVA 

6 

SGRA 

6 

1788 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
38,000  but  not  more  than  380,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  BTEX  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

395 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  waste 
disposal  site 
within  the 
meaning  of  Part 
V  of  the 
Environmental 
Protection  Act. 

1789 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
38,000  but  not  more  than  380,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Cadmium  or  one  or  more  of 
its  compounds  containing  Cadmium  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1790 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
38,000  but  not  more  than  380,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Carbofuran  in  groundwater 
or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1791 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
38,000  but  not  more  than  380,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Chlorobenzene  in 
grounawaier  or  sunace  waier. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1792 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
38,000  but  not  more  than  380,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Copper  or  one  or  more  of 
its  compounds  containing  Copper  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

396 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  waste 
disposal  site 
within  the 
meaning  of  Part 
V  of  the 
Environmental 
Protection  Act. 

1793 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
38,000  but  not  more  than  380,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Cyanide  (CN-)  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7.2-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

1A/LJDA  n 

WnrA-U 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1794 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
38,000  but  not  more  than  380,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Dichlorobenzene-1 ,2  (ortho) 
in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8.1  -  10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1795 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
38,000  but  not  more  than  380,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Dichlorobenzene-1 ,4  (para) 
in  grounawaier  or  sunace  waier. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1796 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
38,000  but  not  more  than  380,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Hexachlorobenzene  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7.2-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

397 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  waste 
disposal  site 
within  the 
meaning  of  Part 
V  of  the 
Environmental 
Protection  Act. 

1797 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
38,000  but  not  more  than  380,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Hexachlorocyclopentadiene 
in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8.1  -  10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

6-8 

HVA 

6 

SGRA 

6 

1798 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
38,000  but  not  more  than  380,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Lead  or  one  or  more  of  its 
compounds  containing  Lead  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1799 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
38,000  but  not  more  than  380,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Mercury  or  one  or  more  of 
lis  compounas  containing  iviercury  in  grounawaier  or  sunace  waier. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1800 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
38,000  but  not  more  than  380,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  one  or  more 
Polychlorinated  Biphenyls  (RGBs)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7.2-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

398 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  waste 
disposal  site 
within  the 
meaning  of  Part 
V  of  the 
Environmental 
Protection  Act. 

1801 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
38,000  but  not  more  than  380,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Oxamyl  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7.2-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

1A/LJDA  n 

WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1802 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
38,000  but  not  more  than  380,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Trichlorobenzene-1 ,2,4  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1803 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
38,000  but  not  more  than  380,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Trichloroethane-1 ,1 ,1  in 
grounawaier  or  sunace  waier. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1804 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
38,000  but  not  more  than  380,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Trichloroethylene  or 
another  DNAPL  that  could  degrade  to  Trichloroethylene  in  groundwater  or  surface 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7.2-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

399 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  waste 
disposal  site 
within  the 
meaning  of  Part 
V  of  the 
Environmental 
Protection  Act. 

1805 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
38,000  but  not  more  than  380,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Vinyl  chloride  or  another 
DNAPL  that  could  degrade  to  vinyl  chloride  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

1A/LJDA  n 

WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1806 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
38,000  but  not  more  than  380,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Zinc  or  one  or  more  of  its 
compounds  containing  Zinc  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1807 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
380,000  but  not  more  than  3,800,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Arsenic  or  one  or  more  of 
lis  compounas  coniaining  Arsenic  in  grounawaier  or  sunace  waier. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1808 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
380,000  but  not  more  than  3,800,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Atrazine  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

400 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  waste 
disposal  site 
within  the 
meaning  of  Part 
V  of  the 
Environmental 
Protection  Act. 

1809 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
380,000  but  not  more  than  3,800,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Barium  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1810 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
380,000  but  not  more  than  3,800,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Bis(2-ethylhexyl)  adipate  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8.1  -  10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

6-8 

HVA 

6 

SGRA 

6 

1811 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
380,000  but  not  more  than  3,800,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Bis(2-ethylhexyl)  phthalate 
in  grounawaier  or  sunace  waier. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1812 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
380,000  but  not  more  than  3,800,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  BTEX  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

401 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  waste 
disposal  site 
within  the 
meaning  of  Part 
V  of  the 
Environmental 
Protection  Act. 

1813 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
380,000  but  not  more  than  3,800,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Cadmium  or  one  or  more  of 
its  compounds  containing  Cadmium  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1814 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
380,000  but  not  more  than  3,800,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Carbofuran  in  groundwater 
or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1815 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
380,000  but  not  more  than  3,800,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Chlorobenzene  in 
grounawaier  or  sunace  waier. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7.2-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1816 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
380,000  but  not  more  than  3,800,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Copper  or  one  or  more  of 
its  compounds  containing  Copper  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7.2-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

402 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  waste 
disposal  site 
within  the 
meaning  of  Part 
V  of  the 
Environmental 
Protection  Act. 

1817 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
380,000  but  not  more  than  3,800,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Cyanide  (CN-)  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

1A/LJDA  n 

WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1818 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
380,000  but  not  more  than  3,800,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Dichlorobenzene-1 ,2  (ortho) 
in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1819 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
380,000  but  not  more  than  3,800,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Dichlorobenzene-1 ,4  (para) 
in  grounawaier  or  sunace  waier. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7.2-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1820 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
380,000  but  not  more  than  3,800,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Hexachlorobenzene  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

403 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  waste 
disposal  site 
within  the 
meaning  of  Part 
V  of  the 
Environmental 
Protection  Act. 

1821 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
380,000  but  not  more  than  3,800,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Hexachlorocyclopentadiene 
in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1822 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
380,000  but  not  more  than  3,800,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Lead  or  one  or  more  of  its 
compounds  containing  Lead  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1823 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
380,000  but  not  more  than  3,800,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Mercury  or  one  or  more  of 
lis  compounas  coniaining  iviercury  in  grounawaier  or  sunace  waier. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1824 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
380,000  but  not  more  than  3,800,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  one  or  more 
Polychlorinated  Biphenyls  (RGBs)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

404 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  waste 
disposal  site 
within  the 
meaning  of  Part 
V  of  the 
Environmental 
Protection  Act. 

1825 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
380,000  but  not  more  than  3,800,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Oxamyl  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

1A/LJDA  n 

WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1826 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
380,000  but  not  more  than  3,800,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Trichlorobenzene-1 ,2,4  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7.2-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1827 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
380,000  but  not  more  than  3,800,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Trichloroethane-1 ,1 ,1  in 
grounawaier  or  sunace  waier. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1828 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
380,000  but  not  more  than  3,800,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Trichloroethylene  or 
another  DNAPL  that  could  degrade  to  Trichloroethylene  in  groundwater  or  surface 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

405 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  waste 
disposal  site 
within  the 
meaning  of  Part 
V  of  the 
Environmental 
Protection  Act. 

1829 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
380,000  but  not  more  than  3,800,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Vinyl  chloride  or  another 
DNAPL  that  could  degrade  to  vinyl  chloride  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

1A/LJDA  n 

WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1830 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
380,000  but  not  more  than  3,800,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Zinc  or  one  or  more  of  its 
compounds  containing  Zinc  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7.2-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1831 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
3,800,000  but  not  more  than  38,000,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Arsenic  or  one  or  more  of 
lis  compounas  coniaining  Arsenic  in  grounawaier  or  sunace  waier. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1832 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
3,800,000  but  not  more  than  38,000,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Atrazine  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 
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TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  waste 
disposal  site 
within  the 
meaning  of  Part 
V  of  the 
Environmental 
Protection  Act. 

1833 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
3,800,000  but  not  more  than  38,000,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Barium  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1834 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
3,800,000  but  not  more  than  38,000,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Bis(2-ethylhexyl)  adipate  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1835 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
3,800,000  but  not  more  than  38,000,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Bis(2-ethylhexyl)  phthalate 
in  grounawaier  or  sunace  waier. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1836 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
3,800,000  but  not  more  than  38,000,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  BTEX  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

407 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  waste 
disposal  site 
within  the 
meaning  of  Part 
V  of  the 
Environmental 
Protection  Act. 

1837 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
3,800,000  but  not  more  than  38,000,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Cadmium  or  one  or  more  of 
its  compounds  containing  Cadmium  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1838 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
3,800,000  but  not  more  than  38,000,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Carbofuran  in  groundwater 
or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.4-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1839 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
3,800,000  but  not  more  than  38,000,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Chlorobenzene  in 
grounawaier  or  sunace  waier. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1840 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
3,800,000  but  not  more  than  38,000,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Copper  or  one  or  more  of 
its  compounds  containing  Copper  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 
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TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  waste 
disposal  site 
within  the 
meaning  of  Part 
V  of  the 
Environmental 
Protection  Act. 

1841 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
3,800,000  but  not  more  than  38,000,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Cyanide  (CN-)  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

1A/LJDA  n 

WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1842 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
3,800,000  but  not  more  than  38,000,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Dichlorobenzene-1 ,2  (ortho) 
in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1843 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
3,800,000  but  not  more  than  38,000,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Dichlorobenzene-1 ,4  (para) 
in  grounawaier  or  sunace  waier. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1844 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
3,800,000  but  not  more  than  38,000,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Hexachlorobenzene  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

409 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  waste 
disposal  site 
within  the 
meaning  of  Part 
V  of  the 
Environmental 
Protection  Act. 

1845 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
3,800,000  but  not  more  than  38,000,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Hexachlorocyclopentadiene 
in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1846 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
3,800,000  but  not  more  than  38,000,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Lead  or  one  or  more  of  its 
compounds  containing  Lead  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1847 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
3,800,000  but  not  more  than  38,000,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Mercury  or  one  or  more  of 
lis  compounas  coniaining  iviercury  in  grounawaier  or  sunace  waier. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1848 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
3,800,000  but  not  more  than  38,000,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  one  or  more 
Polychlorinated  Biphenyls  (RGBs)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

410 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  waste 
disposal  site 
within  the 
meaning  of  Part 
V  of  the 
Environmental 
Protection  Act. 

1849 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
3,800,000  but  not  more  than  38,000,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Oxamyl  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

1A/LJDA  n 

WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1850 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
3,800,000  but  not  more  than  38,000,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Trichlorobenzene-1 ,2,4  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1851 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
3,800,000  but  not  more  than  38,000,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Trichloroethane-1 ,1 ,1  in 
grounawaier  or  sunace  waier. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.4-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1852 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
3,800,000  but  not  more  than  38,000,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Trichloroethylene  or 
another  DNAPL  that  could  degrade  to  Trichloroethylene  in  groundwater  or  surface 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

411 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  waste 
disposal  site 
within  the 
meaning  of  Part 
V  of  the 
Environmental 
Protection  Act. 

1853 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
3,800,000  but  not  more  than  38,000,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Vinyl  chloride  or  another 
DNAPL  that  could  degrade  to  vinyl  chloride  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

1A/LJDA  n 

WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1854 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
3,800,000  but  not  more  than  38,000,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Zinc  or  one  or  more  of  its 
compounds  containing  Zinc  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1855 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
38,000,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Arsenic  or  one  or  more  of 
lis  compounas  coniaining  Arsenic  in  grounawaier  or  sunace  waier. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1856 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
38,000,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Atrazine  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

412 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  waste 
disposal  site 
within  the 
meaning  of  Part 
V  of  the 
Environmental 
Protection  Act. 

1857 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
38,000,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Barium  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1858 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
38,000,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Bis(2-ethylhexyl)  adipate  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1859 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
38,000,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Bis(2-ethylhexyl)  phthalate 
in  grounawaier  or  sunace  waier. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1860 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
38,000,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  BTEX  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

413 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  waste 
disposal  site 
within  the 
meaning  of  Part 
V  of  the 
Environmental 
Protection  Act. 

1861 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
38,000,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Cadmium  or  one  or  more  of 
its  compounds  containing  Cadmium  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1862 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
38,000,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Carbofuran  in  groundwater 
or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1863 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
38,000,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Chlorobenzene  in 
grounawaier  or  sunace  waier. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1864 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
38,000,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Copper  or  one  or  more  of 
its  compounds  containing  Copper  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

414 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  waste 
disposal  site 
within  the 
meaning  of  Part 
V  of  the 
Environmental 
Protection  Act. 

1865 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
38,000,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Cyanide  (CN-)  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

1A/LJDA  n 

WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1866 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
38,000,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Dichlorobenzene-1 ,2  (ortho) 
in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1867 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
38,000,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Dichlorobenzene-1 ,4  (para) 
in  grounawaier  or  sunace  waier. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1868 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
38,000,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Hexachlorobenzene  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

415 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  waste 
disposal  site 
within  the 
meaning  of  Part 
V  of  the 
Environmental 
Protection  Act. 

1869 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
38,000,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Hexachlorocyclopentadiene 
in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1870 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
38,000,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Lead  or  one  or  more  of  its 
compounds  containing  Lead  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1871 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
38,000,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Mercury  or  one  or  more  of 
lis  compounas  coniaining  iviercury  in  grounawaier  or  sunace  waier. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1872 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
38,000,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  one  or  more 
Polychlorinated  Biphenyls  (RGBs)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 
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TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  waste 
disposal  site 
within  the 
meaning  of  Part 
V  of  the 
Environmental 
Protection  Act. 

1873 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
38,000,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Oxamyl  in  groundwater  or 
surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

1A/LJDA  n 

WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1874 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
38,000,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Trichlorobenzene-1 ,2,4  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1875 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
38,000,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Trichloroethane-1 ,1 ,1  in 
grounawaier  or  sunace  waier. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1876 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
38,000,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Trichloroethylene  or 
another  DNAPL  that  could  degrade  to  Trichloroethylene  in  groundwater  or  surface 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 
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TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  In 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  waste 
disposal  site 
within  the 
meaning  of  Part 
V  of  the 
Environmental 
Protection  Act. 

1877 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
38,000,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Vinyl  chloride  or  another 
uiNArL  inai  couiQ  aegraae  lo  vinyi  cnioriae  in  grounawaier  or  suriace  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

1A/LJDA  n 

WnrA-U 

8-10 

6 

HVA 

6 

SGRA 

6 

1878 

1 .  The  land  disposal  of  liquid  industrial  waste  within  the  meaning  of  clause  (c)  of 
the  definition  of  "land  disposal"  in  section  1  of  Regulation  347  (General  -  Waste 
Management)  made  under  the  Environmental  Protection  Act ,  is  undertaken  at  the 
site. 

2.  The  combined  rate  of  discharge  of  all  wells  located  at  the  site  is  more  than 
38,000,000  cubic  metres  per  year. 

3.  The  disposal  of  waste  may  result  in  the  presence  of  Zinc  or  one  or  more  of  its 
compounds  containing  Zinc  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

418 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  waste 
disposal  site 
within  the 
meaning  of  Part 
V  of  the 
Environmental 
Protection  Act. 

1879 

1 .  PCB  waste  is  stored  below  grade  in  a  facility  or  engineered  cell. 

2.  The  PCB  waste  is  stored  at  a  PCB  waste  disposal  site  as  described  in  Section  3 
of  Regulation  362  (Waste  Management  -  PCBs),  R.R.O.  1990,  made  under  the 
Environmental  Protection  Act  or  was  delivered  to  a  site  under  written  instructions 
of  a  Director  in  accordance  with  clause  8(a)  of  that  regulation. 

A  <5nill  nf  thp  \A/ac;tp  mav  rpQiilt  in  thp  nrpQpnpp  of  nnp  nr  mnrp  PnlvphlnrinatprI 

O .         o|^l  1 1  KJI   11        Vv  Clolw  llldy   IWOUIL  III   Lllw  |^lwodlV>w  XJI  xjllw  KJI    IIIXJIC  1    ^Jiyv>lll\JIII  ICllwU 

Biphenyls  (PCBs)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WrlPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1880 

1 .  PCB  waste  stored  in  drums  above  or  at  grade. 

2.  The  PCB  waste  is  stored  at  a  PCB  waste  disposal  site  as  described  in  Section  3 
of  Regulation  362  (Waste  Management  -  PCBs),  R.R.O.  1990,  made  under  the 
Environmental  Protection  Act  or  was  delivered  to  a  site  under  written  instructions 
of  a  Director  in  accordance  with  clause  8(a)  of  that  regulation. 

A  Qnill  nf  thp  \A/P<?tp  max/  rp<?iilt  in  thp  rii^pharnp  nf  nnp  nr  mnrp  Pnlx/phlnrinatpri 

O .        o|-/lll  KJI   lllw  VVClolw  IllCiy   IWOUIl  III  lllw  UIOOIICll^w  \JI  xjllw  KJI    IIIXJIC  1  ^Jiyolll^JIIIIClLdJ 

Biphenyls  (PCBs)  to  land  or  water 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1881 

1 .  PCB  waste  stored  in  storage  tanks  below  grade. 

2.  The  PCB  waste  is  stored  at  a  PCB  waste  disposal  site  as  described  in  Section  3 
of  Regulation  362  (Waste  Management  -  PCBs),  R.R.O.  1990,  made  under  the 
Environmental  Protection  Act  or  was  delivered  to  a  site  under  written  instructions 
of  a  Director  in  accordance  with  clause  8(a)  of  that  regulation. 

A  <?nill  nf  thp  \A/ac;tp  mav  rpQiilt  in  thp  nrp<5Pnpp  nf  nnp  nr  mnrp  PnlvphlnrinatprI 

O .         o|^lll  KJI   lllw  VVClolw  IllCiy   IWOUIL  III   Lllw  |.JIWOWIIV.fW  XJI   L/llw  KJI    IIIXJIC  1    ^JiyolllxJIII  Idlw^J 

Biphenyls  (PCBs)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1882 

1 .  PCB  waste  stored  a  storage  tank  that  is  installed  partially  below  grade. 

2.  The  PCB  waste  is  stored  at  a  PCB  waste  disposal  site  as  described  in  Section  3 
of  Regulation  362  (Waste  Management  -  PCBs),  R.R.O.  1990,  made  under  the 
Environmental  Protection  Act  or  was  delivered  to  a  site  under  written  instructions 
of  a  Director  in  accordance  with  clause  8(a)  of  that  regulation. 

3.  A  spill  of  the  waste  may  result  in  the  presence  of  one  or  more  Polychlorinated 
Biphenyls  (PCBs)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1883 

1 .  PCB  waste  is  stored  in  an  outdoor  area  and  not  in  a  container. 

2.  The  PCB  waste  is  stored  at  a  PCB  waste  disposal  site  as  described  in  Section  3 
of  Regulation  362  (Waste  Management  -  PCBs),  R.R.O.  1990,  made  under  the 
Environmental  Protection  Act  or  was  delivered  to  a  site  under  written  instructions 
of  a  Director  in  accordance  with  clause  8(a)  of  that  regulation. 

3.  A  spill  of  the  waste  may  result  in  the  presence  of  one  or  more  Polychlorinated 
Biphenyls  (PCBs)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7.2  -  9 

4.8  -  7 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-n 

V  V  111  rA  U 

10 

8 

6 

HVA 

6 

SGRA 

6 

419 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  waste 
disposal  site 
within  the 
meaning  of  Part 
V  of  the 
Environmental 
Protection  Act. 

1884 

1 .  Hazardous  waste  or  liquid  industrial  waste  is  stored  at  or  above  grade. 

2.  A  discharge  of  the  waste  may  result  in  the  presence  of  Arsenic  or  one  or  more 
of  its  compounds  containing  Arsenic  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1885 

1 .  Hazardous  waste  or  liquid  industrial  waste  is  stored  at  or  above  grade. 

2.  A  discharge  of  the  waste  may  result  in  the  presence  of  Barium  in  groundwater 
or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

4.9  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1886 

1 .  Hazardous  waste  or  liquid  industrial  waste  is  stored  at  or  above  grade. 

2.  A  discharge  of  the  waste  may  result  in  the  presence  of  Cadmium  or  one  or 
more  of  its  compounds  containing  Cadmium  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

4.8  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1887 

1 .  Hazardous  waste  or  liquid  industrial  waste  is  stored  at  or  above  grade. 

2.  A  discharge  of  the  waste  may  result  in  the  presence  of  Chromium  VI  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1888 

1 .  Hazardous  waste  or  liquid  industrial  waste  is  stored  at  or  above  grade. 

2.  A  discharge  of  the  waste  may  result  in  the  presence  of  Dichlorophenoxy  Acetic 
Acid  (D-2,4)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7.2  -  9 

4.8  -  7 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

V  V  111  rA  U 

10 

8 

6 

HVA 

6 

SGRA 

6 

420 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  waste 
disposal  site 
within  the 
meaning  of  Part 
V  of  the 
Environmental 
Protection  Act. 

1889 

1 .  Hazardous  waste  or  liquid  industrial  waste  is  stored  at  or  above  grade. 

2.  A  discharge  of  the  waste  may  result  in  the  presence  of  Lead  or  one  or  more  of 
its  compounds  containing  Lead  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

4.8  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 

ijifi_m  A  n 

WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1890 

1 .  Hazardous  waste  or  liquid  industrial  waste  is  stored  at  or  above  grade. 

2.  A  discharge  of  the  waste  may  result  in  the  presence  of  Mercury  or  one  or  more 
of  its  compounds  containing  Mercury  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

4.8  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1891 

1 .  Hazardous  waste  or  liquid  industrial  waste  is  stored  at  or  above  grade. 

2.  A  discharge  of  the  waste  may  result  in  the  presence  of  Selenium  or  one  or  more 
of  its  compounds  containing  Selenium  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

4.8  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1892 

1 .  Hazardous  waste  or  liquid  industrial  waste  is  stored  at  or  above  grade. 

2.  A  discharge  of  the  waste  may  result  in  the  presence  of  Silver  or  one  or  more  of 
its  compounds  containing  Silver  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7.2  -  9 

4.8  -  7 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1893 

1 .  Hazardous  waste  or  liquid  industrial  waste  is  stored  at  or  above  grade. 

2.  A  discharge  of  the  waste  may  result  in  the  presence  of  Trichlorophenoxyacetic 
acid-2,4,5  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7.2  -  9 

4.8  -  7 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

V  V  111  rA  U 

10 

8 

6 

HVA 

6 

SGRA 

6 

421 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  waste 
disposal  site 
within  the 
meaning  of  Part 
V  of  the 
Environmental 
Protection  Act. 

1894 

1 .  Hazardous  waste  or  liquid  industrial  waste  is  stored  below  grade. 

2.  A  discharge  of  the  waste  may  result  in  the  presence  of  Arsenic  or  one  or  more 
of  its  compounds  containing  Arsenic  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1895 

1 .  Hazardous  waste  or  liquid  industrial  waste  is  stored  below  grade. 

2.  A  discharge  of  the  waste  may  result  in  the  presence  of  Barium  in  groundwater 
or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1896 

1 .  Hazardous  waste  or  liquid  industrial  waste  is  stored  below  grade. 

2.  A  discharge  of  the  waste  may  result  in  the  presence  of  Cadmium  or  one  or 
more  of  its  compounds  containing  Cadmium  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1897 

1 .  Hazardous  waste  or  liquid  industrial  waste  is  stored  below  grade. 

2.  A  discharge  of  the  waste  may  result  in  the  presence  of  Chromium  VI  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1898 

1 .  Hazardous  waste  or  liquid  industrial  waste  is  stored  below  grade. 

2.  A  discharge  of  the  waste  may  result  in  the  presence  of  Dichlorophenoxy  Acetic 
Acid  (D-2,4)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

V  V  111  rA  U 

10 

8 

6 

HVA 

6 

SGRA 

6 
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TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  waste 
disposal  site 
within  the 
meaning  of  Part 
V  of  the 
Environmental 
Protection  Act. 

1899 

1 .  Hazardous  waste  or  liquid  industrial  waste  is  stored  below  grade. 

2.  A  discharge  of  the  waste  may  result  in  the  presence  of  Lead  or  one  or  more  of 
its  compounds  containing  Lead  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 

ijifi_m  A  n 

WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1900 

1 .  Hazardous  waste  or  liquid  industrial  waste  is  stored  below  grade. 

2.  A  discharge  of  the  waste  may  result  in  the  presence  of  Mercury  or  one  or  more 
of  its  compounds  containing  Mercury  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1901 

1 .  Hazardous  waste  or  liquid  industrial  waste  is  stored  below  grade. 

2.  A  discharge  of  the  waste  may  result  in  the  presence  of  Selenium  or  one  or  more 
of  its  compounds  containing  Selenium  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1902 

1 .  Hazardous  waste  or  liquid  industrial  waste  is  stored  below  grade. 

2.  A  discharge  of  the  waste  may  result  in  the  presence  of  Silver  or  one  or  more  of 
its  compounds  containing  Silver  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1903 

1 .  Hazardous  waste  or  liquid  industrial  waste  is  stored  below  grade. 

2.  A  discharge  of  the  waste  may  result  in  the  presence  of  Trichlorophenoxyacetic 
acid-2,4,5  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

V  V  111  rA  U 

10 

8 

6 

HVA 

6 

SGRA 

6 
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TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  waste 
disposal  site 
within  the 
meaning  of  Part 
V  of  the 
Environmental 
Protection  Act. 

1904 

1 .  Hazardous  waste  or  liquid  industrial  waste  is  stored,  and  a  portion,  but  not  all  of 
the  waste  is  stored  below  grade. 

2.  A  discharge  of  the  waste  may  result  in  the  presence  of  Arsenic  or  one  or  more 
of  its  compounds  containing  Arsenic  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WrlPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1905 

1 .  Hazardous  waste  or  liquid  industrial  waste  is  stored,  and  a  portion,  but  not  all  of 
the  waste  is  stored  below  grade. 

2.  A  discharge  of  the  waste  may  result  in  the  presence  of  Barium  in  groundwater 
or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

4.9  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1906 

1 .  Hazardous  waste  or  liquid  industrial  waste  is  stored,  and  a  portion,  but  not  all  of 
the  waste  is  stored  below  grade. 

2.  A  discharge  of  the  waste  may  result  in  the  presence  of  Cadmium  or  one  or 
more  of  its  compounds  containing  Cadmium  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

4.8  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1907 

1 .  Hazardous  waste  or  liquid  industrial  waste  is  stored,  and  a  portion,  but  not  all  of 
the  waste  is  stored  below  grade. 

2.  A  discharge  of  the  waste  may  result  in  the  presence  of  Chromium  VI  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1908 

1 .  Hazardous  waste  or  liquid  industrial  waste  is  stored,  and  a  portion,  but  not  all  of 
the  waste  is  stored  below  grade. 

2.  A  discharge  of  the  waste  may  result  in  the  presence  of  Dichlorophenoxy  Acetic 
Acid  (D-2,4)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7.2  -  9 

4.8  -  7 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

V  V  III  rA  U 

10 

8 

6 

HVA 

6 

SGRA 

6 
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TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  waste 
disposal  site 
within  the 
meaning  of  Part 
V  of  the 
Environmental 
Protection  Act. 

1909 

1 .  Hazardous  waste  or  liquid  industrial  waste  is  stored,  and  a  portion,  but  not  all  of 
the  waste  is  stored  below  grade. 

2.  A  discharge  of  the  waste  may  result  in  the  presence  of  Lead  or  one  or  more  of 
its  compounds  containing  Lead  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

4.8  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WrlPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1910 

1 .  Hazardous  waste  or  liquid  industrial  waste  is  stored,  and  a  portion,  but  not  all  of 
the  waste  is  stored  below  grade. 

2.  A  discharge  of  the  waste  may  result  in  the  presence  of  Mercury  or  one  or  more 
of  its  compounds  containing  Mercury  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

4.8  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1911 

1 .  Hazardous  waste  or  liquid  industrial  waste  is  stored,  and  a  portion,  but  not  all  of 
the  waste  is  stored  below  grade. 

2.  A  discharge  of  the  waste  may  result  in  the  presence  of  Selenium  or  one  or  more 
of  its  compounds  containing  Selenium  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

4.8  -  6.4 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1912 

1 .  Hazardous  waste  or  liquid  industrial  waste  is  stored,  and  a  portion,  but  not  all  of 
the  waste  is  stored  below  grade. 

2.  A  discharge  of  the  waste  may  result  in  the  presence  of  Silver  or  one  or  more  of 
its  compounds  containing  Silver  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7.2  -  9 

4.8  -  7 

WHPA-A,  WHPA 
B,  WHPA-C/C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1913 

1 .  Hazardous  waste  or  liquid  industrial  waste  is  stored,  and  a  portion,  but  not  all  of 
the  waste  is  stored  below  grade. 

2.  A  discharge  of  the  waste  may  result  in  the  presence  of  Trichlorophenoxyacetic 
acid-2,4,5  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7.2  -  9 

4.8  -  7 

WHPA-A,  WHPA 
B,  WHPA-C/CI, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 
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TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablitity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  waste 
disposal  site 
within  the 
meaning  of  Part 
V  of  the 
Environmental 
Protection  Act. 

1914 

1 .  A  site  that  is  not  approved  to  accept  Inazardous  waste  or  liquid  industrial  waste 
but  accepts  a  waste  described  in  clause  (p),  (q),  (r),  (s),  (t)  or  (u)  of  the  definition 
of  hazardous  waste  as  defined  in  Regulation  347  (General  -  Waste  Management) 
made  under  the  Environmental  Protection  Act ,  or  in  clause  (d)  of  the  definition  of 
liquid  industrial  waste  in  that  regulation,  and  stores  the  waste  at  or  above  grade. 

2.  A  discharge  of  the  waste  may  result  in  the  presence  of  Arsenic  or  one  or  more 
of  its  compounds  containing  Arsenic  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

4.9  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1915 

1 .  A  site  that  is  not  approved  to  accept  hazardous  waste  or  liquid  industrial  waste 
but  accepts  a  waste  described  in  clause  (p),  (q),  (r),  (s),  (t)  or  (u)  of  the  definition 
of  hazardous  waste  as  defined  in  Regulation  347  (General  -  Waste  Management) 
made  under  the  Environmental  Protection  Act ,  or  in  clause  (d)  of  the  definition  of 
liquid  industrial  waste  in  that  regulation,  and  stores  the  waste  at  or  above  grade. 

2.  A  discharge  of  the  waste  may  result  in  the  presence  of  Barium  in  groundwater 
or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

6-8 

HVA 

6 

SGRA 

6 

1916 

1 .  A  site  that  is  not  approved  to  accept  hazardous  waste  or  liquid  industrial  waste 
but  accepts  a  waste  described  in  clause  (p),  (q),  (r),  (s),  (t)  or  (u)  of  the  definition 
of  hazardous  waste  as  defined  in  Regulation  347  (General  -  Waste  Management) 
made  under  the  Environmental  Protection  Act ,  or  in  clause  (d)  of  the  definition  of 
liquid  industrial  waste  in  that  regulation,  and  stores  the  waste  at  or  above  grade. 

2.  A  discharge  of  the  waste  may  result  in  the  presence  of  Cadmium  or  one  or 
more  of  its  compounds  containing  Cadmium  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1917 

1 .  A  site  that  is  not  approved  to  accept  hazardous  waste  or  liquid  industrial  waste 
but  accepts  a  waste  described  in  clause  (p),  (q),  (r),  (s),  (t)  or  (u)  of  the  definition 
of  hazardous  waste  as  defined  in  Regulation  347  (General  -  Waste  Management) 
made  under  the  Environmental  Protection  Act ,  or  in  clause  (d)  of  the  definition  of 
liquid  industrial  waste  in  that  regulation,  and  stores  the  waste  at  or  above  grade. 

2.  A  discharge  of  the  waste  may  result  in  the  presence  of  Chromium  VI  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

4.9  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 
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TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  waste 
disposal  site 
within  the 
meaning  of  Part 
V  of  the 
Environmental 
Protection  Act. 

1918 

1 .  A  site  that  is  not  approved  to  accept  Inazardous  waste  or  liquid  industrial  waste 
but  accepts  a  waste  described  in  clause  (p),  (q),  (r),  (s),  (t)  or  (u)  of  the  definition 
of  hazardous  waste  as  defined  in  Regulation  347  (General  -  Waste  Management) 
made  under  the  Environmental  Protection  Act ,  or  in  clause  (d)  of  the  definition  of 
liquid  industrial  waste  in  that  regulation,  and  stores  the  waste  at  or  above  grade. 

2.  A  discharge  of  the  waste  may  result  in  the  presence  of  Dichlorophenoxy  Acetic 
Acid  (D-2,4)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1919 

1 .  A  site  that  is  not  approved  to  accept  hazardous  waste  or  liquid  industrial  waste 
but  accepts  a  waste  described  in  clause  (p),  (q),  (r),  (s),  (t)  or  (u)  of  the  definition 
of  hazardous  waste  as  defined  in  Regulation  347  (General  -  Waste  Management) 
made  under  the  Environmental  Protection  Act ,  or  in  clause  (d)  of  the  definition  of 
liquid  industrial  waste  in  that  regulation,  and  stores  the  waste  at  or  above  grade. 

2.  A  discharge  of  the  waste  may  result  in  the  presence  of  Lead  or  one  or  more  of 
its  compounds  containing  Lead  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1920 

1 .  A  site  that  is  not  approved  to  accept  hazardous  waste  or  liquid  industrial  waste 
but  accepts  a  waste  described  in  clause  (p),  (q),  (r),  (s),  (t)  or  (u)  of  the  definition 
of  hazardous  waste  as  defined  in  Regulation  347  (General  -  Waste  Management) 
made  under  the  Environmental  Protection  Act ,  or  in  clause  (d)  of  the  definition  of 
liquid  industrial  waste  in  that  regulation,  and  stores  the  waste  at  or  above  grade. 

2.  A  discharge  of  the  waste  may  result  in  the  presence  of  Mercury  or  one  or  more 
of  its  compounds  containing  Mercury  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1921 

1 .  A  site  that  is  not  approved  to  accept  hazardous  waste  or  liquid  industrial  waste 
but  accepts  a  waste  described  in  clause  (p),  (q),  (r),  (s),  (t)  or  (u)  of  the  definition 
of  hazardous  waste  as  defined  in  Regulation  347  (General  -  Waste  Management) 
made  under  the  Environmental  Protection  Act ,  or  in  clause  (d)  of  the  definition  of 
liquid  industrial  waste  in  that  regulation,  and  stores  the  waste  at  or  above  grade. 

2.  A  discharge  of  the  waste  may  result  in  the  presence  of  Selenium  or  one  or  more 
of  its  compounds  containing  Selenium  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

8  -  10 

6 

HVA 

6 

SGRA 

6 

427 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  waste 
disposal  site 
within  the 
meaning  of  Part 
V  of  the 
Environmental 
Protection  Act. 

1922 

1 .  A  site  that  is  not  approved  to  accept  Inazardous  waste  or  liquid  industrial  waste 
but  accepts  a  waste  described  in  clause  (p),  (q),  (r),  (s),  (t)  or  (u)  of  the  definition 
of  hazardous  waste  as  defined  in  Regulation  347  (General  -  Waste  Management) 
made  under  the  Environmental  Protection  Act ,  or  in  clause  (d)  of  the  definition  of 
liquid  industrial  waste  in  that  regulation,  and  stores  the  waste  at  or  above  grade. 

2.  A  discharge  of  the  waste  may  result  in  the  presence  of  Silver  or  one  or  more  of 
its  compounds  containing  Silver  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

6-8 

HVA 

6 

SGRA 

6 

1923 

1 .  A  site  that  is  not  approved  to  accept  hazardous  waste  or  liquid  industrial  waste 
but  accepts  a  waste  described  in  clause  (p),  (q),  (r),  (s),  (t)  or  (u)  of  the  definition 
of  hazardous  waste  as  defined  in  Regulation  347  (General  -  Waste  Management) 
made  under  the  Environmental  Protection  Act ,  or  in  clause  (d)  of  the  definition  of 
liquid  industrial  waste  in  that  regulation,  and  stores  the  waste  at  or  above  grade. 

2.  A  discharge  of  the  waste  may  result  in  the  presence  of  Trichlorophenoxyacetic 
acid-2,4,5  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

8  -  10 

6 

HVA 

6 

SGRA 

6 

1924 

1 .  A  site  that  is  not  approved  to  accept  hazardous  waste  or  liquid  industrial  waste 
but  accepts  a  waste  described  in  clause  (p),  (q),  (r),  (s),  (t)  or  (u)  of  the  definition 
of  hazardous  waste  as  defined  in  Regulation  347  (General  -  Waste  Management) 
made  under  the  Environmental  Protection  Act ,  or  in  clause  (d)  of  the  definition  of 
liquid  industrial  waste  in  that  regulation,  and  stores  the  waste  below  grade. 

2.  A  discharge  of  the  waste  may  result  in  the  presence  of  Arsenic  or  one  or  more 
of  its  compounds  containing  Arsenic  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1925 

1 .  A  site  that  is  not  approved  to  accept  hazardous  waste  or  liquid  industrial  waste 
but  accepts  a  waste  described  in  clause  (p),  (q),  (r),  (s),  (t)  or  (u)  of  the  definition 
of  hazardous  waste  as  defined  in  Regulation  347  (General  -  Waste  Management) 
made  under  the  Environmental  Protection  Act ,  or  in  clause  (d)  of  the  definition  of 
liquid  industrial  waste  in  that  regulation,  and  stores  the  waste  below  grade. 

2.  A  discharge  of  the  waste  may  result  in  the  presence  of  Barium  in  groundwater 
or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

7-10 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

428 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  waste 
disposal  site 
within  the 
meaning  of  Part 
V  of  the 
Environmental 
Protection  Act. 

1926 

1 .  A  site  that  is  not  approved  to  accept  Inazardous  waste  or  liquid  industrial  waste 
but  accepts  a  waste  described  in  clause  (p),  (q),  (r),  (s),  (t)  or  (u)  of  the  definition 
of  hazardous  waste  as  defined  in  Regulation  347  (General  -  Waste  Management) 
made  under  the  Environmental  Protection  Act ,  or  in  clause  (d)  of  the  definition  of 
liquid  industrial  waste  in  that  regulation,  and  stores  the  waste  below  grade. 

2.  A  discharge  of  the  waste  may  result  in  the  presence  of  Cadmium  or  one  or 
more  of  its  compounds  containing  Cadmium  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

1A/LJDA  n 

WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1927 

1 .  A  site  that  is  not  approved  to  accept  hazardous  waste  or  liquid  industrial  waste 
but  accepts  a  waste  described  in  clause  (p),  (q),  (r),  (s),  (t)  or  (u)  of  the  definition 
of  hazardous  waste  as  defined  in  Regulation  347  (General  -  Waste  Management) 
made  under  the  Environmental  Protection  Act ,  or  in  clause  (d)  of  the  definition  of 
liquid  industrial  waste  in  that  regulation,  and  stores  the  waste  below  grade. 

2.  A  discharge  of  the  waste  may  result  in  the  presence  of  Chromium  VI  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1928 

1 .  A  site  that  is  not  approved  to  accept  hazardous  waste  or  liquid  industrial  waste 
but  accepts  a  waste  described  in  clause  (p),  (q),  (r),  (s),  (t)  or  (u)  of  the  definition 
of  hazardous  waste  as  defined  in  Regulation  347  (General  -  Waste  Management) 
made  under  the  Environmental  Protection  Act ,  or  in  clause  (d)  of  the  definition  of 
liquid  industrial  waste  in  that  regulation,  and  stores  the  waste  below  grade. 

2.  A  discharge  of  the  waste  may  result  in  the  presence  of  Dichlorophenoxy  Acetic 
Acid  (D-2,4)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 

WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1929 

1 .  A  site  that  is  not  approved  to  accept  hazardous  waste  or  liquid  industrial  waste 
but  accepts  a  waste  described  in  clause  (p),  (q),  (r),  (s),  (t)  or  (u)  of  the  definition 
of  hazardous  waste  as  defined  in  Regulation  347  (General  -  Waste  Management) 
made  under  the  Environmental  Protection  Act ,  or  in  clause  (d)  of  the  definition  of 
liquid  industrial  waste  in  that  regulation,  and  stores  the  waste  below  grade. 

2.  A  discharge  of  the  waste  may  result  in  the  presence  of  Lead  or  one  or  more  of 
its  compounds  containing  Lead  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

429 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  waste 
disposal  site 
within  the 
meaning  of  Part 
V  of  the 
Environmental 
Protection  Act. 

1930 

1 .  A  site  that  is  not  approved  to  accept  Inazardous  waste  or  liquid  industrial  waste 
but  accepts  a  waste  described  in  clause  (p),  (q),  (r),  (s),  (t)  or  (u)  of  the  definition 
of  hazardous  waste  as  defined  in  Regulation  347  (General  -  Waste  Management) 
made  under  the  Environmental  Protection  Act ,  or  in  clause  (d)  of  the  definition  of 
liquid  industrial  waste  in  that  regulation,  and  stores  the  waste  below  grade. 

2.  A  discharge  of  the  waste  may  result  in  the  presence  of  Mercury  or  one  or  more 
of  its  compounds  containing  Mercury  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

6.3-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1931 

1 .  A  site  that  is  not  approved  to  accept  hazardous  waste  or  liquid  industrial  waste 
but  accepts  a  waste  described  in  clause  (p),  (q),  (r),  (s),  (t)  or  (u)  of  the  definition 
of  hazardous  waste  as  defined  in  Regulation  347  (General  -  Waste  Management) 
made  under  the  Environmental  Protection  Act ,  or  in  clause  (d)  of  the  definition  of 
liquid  industrial  waste  in  that  regulation,  and  stores  the  waste  below  grade. 

2.  A  discharge  of  the  waste  may  result  in  the  presence  of  Selenium  or  one  or  more 
of  its  compounds  containing  Selenium  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1932 

1 .  A  site  that  is  not  approved  to  accept  hazardous  waste  or  liquid  industrial  waste 
but  accepts  a  waste  described  in  clause  (p),  (q),  (r),  (s),  (t)  or  (u)  of  the  definition 
of  hazardous  waste  as  defined  in  Regulation  347  (General  -  Waste  Management) 
made  under  the  Environmental  Protection  Act ,  or  in  clause  (d)  of  the  definition  of 
liquid  industrial  waste  in  that  regulation,  and  stores  the  waste  below  grade. 

2.  A  discharge  of  the  waste  may  result  in  the  presence  of  Silver  or  one  or  more  of 
its  compounds  containing  Silver  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1933 

1 .  A  site  that  is  not  approved  to  accept  hazardous  waste  or  liquid  industrial  waste 
but  accepts  a  waste  described  in  clause  (p),  (q),  (r),  (s),  (t)  or  (u)  of  the  definition 
of  hazardous  waste  as  defined  in  Regulation  347  (General  -  Waste  Management) 
made  under  the  Environmental  Protection  Act ,  or  in  clause  (d)  of  the  definition  of 
liquid  industrial  waste  in  that  regulation,  and  stores  the  waste  below  grade. 

2.  A  discharge  of  the  waste  may  result  in  the  presence  of  Trichlorophenoxyacetic 
acid-2,4,5  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

7-9 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

430 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablitity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  waste 
disposal  site 
within  the 
meaning  of  Part 
V  of  the 
Environmental 
Protection  Act. 

1934 

1 .  A  site  that  is  not  approved  to  accept  Inazardous  waste  or  liquid  industrial  waste 
but  accepts  a  waste  described  in  clause  (p),  (q),  (r),  (s),  (t)  or  (u)  of  the  definition 
of  hazardous  waste  as  defined  in  Regulation  347  (General  -  Waste  Management) 
made  under  the  Environmental  Protection  Act ,  or  in  clause  (d)  of  the  definition  of 
liquid  industrial  waste  in  that  regulation,  and  stores  a  portion  of  the  waste,  but  not 
all,  below  grade. 

2.  A  discharge  of  the  waste  may  result  in  the  presence  of  Arsenic  or  one  or  more 
of  its  compounds  containing  Arsenic  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

4.9  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1935 

1 .  A  site  that  is  not  approved  to  accept  hazardous  waste  or  liquid  industrial  waste 
but  accepts  a  waste  described  in  clause  (p),  (q),  (r),  (s),  (t)  or  (u)  of  the  definition 
of  hazardous  waste  as  defined  in  Regulation  347  (General  -  Waste  Management) 
made  under  the  Environmental  Protection  Act ,  or  in  clause  (d)  of  the  definition  of 
liquid  industrial  waste  in  that  regulation,  and  stores  a  portion  of  the  waste,  but  not 
all,  below  grade. 

2.  A  discharge  of  the  waste  may  result  in  the  presence  of  Barium  in  groundwater 
or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

9  -  10 

5.6-8.1 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1936 

1 .  A  site  that  is  not  approved  to  accept  hazardous  waste  or  liquid  industrial  waste 
but  accepts  a  waste  described  in  clause  (p),  (q),  (r),  (s),  (t)  or  (u)  of  the  definition 
of  hazardous  waste  as  defined  in  Regulation  347  (General  -  Waste  Management) 
made  under  the  Environmental  Protection  Act ,  or  in  clause  (d)  of  the  definition  of 
liquid  industrial  waste  in  that  regulation,  and  stores  a  portion  of  the  waste,  but  not 
all,  below  grade. 

2.  A  discharge  of  the  waste  may  result  in  the  presence  of  Cadmium  or  one  or 
more  ot  lis  compounas  coniaining  i_/aamium  in  grounuwaier  or  sunace  waier. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WnPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1937 

1 .  A  site  that  is  not  approved  to  accept  hazardous  waste  or  liquid  industrial  waste 
but  accepts  a  waste  described  in  clause  (p),  (q),  (r),  (s),  (t)  or  (u)  of  the  definition 
of  hazardous  waste  as  defined  in  Regulation  347  (General  -  Waste  Management) 
made  under  the  Environmental  Protection  Act ,  or  in  clause  (d)  of  the  definition  of 
liquid  industrial  waste  in  that  regulation,  and  stores  a  portion  of  the  waste,  but  not 
all,  below  grade. 

2.  A  discharge  of  the  waste  may  result  in  the  presence  of  Chromium  VI  in 
groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

4.9  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-CI, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

431 


TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  in 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  waste 
disposal  site 
within  the 
meaning  of  Part 
V  of  the 
Environmental 
Protection  Act. 

1938 

1 .  A  site  that  is  not  approved  to  accept  Inazardous  waste  or  liquid  industrial  waste 
but  accepts  a  waste  described  in  clause  (p),  (q),  (r),  (s),  (t)  or  (u)  of  the  definition 
of  hazardous  waste  as  defined  in  Regulation  347  (General  -  Waste  Management) 
made  under  the  Environmental  Protection  Act ,  or  in  clause  (d)  of  the  definition  of 
liquid  industrial  waste  in  that  regulation,  and  stores  a  portion  of  the  waste,  but  not 
all,  below  grade. 

2.  A  discharge  of  the  waste  may  result  in  the  presence  of  Dichlorophenoxy  Acetic 
Acid  (D-2,4)  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1939 

1 .  A  site  that  is  not  approved  to  accept  hazardous  waste  or  liquid  industrial  waste 
but  accepts  a  waste  described  in  clause  (p),  (q),  (r),  (s),  (t)  or  (u)  of  the  definition 
of  hazardous  waste  as  defined  in  Regulation  347  (General  -  Waste  Management) 
made  under  the  Environmental  Protection  Act ,  or  in  clause  (d)  of  the  definition  of 
liquid  industrial  waste  in  that  regulation,  and  stores  a  portion  of  the  waste,  but  not 
all,  below  grade. 

2.  A  discharge  of  the  waste  may  result  in  the  presence  of  Lead  or  one  or  more  of 
its  compounds  containing  Lead  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1940 

1 .  A  site  that  is  not  approved  to  accept  hazardous  waste  or  liquid  industrial  waste 
but  accepts  a  waste  described  in  clause  (p),  (q),  (r),  (s),  (t)  or  (u)  of  the  definition 
of  hazardous  waste  as  defined  in  Regulation  347  (General  -  Waste  Management) 
made  under  the  Environmental  Protection  Act ,  or  in  clause  (d)  of  the  definition  of 
liquid  industrial  waste  in  that  regulation,  and  stores  a  portion  of  the  waste,  but  not 
all,  below  grade. 

2.  A  discharge  of  the  waste  may  result  in  the  presence  of  Mercury  or  one  or  more 
OT  IIS  compounas  coniaining  iviercury  in  grounawaier  or  sunace  waier. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

10 

8-9 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 

1941 

1 .  A  site  that  is  not  approved  to  accept  hazardous  waste  or  liquid  industrial  waste 
but  accepts  a  waste  described  in  clause  (p),  (q),  (r),  (s),  (t)  or  (u)  of  the  definition 
of  hazardous  waste  as  defined  in  Regulation  347  (General  -  Waste  Management) 
made  under  the  Environmental  Protection  Act ,  or  in  clause  (d)  of  the  definition  of 
liquid  industrial  waste  in  that  regulation,  and  stores  a  portion  of  the  waste,  but  not 
all,  below  grade. 

2.  A  discharge  of  the  waste  may  result  in  the  presence  of  Selenium  or  one  or  more 
of  its  compounds  containing  Selenium  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 
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TABLE  1  -  DRINKING  WATER  THREATS  -  CHEMICALS 


DRINKING  WATER 
THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 
Vulnerable  Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  Is 
Moderate  In 
Areas  with  a 
Vulnerablltity 

Score  of: 

Threat  is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The 

establishment, 
operation  or 
maintenance  of 
a  waste 
disposal  site 
within  the 
meaning  of  Part 
V  of  the 
Environmental 
Protection  Act. 

1942 

1 .  A  site  that  is  not  approved  to  accept  Inazardous  waste  or  liquid  industrial  waste 
but  accepts  a  waste  described  in  clause  (p),  (q),  (r),  (s),  (t)  or  (u)  of  the  definition 
of  hazardous  waste  as  defined  in  Regulation  347  (General  -  Waste  Management) 
made  under  the  Environmental  Protection  Act ,  or  in  clause  (d)  of  the  definition  of 
liquid  industrial  waste  in  that  regulation,  and  stores  a  portion  of  the  waste,  but  not 
all,  below  grade. 

2.  A  discharge  of  the  waste  may  result  in  the  presence  of  Silver  or  one  or  more  of 
lis  compounas  coniaining  CDiiver  in  grounawaier  or  suriace  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WnrA-U 

10 

8 

6 

HVA 

6 

SGRA 

6 

1943 

1 .  A  site  that  is  not  approved  to  accept  hazardous  waste  or  liquid  industrial  waste 
but  accepts  a  waste  described  in  clause  (p),  (q),  (r),  (s),  (t)  or  (u)  of  the  definition 
of  hazardous  waste  as  defined  in  Regulation  347  (General  -  Waste  Management) 
made  under  the  Environmental  Protection  Act ,  or  in  clause  (d)  of  the  definition  of 
liquid  industrial  waste  in  that  regulation,  and  stores  a  portion  of  the  waste,  but  not 
all,  below  grade. 

2.  A  discharge  of  the  waste  may  result  in  the  presence  of  Trichlorophenoxyacetic 
acid-2,4,5  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2,  IPZ- 
3,  WHPA-E 

8  -  10 

5.4  -  7.2 

WHPA-A,  WHPA 
B,  WHPA-C, 
WHPA-C1, 
WHPA-D 

10 

8 

6 

HVA 

6 

SGRA 

6 
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TABLE  2  -  DRINKING  WATER  THREATS  -  PATHOGENS 


DRINKING  WATER  THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 

Vulnerable 

Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  is 
Moderate  In 
Areas  with  a 
Vulnerablitity 

Score  of: 

Threat  Is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  application  of  agricultural 
source  material  to  land. 

1944 

1 .  Agricultural  source  material  is  applied  to  land  in  any 
quantity. 

2.  The  application  may  result  in  the  presence  of  one  or  more 
pathogens  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2, 
IPZ-3  & 
WHPA-E 

8-10 

6  -  7.2 

4.2-5.6 

WHPA-A  & 
WHPA-B 

10.0 

8.0 

6.0 

The  use  of  land  as  livestock 
grazing  or  pasturing  land,  an 
outdoor  confinement  area  or  a 
farm-animal  yard.  0.  Reg. 

1945 

1 .  The  use  of  land  as  livestock  grazing  or  pasturing  land  for 
one  or  more  animals. 

2.  The  land  use  may  result  in  the  presence  of  one  or  more 
pathogens  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2, 
IPZ-3  & 
WHPA-E 

8-10 

6  -  7.2 

4.2-5.6 

WHPA-A  & 
WHPA-B 

10.0 

8.0 

6.0 

1946 

1 .  The  use  of  land  as  an  outdoor  confinement  area  or  a  farm- 
animal  yard  for  one  or  more  animals. 

2.  The  land  use  may  result  in  the  presence  of  one  or  more 

nathnnpnc;  in  nrniinHwatpr  nr  c;iirfprp  watpr 

lu/Qll                 lO  II  1  ^1  V_/LJI  1  V..I  VV  dlw  1    \Ji    OLJI  1  Cl\j\j  VVCIL^I  . 

IPZ-1,  IPZ-2, 
IPZ-3  & 
WHPA-E 

8-10 

6  -  7.2 

4.2  -  5.6 

WHPA-A  & 
WHPA-B 

10.0 

8.0 

6.0 

The  establishment,  operation 
or  maintenance  of  a  system 
that  collects,  stores,  transmits, 
treats  or  disposes  of  sewage. 

1947 

1 .  The  system  is  a  combined  sewer  that  may  discharge 
sanitary  sewage  containing  human  waste  to  surface  water. 

2.  The  discharge  may  result  in  the  presence  of  one  or  more 
pathogens  in  surface  water. 

IPZ-1,  IPZ-2, 
IPZ-3  & 
WHPA-E 

8-10 

6  -  7.2 

4.2-5.6 

lA/UDA  A  S. 
vVrlrA-A  Ct 

WHPA-B 

1948 

1 .  The  system  is  a  wastewater  treatment  facility  that  may 
discharge  sanitary  sewage  containing  human  waste  to  surface 
water  by  way  of  a  designed  bypass. 

2.  The  discharge  may  result  in  the  presence  of  one  or  more 
pathogens  in  surface  water. 

IDT  1    IDT  O 

IPZ-3  & 
WHPA-E 

8-10 

6  -  7.2 

4.2  -  5.6 

XA/UDA  A  S. 

WHPA-B 

1949 

1 .  The  system  is  a  storm  water  management  facility  designed 
to  discharge  storm  water  to  land  or  surface  water. 

2.  The  discharge  may  result  in  the  presence  of  one  or  more 
pathogens  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2, 
IPZ-3  & 
WHPA-E 

Q  - 1  n 

R  -  R  1 

u      O.  1 

WHPA-A  & 
WHPA-B 

10.0 

8.0 
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TABLE  2  -  DRINKING  WATER  THREATS  -  PATHOGENS 


DRINKING  WATER  THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 

Vulnerable 

Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  is 
Moderate  In 
Areas  with  a 
Vulnerablitity 

Score  of: 

Threat  Is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  establishment,  operation 
or  maintenance  of  a  system 
that  collects,  stores,  transmits, 
treats  or  disposes  of  sewage. 

1950 

1 .  The  system  discharges  to  surface  water  and  its  primary 
functions  include  conveying  sewage  from  a  meat  plant. 

2.  The  discharge  may  result  in  the  presence  of  one  or  more 
pathogens  in  surface  water. 

IPZ-1,  IPZ-2, 
IPZ-3  & 
WHPA-E 

8-10 

6  -  7.2 

4.2  -  5.6 

WHPA-A  Xi 
WHPA-B 

1951 

1 .  The  system  discharges  to  surface  water  and  its  primary 
functions  include  conveying  sewage  from  a  seafood 
processing  operation. 

2.  The  discharge  may  result  in  the  presence  of  one  or  more 
pathogens  in  surface  water. 

ID7  1    IDT  9 

IPZ-3  & 
WHPA-E 

y  - 1  u 

b  -  O.l 

WHPA-A  A 
WHPA-B 

1952 

1 .  The  system  discharges  to  surface  water  and  its  primary 
functions  include  conveying  sewage  from  a  dairy  producer  or  a 
dairy  product  manufacturing  operation. 

2.  The  discharge  may  result  in  the  presence  of  one  or  more 
pathogens  in  surface  water. 

IPZ-3  & 
WHPA-E 

9-10 

C  OH 

D  -  0.1 

WHPA-A  & 
WHPA-B 

1953 

1 .  The  system  discharges  to  surface  water  and  its  primary 
functions  include  conveying  sewage  from  an  animal  food 
manufacturing  operation  that  manufactures  food  from  animal 
sources. 

2.  The  discharge  may  result  in  the  presence  of  one  or  more 
pathogens  in  surface  water. 

IPZ-1,  IPZ-2, 
IPZ-3  & 
WHPA-E 

9  -  10 

6-8.1 

WHPA-A  K 
WHPA-B 

1954 

1 .  The  system  discharges  to  surface  water  and  its  primary 
functions  include  conveying  sewage  from  a  pulp  and  paper 
mill. 

2.  The  discharge  may  result  in  the  presence  of  one  or  more 
pathogens  in  surface  water. 

IP7-1  IP7-9 
IPZ-3  & 
WHPA-E 

Q  in 
y  -  1  u 

o  -  O.  1 

WHPA-A  & 
WHPA-B 

The  management  of 
agricultural  source  material. 

1955 

1 .  The  use  of  land  or  water  for  aquaculture. 

2.  The  land  use  may  result  in  the  presence  of  one  or  more 
pathogens  in  surface  water. 

IPZ-1,  IPZ-2, 
IPZ-3  & 
WHPA-E 

9  -  10 

6-8.1 

WHPA-A  & 
WHPA-B 
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TABLE  2  -  DRINKING  WATER  THREATS  -  PATHOGENS 


DRINKING  WATER  THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 

Vulnerable 

Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  is 
Moderate  In 
Areas  with  a 
Vulnerablitity 

Score  of: 

Threat  Is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  establishment,  operation 
or  maintenance  of  a  system 
that  collects,  stores,  transmits, 

irSalS  or  UISpOS6S  OT  ScWayc. 

1956 

1 .  The  system  is  an  earth  pit  privy,  privy  vault,  cesspool,  or  a 
leaching  bed  system  and  its  associated  treatment  unit  and  is  a 
sewage  system  as  defined  in  section  1  of  0.  Reg.  350/06 
(Building  Code)  made  under  the  Building  Code  Act,  1992  or  a 
sewage  works  as  defined  in  section  1  of  the  Ontario  Water 
Resources  Act . 

IPZ-1,  IPZ-2, 
IPZ-3  & 
WHPA-E 

10.0 

8-9 

5.4  -  7.2 

2.  A  discharge  from  the  system  may  result  in  the  presence  of 
one  or  more  pathogens  in  groundwater  or  surface  water. 

WHPA-A  & 
WHPA-B 

10.0 

8.0 

6.0 

1957 

1 .  The  system  requires  or  uses  a  holding  tank  for  the  retention 
of  hauled  sewage  at  the  site  where  it  is  produced  before  its 
collection  by  a  hauled  sewage  system. 

IDT  1    IDT  O 
lr£.-l ,  IK^-Z, 

IPZ-3  & 
WHPA-E 

1 0.0 

8  -  9 

5.4  -  7.2 

2.  A  spill  from  the  tank  may  result  in  the  presence  of  one  or 
more  pathogens  in  groundwater  or  surface  water. 

WHPA-A  & 
WHPA-B 

10.0 

8.0 

6.0 

1958 

1 .  The  system  is  a  wastewater  collection  facility  that  collects  or 
transmits  sewage  containing  human  waste,  but  does  not 
include  any  part  of  the  facility  that  is  a  sewage  storage  tank  or 
works  used  to  carry  out  a  designed  bypass. 

IPZ-1,  IPZ-2, 
IPZ-3  & 
WHPA-E 

10.0 

8-9 

5.4  -  7.2 

2.  The  discharge  from  the  system  may  result  in  the  presence 
of  one  or  more  pathogens  in  groundwater  or  surface  water. 

WHPA-A  & 
WHPA-B 

10.0 

8.0 

6.0 

1959 

1 .  The  system  is  a  wastewater  treatment  facility  that 
discharges  to  surface  water  through  a  means  other  than  a 
designed  bypass. 

ID7  1    IDT  O 

IPZ-3  & 
WHPA-E 

8-10 

6  -  7.2 

4.2  -  5.6 

2.  A  discharge  may  result  in  the  presence  of  one  or  more 
pathogens  in  groundwater  or  surface  water. 

WHPA-A  & 
WHPA-B 

10.0 

8.0 

6.0 

1960 

1 .  The  system  is  a  sewage  treatment  tank  or  sewage  storage 
tank  in  either  a  wastewater  collection  facility  or  wastewater 
treatment  facility,  and  any  part  of  the  tank  is  at  or  above  grade. 

IPZ-1,  IPZ-2, 
IPZ-3  & 
WHPA-E 

9-10 

7-8.1 

4.5  -  6.4 

2.  A  spill  from  the  tank  may  result  in  the  presence  of  one  or 
more  pathogens  in  groundwater  or  surface  water. 

lAfLIDA  A  SL 
vVnrA-A  Ct 

WHPA-B 

1  U.U 

o.U 

D.U 

1961 

1 .  The  system  is  a  sewage  treatment  tank  or  sewage  storage 
tank  in  a  wastewater  collection  facility  or  a  wastewater 
treatment  facility  and  the  tank  is  below  grade. 

IPZ-1,  IPZ-2, 
IPZ-3  & 
WHPA-E 

1  n  n 

1  U.U 

O  iJ 

2.  A  spill  from  the  tank  may  result  in  the  presence  of  one  or 
more  pathogens  in  groundwater  or  surface  water. 

WHPA-A  & 
WHPA-B 

10.0 

8.0 

6.0 
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TABLE  2  -  DRINKING  WATER  THREATS  -  PATHOGENS 


DRINKING  WATER  THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 

Vulnerable 

Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  is 
Moderate  In 
Areas  with  a 
Vulnerablitity 

Score  of: 

Threat  Is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  storage  of  agricultural 
source  material. 

1962 

1 .  Any  portion  of  the  agricultural  source  material  is  stored  at  or 

ClUU  V  C  Ljl  ClUC  III  Ul  Ul  1  Cl  |Jd  lllcllldll  llUllldll  olUl  ClLjC  ictUlll  ly . 

2.  A  spill  of  the  material  or  runoff  from  an  area  where  the 
material  is  stored  may  result  in  the  presence  of  one  or  more 
pathogens  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2, 
IPZ-3  & 
WHPA-E 

8-10 

6  -  7.2 

4.2-5.6 

WHPA-A  & 
WHPA-B 

10.0 

8.0 

6.0 

1963 

1 .  The  agricultural  source  material  is  stored  entirely  below 
grade  in  or  on  a  permanent  nutrient  storage  facility. 

2.  A  spill  of  the  material  or  runoff  from  an  area  where  the 
material  is  stored  may  result  in  the  presence  of  one  or  more 
pathogens  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2, 
IPZ-3  & 
WHPA-E 

10.0 

8-9 

5.4-7.2 

WHPA-A  & 
WHPA-B 

10.0 

8.0 

6.0 

1964 

1 .  The  agricultural  source  material  is  stored  at  a  temporary 
field  nutrient  storage  site. 

2.  A  spill  of  the  material  or  runoff  from  an  area  where  the 
material  is  stored  may  result  in  the  presence  of  one  or  more 
pathogens  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2, 
IPZ-3  & 
WHPA-E 

8-10 

6  -  7.2 

4.2-5.6 

WHPA-A  & 
WHPA-B 

10.0 

8.0 

6.0 

The  handling  and  storage  of 
non-agricultural  source 
material. 

1965 

1 .  The  non-agricultural  source  material  contains  material 
generated  by  a  seafood  processing  operation,  a  dairy 
producer,  a  dairy  product  manufacturing  operation,  an  animal 
food  manufacturing  operation  that  manufactures  food  from 
animal  sources,  or  a  pulp  and  paper  mill,  and  any  portion  of 
the  material  is  stored  at  or  above  grade. 

2.  A  spill  of  the  material  or  runoff  from  an  area  where  the 
material  is  stored  may  result  in  the  presence  of  one  or  more 
pathogens  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2, 
IPZ-3  & 
WHPA-E 

9  -  10 

6-8.1 

WHPA-A  & 
WHPA-B 

10.0 

8.0 

1966 

1 .  The  non-agricultural  source  material  contains  material 
generated  by  a  meat  plant,  and  any  portion  of  the  material  is 
stored  at  or  above  grade. 

2.  A  spill  of  the  material  or  runoff  from  an  area  where  the 
material  is  stored  may  result  in  the  presence  of  one  or  more 
pathogens  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2, 
IPZ-3  & 
WHPA-E 

8-10 

6  -  7.2 

4.2-5.6 

WHPA-A  & 
WHPA-B 

10.0 

8.0 

6.0 

437 


TABLE  2  -  DRINKING  WATER  THREATS  -  PATHOGENS 


DRINKING  WATER  THREATS: 

Reference 
Number 

Under  the  following  CIRCUMSTANCES: 

Areas  Within 

Vulnerable 

Area 

Threat  is 
Significant  in 
Areas  with  a 
Vulnerability 

Score  of: 

Threat  is 
Moderate  In 
Areas  with  a 
Vulnerablitity 

Score  of: 

Threat  Is  Low  in 
Areas  with  a 
Vulnerability 
Score  of: 

Column  1 

Column  2 

Column  3 

Column  4 

Column  5 

Column  6 

The  handling  and  storage  of 
non-agricultural  source 
material. 

1967 

1 .  The  non-agricultural  source  material  contains  material 
generated  by  a  seafood  processing  operation,  a  dairy 
producer,  a  dairy  product  manufacturing  operation,  an  animal 
food  manufacturing  operation  that  manufactures  food  from 
animal  sources,  or  a  pulp  and  paper  mill,  and  the  material  is 
stored  entirely  below  grade. 

2.  A  spill  of  the  material  or  runoff  from  an  area  where  the 
material  is  stored  may  result  in  the  presence  of  one  or  more 
pathogens  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2, 
IPZ-3  & 
WHPA-E 

8.1  -  10 

WHPA-A  & 
WHPA-B 

10.0 

8.0 

1968 

1 .  The  non-agricultural  source  material  contains  material 
generated  by  a  meat  plant,  and  the  material  is  stored  entirely 
below  grade. 

2.  A  spill  of  the  material  or  runoff  from  an  area  where  the 
material  is  stored  may  result  in  the  presence  of  one  or  more 
pathogens  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2, 
IPZ-3  & 
WHPA-E 

10.0 

8-9 

5.4-7.2 

WHPA-A  & 
WHPA-B 

10.0 

8.0 

6.0 

The  establishment,  operation 
or  maintenance  of  a  waste 
disposal  site  within  the 
meaning  of  Part  V  of  the 
Environmental  Protection  Act. 

1969 

1 .  Land  application  of  hauled  sewage  in  any  quantity. 

2.  The  application  may  result  in  the  presence  of  one  or  more 
pathogens  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2, 
IPZ-3  & 
WHPA-E 

8-10 

6  -  7.2 

4.2-5.6 

WHPA-A  & 
WHPA-B 

10.0 

8.0 

6.0 

The  application  of  non- 
agricultural  source  material  to 
land. 

1970 

1 .  The  application  of  any  quantity  of  non-agricultural  source 
material  that  contains  materials  from  a  seafood  processing 
operation,  a  dairy  producer,  a  dairy  product  manufacturing 
operation,  an  animal  food  manufacturing  operation  that 
manufactures  food  from  animal  sources,  or  a  pulp  and  paper 
mill. 

2.  The  application  may  result  in  the  presence  of  one  or  more 
pathogens  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2, 
IPZ-3  & 
WHPA-E 

9  -  10 

6-8.1 

vVnr'A-A  01 

WHPA-B 

1 0.0 

8.0 

1971 

1 .  The  application  of  any  quantity  of  non-agricultural  source 
material  that  contains  materials  from  a  meat  plant  or  sewage 
works. 

2.  The  application  may  result  in  the  presence  of  one  or  more 
pathogens  in  groundwater  or  surface  water. 

IPZ-1,  IPZ-2, 
IPZ-3  & 
WHPA-E 

R  - 1  n 

O      1  u 

fi  -  7  9 

WHPA-A  & 
WHPA-B 

10 

8 

6 
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